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PREFACE TO THE THIRD EDITION 

Tho death of Dr. William H. Walker makes it necessary for 
an edition of this book to appear without his collaboration and 
guidance. The book was originally the product of his initiative, 
and its whole development was molded by his influence and 
dire(;tion. Every effort will be made to maintain it in the 
tradition which he established. 

The last decade has V)een characterized by the introduction in 
chemical industry of a large number of new processes and by 
important modification and refinement of old ones. Fortunately, 
this has been parallelled by extensive developments insight 
into the iniderlying mechanisms of the fundamental ope^rations 
of chemical engineering, in expansion of the data available for 
the formulation of quantitative relationships, and in the tech- 
niqui) of using these basic tools in the solution of practical 
problems. It cannot be denied that these changes have made 
the prac^tice of the art of chemical engineering far more complex. 
In consequence, there is more necessity than ever for the utmost 
clarity in presentation of fundamental concepts, for increased 
ejnphasis ui)on the dependability of Miose concepts as guiding 
thrc'ads through th(^ mazes of complicated operations and 
processes, and for the development of trustworthy and usable 
correlations and of satisfa(*tory techniques in the solution of prac- 
tical probknns. The major ])urpose of revision is to meet this 
situation. 

B('(aiuse the four most important fundamental relationships 
underlying all phascis of chemical engineering are material and 
energy balances and the laws of reaction equilibrium and of 
rea(^tion rate, the most extensive changes are in the chapters 
on Flow of Fluids and Flow of Heat, and in those involving diffu- 
sional processes, in which these principles come most directly 
into play. In all these cases, the theoretical development of 
the subj('ct has been clarified, and emphasis laid upon detailed 
derivation of eciuations incorporated in the text. Thus, in Flow 
of Heat there is careful discussion of the mechanisms of con- 
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vection and of their relation to the important correlations 
d(‘veloped in recent years. The problem of mean temperature 
difference has been expanded and the treatment of radiation 
enlarged. A section on dimensional analysis has been added 
and the utility of consistent units emphasized. 

The chapters on Crushing and Grinding, Sedimentation, and 
Evaporation are re viscid and brought up to date. The discus- 
sion of Filtration is rewritten in an attempt to present for this 
important but controversial subject the soundest engineering 
analysis attainable in the light of present knowledge. The 
chapters on Absorption and Extraction, Distillation, and Air 
Conditioning have been modified in the light of the discussion of 
diffusion already referred to. The treatment of psychrometry 
is new and includes humidity charts based on recent data. The 
chapter on Drying not only presents the important new data and 
developments of recent years, but attempts to make them more 
useful in the solution of practical problems. 

The illustrative problems have been revised, and a new, 
enlarged list of unsolved problems is ai)pended. 

Circumstances have unfortunately prevented the cooperation 
of Dr. Lewis in this revision, except to a minor degree in Chaj)t('rs 
III and IV. As throughout the history of this book, the debt to 
many friends for assistance and advice is very extensive, and to 
them we wish to exj)ress our gratitude. 

William H. McAdams, 
Edwin R. Giluland. 



PREFACE TO THE FIRST EDITION 

Just as the arts of tanning and dyeing were practiced long 
before the scientific principles upon which they depend were 
known, so also the practice of Chemical Engineering preceded 
any analysis or exposition of the principle's upon which such 
practice is based. The unit operations of chemical engineering 
have in some instances been develope^d to such an extent in 
individual industries that the operation is looked upon as a 
si)e(ial one adapte'd to tliese (conditions alone, and is, thereefore, 
not frequently usecd by otlucr industries. All important unit 
o])erations have much in common, and if the underlying principles 
upon which the rational design and op(^ration of basic typ(\s of 
engiiKH'ring eciuipmcuit depend are understood, their successful 
adai)tation to manufacturing processes be(com(\s a matter of good 
inanageiiKuit rather than of good fortune. 

In this book we have attempted to recall to the readc^r^s mind 
those principles of science upon which chemical (engineering 
operations are based, and then to develop methods for applying 
th(es(' principl(\s to the solution of sucli problems as present theni- 
selv(\s in cluemical engiiuH'ring practice. We have s(elected for 
treatiment basic operations common to all clumiical industries, 
rather than d(ctails of si)ecific procivsses, and so far as is now 
possibh , the tneatment is mathematically (piantitative as well 
as (iualilativ('ly descri])tive. We venture to hope that the book 
will stimulate engineers to design apparatus adapted for any 
particular purpose, rather than just to build it and then to rely 
on larg(c scale exp(U’iineutation with expensive (changes in con- 
struction to effect effi(cient operation. 

This book may be divided roughly into five parts. 

First, the principles of stoichiometry are reviewed, special 
emphasis being laid upon the utility of the pound mol as a unit 
for calculation, and the relative ease with which the units of one 
system may be transf ormed into those of another system. Experi- 
(mce has taught us that practicing (engineers as well as students 
fail to realize the vast amount of useful data there is available, 
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largely in chemical literature, and hence in the metric system. 
There is a lack, also, of an effort to select i:)roperly those data to be 
recorded in laboratory experimentation and factory opera- 
tion, in order that any definite information may be obtained. 
Frequently also data are used inadequately, and much desired 
information ov(Tlooked because of faulty interpretation. There- 
for(i we hav(' introducc'd illustrative problems and their solution 
throughout the book, in which we believe the reader may find 
helpful suggestions relative to the jdan of an experimental run, 
the data to choose, and the method of solution and interpretation 
to adopt. These problems should not be looked upon as nuts 
for students to crack, but as an integral part of the text vitally 
illustrative of the subject matter considered. 

Second, because of their fundamental importance the phenom- 
ena accompanying the flow of heat and the flow of fluids, together 
with the laws governing theses operations, are considered in detail. 
An interchange of heat is a necessary step in almost ('very chemical 
reaction and must be provided for adequately to insure continuous 
opc^ration. So far as possible w(^ have illustrated the use of the 
more complex equations with i)robl(mis stated and solved. 

Third, fuels and their efficicuit combustion are treated at con- 
siderable length in orchr to render clear the important reflation- 
ships here involved. More economical us(f of f uel will be demanded 
in the future. 

Fourth, processes of crushing and grinding, mechanical 
methods for s(*parating mat('rials. together with filtration in its 
many different forms, are giv('n a d('scrii)tive treatmemt with a 
mathematical analysis when such seems advantag('ous. 

Fifth, those pro(;esses d('pending upon vaporization are treated 
from the common standpoint of vapor pressure equilibria. With 
drying in its many phases we consider also humidification, 
dehumidification and water cooling. Evaporation and distilla- 
tion are placed in separate chapt(^rs. 

The greater part of th(' text has for somcf time^ been in use as 
students^ notes at the Massachusetts Institute of Technology, 
and at times has been drawn upon freely by both staff and 
students in theur jmblished papers. 

It may seem to the reader that brevity is sometimes sacrificed 
by repetition of ideas, and that the detailed derivation of mathe- 
matical equations is unnecessarily separated from the descriptive 
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matter to which they relate. P]xperience in teaching this subject 
has i)roven tlie desirability of this method of treatment. 

This book is the outgrowth of extensive engineering practice 
in the course of which we have profited by many ideas- offered 
in the way of suggestions, criti(*Jsm or advice. We have assayed 
these ideas in the crucible of experience, and have endeavored 
to incor})oratc those found to be of value. These contributions 
have (^ome from so many sources that detailed acknowledgment 
here is impossible, but for this very real help we are deeply 
grateful to our many friends. 

William H. Walker, 
Warren K. Lewis, 
William H. McAdams. 
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PRINCIPLES OF CHEMICAL 
ENGINEERING 

CHAPTER I 

ELEMENTS OF IHDnSTRIAL STOICHIOMETRY 

Introduction. — Science makes it possible to predict the future 
through the ability to reason from known facts and conditions, or 
to make a mathematical (calculation based upon established data, 
and thus to reach a rational concclusioii in advance of the actual 
realization of the phenoimmon. However, the ability to state 
mathematically the relationship betwetm any two or more factors 
frequently calls for a knowledge of mc^thods of analysis which is 
not possessed by the average colleger stiid('nt or young man in 
the works. Lik('wise, the English-speaking chernitcal engineer 
is accustomed to find his scientific data given in metric units and 
to carry on his laboratory calculations in grams, centimeters 
and liters. Since the calculations arising in the quantitative 
appli(cati()n of scientific data and methods in the field of applied 
(chemistry are often in themselves very complicated and involved, 
fre(piently the confusion occasioned by the necessity for convert- 
ing concex)tioiis and data formulated heretofore in the metric 
system into cc^rresponding English terms is sufficient to deter 
the te(chnical man from making the attempt. 

It is the puri)ose of this chapter to recall to the reader the 
principles upon which such computations are based, and to point 
out certain methods of calculation by which experimental data 
may be more readily interx^reted in terms of factory conditions 
and made available for the solution of (everyday probhnns, so 
that the confusion (xccasioiied by handling data in two systems 
may be minimized or eliminated. 

LAWS USED IN INDUSTRIAL STOICHIOMETRY 

Chemical Engineering calculations involve three simple basic 
generalizations of universal usefulness. These are the Law of the 

1 



2 


PRINCIPLES OF CHEMICAL ENGINEERING 


Conservation of Elements, the Law of the Conservation of 
Energy, and the Stoichiometric Relationships* as to combining 
weights expressed in chemical formulas and equations. The 
importance of these three laws arisc^s from the fact that they are 
quantitatively applicable under all conditions, and at least the 
first and third of them are used, sometimes implicitly, in the 
course of every chemical calculation. Faraday’s Law of Elec- 
trolysis is also quantitatively applicable under all conditions, but 
is employed only in the solution of a special type of problem. 

Other laws or principles, such as the Laws of Mass A(^tion, of 
Reaction Rate, of the Wapor Pressure Relations of Solutions, and 
similar gtaieralizations of Physical C-hemistry, are of only limited 
applicability, in th(i prescait states of our knowledge, owing to the 
wide deviations from and nonconformity to these laws in some 
cases, and must be employed quantitatively with intelligent 
taution. 


Use of English Units 

Whatever the advantages of the mc^tric system of units, 
most read('rs of this book will be compelled to employ English 
units in much of their work. Such units will therefore be freely 
used, and it is hoped to show that the disadvantages of carrying 
out calculations in the English system and the difficulties of 
conversion of calculatiojis from on(‘ systtan to the other are often 
greatly overestimated. 

The Molal Unit and Its Utility 

Ch(*mical reactions occur between atoms, either alone or when 
combined into molecules, and these quantities furnish very con- 
veni(‘nt units with which to calculate the results of such reactions. 
Thus the (Hpiation 

C-h02 = C02 

12 32 44 

states that on(' atom of carbon unites with one molecule of oxygen 
and produces one molecule of carbon dioxide. It also states that 
12 parts by weight, be they grams, ounces or tons, of carbon, 
combine with 32 parts by weight of the same unit of oxygen to 

* For a statement of these* relationships the reader is n'ferrcd to any of 
the standard works on inorganic chemistry. 
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furnish 44 parts by weight of CO 2 . It is convenient, therefore, 
to combine these two ideas and speak of a gram atom of carbon or 
a pound atom of carbon, meaning the quantity of carbon in any 
convenient unit of weight which is represented by the symbol C, 
and to realize that it will combine with a gram molecule, or a 
pound molecule or any unit selected, of oxygen. One can then 
speak of a gram molecule or a pound molecule of any material 
and moan thereby the number of grams or pounds which is repre- 
sented by the relative weight of the reacting unit, be it atom or 
mole(‘-ule. 

But gases are generally measured by volume and analyses are 
given in volume per cent, while solids are usually measured by 
weight and analyses expressed in per cent by weight. In prac- 
tice, therefore, the above equation involves materials usually 
reported in two different ways. It is convenient, then, to be 
able to use a common basis. This is found in the pound molecule, 
or, as contracted, the pound mol. 

If 20 cu. ft. of O 2 at 1 atmosphere is mixed with 80 cu. ft. 
of N 2 at the same pressure, the volume of the mixture at 1 
atmosphere will be 100 cu. ft. and the mixture is said to contain 
20 per cent (>2 and 80 per cent N 2 by volume. According to the 
accepted liypothesis of Avogadro, equal volumes of all perfect 
gases contain the same number of molecules. Hence this 
gas contains 20 per cent O 2 and 80 per cent N 2 on the basis of the 
number of molecule, s present; that is, of every 100 molecules in 
the gas, 20 of them are O 2 and 80 arc N 2 . Furthermore, Avo- 
gadro^s hypothesis implies that the pressure exerted by any 
id('al gas at a given temperature is proportional to the number of 
molecules of that gas per unit volume, while Dalton ^s law states 
that, in mixtures of gasc's, the pressure of each individual compo- 
nent is independent of the presence of the others and the partial 
prcvssures of the components are additive, the total pressures 
l)oing the sum of all the partial pressures. Consequently, for 
mixtures of gases obeying these two gas laws, the pressure of each 
component, expressed as a percentage of the total pressure, is 
numerically equal to the mol per cent of that component in the 
mixture and also to its volume per cent. 

Since equal volumes of all perfect gases contain the same 
number of molecules, it is evident that a certain volume may be 
chosen, such that under standard conditions of temperature and 
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pressure (0®C. and 760 mm.) it will contain just the number of 
molecules necessary to weigh the number of pounds or grams 
expressed by its molecular weight. This volume is found experi- 
mentally to be 22.4 liters for the gram mol, equivalent to 359 
cu. ft. for the pound mol, and is called the molal volume. Unless 
otherwise noted, throughout this book the pound mol and pound 
atom are used, which may be abbreviated to mol and atom, 
respectively. 

The molecular weight of a perfect gas is defined as the weight in 
pounds of 359 cu. ft. of the gas, measured under standard condi- 
tions (S. C.)* of temperature and pressure. In this sense the 
average molecular weight of a mixture of gases can be spoken of 
as well as that of a single gas. Thus air which is moisture-free 
has the following average analysis:! 

Per Cent by 
Volume 

Oxygen 20.95 

Nitrogen 78.08 

Carbon dioxide 0 03 

Argon, etc. . . . 0 94 


The average molecular weight of air or any other gas mixture 
may be calculated by adding together the weights of each com- 
ponent in one molal volume of the mixture as follows: 


Component 

Mols ill 

1 mol air 

Molecular 

weight 

Pounds in 

1 molal 
volume air 

O 2 

0.2095 

32 00 

6 70 

N 2 

0 7808 

28 02 

21 88 

COj 

0.0003 

44.00 

0 01 

^ 

0.0094 

40. 

0.38 



Total weight of 1 mol of air is 28 97 lb., 


which for all practical purposes is 29.0. 


In most chemical processes the nitrogen is inert, and is analyt- 
ically determined by difference, the argon and the traces of other 
noble gases being included with it. The composition of dry air is 

* Throughout the book the abbreviation C.” is used to designate 
standard conditions.” 

t F. A. Paneth, Sci. J. Roy. Coll. Set., 6, 120 (1936). 
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frequently taken, for the purpose of stoichiometric calculations, 
as 21 per cent O 2 , and 79 per cent N 2 . The only variable which 
must be determined experimentally in each case is the moisture 
content. 

Gas Laws. — Since gases are seldom if ever measured at standard 
conditions, it becomes necessary to know how to find the molal 
volume at different temperatures and pressures. This can, of 
course, be done by the use of the perfect gas equation in the form, 
PV = nRTy where n is the number of gram mols of the gas in 
question, while R is a single constant applicable to all perfect 
gases, the numerical value of which depends only on the particular 
units of pressure, volume and temperature (P, F, T) employed. 

Obviously similar relationships must obtain in English units. 
For all perfect gases this equation may be written PV = 15437iT', 
the quantities being given in English Engineeiring units, where P 
is the total absolute pressure in pounds per square foot, V is 
the total volume in cubic feet, T is in degrees Rankine,* while n 
is the number of pound mols of the gas involved in the calculation. 

Instead of solving this equation for the volume, it is often 
simpler, as will appear in later calculations, to find the volume 
by multiplying the volume of the gas at standard conditions by 
a ratio. If one writes the equation for the gas under any condi- 
tions of temperature and pressure as PF= 1543nT', and under 
standard conditions as PoFo = 1543n!ro, dividing the first equation 
by the second and solving for F gives 

F=FoX-^fxJ- 

Since the correction factors applied to Fo in order to get F, Po/P 
and T/T(i arc ratios, and therefore contain no units, they may be 
expressed in any absolute units of temperature or pressure, so long 
as the units are the same in any one ratio. 

Instead of memorizing this equation it is w^ell to remember 
only that the volume measured must be multiplied by an abso- 
lute temperature ratio and an absolute pressure ratio, and to 
rely on common sense to determine whether these ratios should 
be greater or less than unity, according to whether the gas is 
passing from a lower to a higher temperature or from a greater to 
a smaller pressure, or vice versa. 

* Equals degrees Fahrenheit absolute, t.e., deg. F. +460. 
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This relationship will be made clearer by the following 
examples; 

The volume of H mol of any perfect gas at 60°F. and 780 mm. pressure is 
determined by the equation: 



The volume of 25 lb. of a natural gas containing 85 per cent CH4 and 
15 per cent C2H6 at 20°C. and 1 lb. gauge pressure is found as follows: 
First, determine the apparent or average molecular weight of the gas. 
Since the volume percentage composition based upon 100 units is at the 
same time the rnolal percentage relationship, 

0.85X16.07 = 13.65 lb. of methane 
0.15X30.11 = 4.52 lb. of ethane 

18 17 lb. of inixiure 

Thus 18.17 is the average molecular weight of this gas mixture. One lb. 
gauge pressure is equivalent to 15.7 lb. absolute pressure since 1 standard 
atmosphe^-e equals 14.7 Ib./stj. in. Then the volume is 



How many pounds of carbon dioxide are in 1000 cu. ft. of dry flue gas con- 
taining 15 per cent CO2 at 500°F., the barometer being 29.2 in. of mercury? 
(Normal barometer in inches of mercury is 29.92 or 29.9 for mo&t 
calculations.) 
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The gas laws in this form are subject only to those limitations 
with which all are familiar. They cannot be applied without 
proper modification to gases, the molecules of which associate or 
dissociate, or to any gases at high pressures, especially if near 
their saturation temperatures.* However, the errors involved in 
applying these laws to the so-called permanent gases up to 15 or 
20 atmospheres at or above ordinary temperatures, or even to 
saturated vapors up to 1 or perhaps 2 atmospheres, are negligible 
for most engineering purposes (not over 2 or 3 per cent). Conse- 
quently none of the many refinements of the perfect gas equation 
are nec^essary in many industrial calculations. 

Heat Units. — In tlie metric system heat quantities are meas- 
ured in gram calories, and in the English in B.t.u. (British thermal 
units). Because even in Pmglish plants the centigrade scale is 
so extensively used, the pound-centigrade unit,t (P.c.u.) the heat 
required to raise 1 lb. of water 1°C., has certain advantages in 
tlKU’inal calculations. One P.c.u. is obviously 1.8 B.t.u. or 
454 gm. cal. The basic quantities in determining the energy 
eff('cts in chemical systc'ms are the lu'ats of reaction. In the 
chemical literature heats of reaction are frequently reported as 
gram calories per gram mol (or kilogram calories per gram mol). 
Thus the statement that the heat of combustion of C, in the form 
of coke, to CO 2 is accompanied by a positive heat of reaction of 
97,000 cal. means that the combustion of 1 gm. atom of carbon 
(12 gm.) to form 1 gm. mol of CO 2 (44 gm.) liberates enough 
heat to raise 97,000 gm. of water I'^C. Obviously, then, if 1 lb. 
atom of carbon (12 lb.) were burned, forming 1 lb. mol of CO 2 
(44 lb.), the heat evolved would suffice to beat 97,000 lb. of water 
VC.j i.c.j would amount to 97,000 P.c.u. In other words, heats 
of reaction in gram calories per gram mol are numerically identical 
with heats of reaction in P.c.u. per pound mol. This means that, 
if a chemical calculation is carried through, expressing the quanti- 
ties of the reacting substances in gram mols or gram atoms and 
the heat effects in gram calorics, the same numerical figures 
apply unchanged to the reaction if the quantities taken were 
pound mols or atoms and the heat effects were P.c.u. By the 
use of this method, the basic data as to heats of reaction can be 

* Correction factors for the gas laws arc given by W. K. Lewis, Ind, 
Eng. Chem., 28, 257-262 (1936). 

t Also called the centigrade heat unit (C.h.u.), or the pound calorie (lb. cal.). 
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taken from metric tables and used directly and conveniently in 
calculations in English units. 

If it is preferred to know the heats of reaction in B.t.u., tht^se 
quantities expressed in gram calories per gram mol or atom are 
converted to B.t.u. per pound mol or atom by multiplying by 1.8. 

The gas constant R in the gas equation PV = nRT is an energy 
term, which it is frequently convenient to express in heat units, 
as, for example, in estimating the heat equivalent of the extc^rnal 
work corresponding to the evolution of a gas against the pres- 
sure of the atmosphere. The value of R in heat units per mol 
per d(‘gree is 1.985 in both metric and English units, though 
the heat quantity obtained by multii)lying R by 7iT is in gram 
calories in the metric system, while in the English system it is 
in B.t.u. if the Fahrenh(‘it temperature scale is used or in P.c.ii. 
if the centigrade is employed. 

Molal Heat Capacities. Gases , — A further advantage of the 
use of the mol as unit in calculations lies in the fact that many of 
the i)hysical properties of substances have n^latively siniide* molal 
relationsliips. Thus, while' the specific heats at constant pressure 
Cp of the permanent diatomic gase's vary wiele'ly (from abe)ut 0.2 
to over 3.0), the'ir molal heat capacities, MCp, ix., the^ he^at required 
to raise 1 me)I of these gases 1° in temperature, are^ approximately 
equal, varying emly about 5 per cent ameuig themselves at room 
temperature. The medial heat capacity at eronstant pressure is 
substantially 5.0 for all inematomic gases e)ve'r wide ranges of 
temperature. The molal heat capaeutieis of SO 2 and CO 2 are 
nearly identical one with the other, and the same is true of the 
halogens, etc.* 

In stoichiometry, heat capacities are most freciuently needed 
to calculate the quantity of heat required to heat (or to cool) 
a material through a temperature range. When the value 
of heat capacity for a gas, for instance, is known as a func- 
tion of temperature, it is necessary to calculate this heat 
quantity by integration over the temperature range involved, 

J *Ti 

MCp dT, This is clearly a laborious procedure. The 

* These quantities have until recently been determined principally by 
calorimetric measurements, the results of such measurements being com- 
monly stated in the form of equations giving molal heat capacities as func- 
tions of absolute temperature on the centigrade scale. The results of a 
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time required for such calculation is however greatly shortened 
if the average value of heat capacity over the temperature range 
is known, for then the relation is simply Q~{MCp)^^,{T 2 —T^. 
Average values of this sort can be calculated once and for all by 
integration of equations for the point values of MCp, followed 
by division of the integral by the value of the temperature range 
over which the integral is taken, or by other suitable calculations. 

Accurate average values of MCp, for the more common gases, 
between 60°F. and the temperatures used as abscissas are 
plotted in Fig. 1.* Taking carbon dioxide as an example to 


careful survey of existing data in 1929 arc given as follows by Eastman, 
Bur. Mines Tech. Paper 445, (1929): 


Molal ITeat Capacities of Gases at Temperature Range, 

Constant Pressure K. 

(r --=Deg. K = Deg. C.+273) 

Hydrogen: 

- 6.85 +0.00028T +0.00000022T2 300-2500 

Nitrogc'n, oxygen, carbon monoxide: 

MCp -6.76+0.000606^+0.00000013^2 300-2500 

Carbon dioxide and sulfur dioxide: 

MCp -7.70+0.0053r-0.000000837’2 300-2500 

Water vapor: 

MCp =8.22+0.00015^+0.00000134^2 300-2500 

Hydrogen sul6de: 

MCp = 7.20 +0.0036T 300- 600 

Ammonia; 

MCp = 6.70 +0.0063T 300- 800 

Methane: 

MCp =5.90 +0.00967^ 150- 400 

Chlorine, sulfur vapor (So) : 

MCp=8.58+0.0003T 300-2500 


While these data are believed to ]>e intrinsically less accurate than are those 
of Fig. 1, especially at high temperatures, they are given here to facilitate 
occasional special computations in which the convenience of data expressed 
algebraically may outweigh precision as a desideratum. 

* Th('sc curves represent recent data obtained by spectrographic measure- 
ments, results of which are believed to be far more precise than are those 
obtained by the calorimetric method, esp(*cially at high temperatures. 

Point values of specific heat, it may be noted, are obtainable from these 
curves by equating MCp dt to (i[(MC'p)av.(i — 60)], from which it follows 
that at any temperature MCp = (MCp)av.+(^ — 60)d(MCp)av./d<. 

Figure 1 is based on the paper by Lewis and von Elbe, J. Amer. Chem. 
Soc.j 66, 507 (1933), and a personal communication from H. C. Hottel, 



10 


PRINCIPLES OF CHEMICAL ENGINEERING 


illustrate the use of these curves, the heat required to raise 
1 lb. mol of this gas from 60 to 2000°F. at atmospheric pressure 
is equal to the average molal heat capacity between these 
temperatures (which from Fig. 1 is 12.06) times the temperature 



0 500 1.000 1,500 2,000 2.500 3,000 3,500 4,000 4.500 5,000 

Upper Tempenature, Degrees Fahrenheit 

Fig. 1. — Average molal heat capacities of gases for the temperature interval from 
60°F. to temperature shown by the abscissa. 

rise (2000 — 60), giving 23,400 B.t.u. Similarly, the heat 
required to raise 1 mol from 60 to 1000° is 10.88(1000 — 60) = 
10,230. By difference, the heat required to raise 1 mol from 
1000 to 2000° is 23,400-10,230 = 13,170 B.t.u. 

It requires more heat to raise the temperature of a gas at 
constant pressure than at constant volume, because of the addi- 

1936. The original data on which the curves are based are from the follow- 
ing sources; 

CH 4 : Eucken and LDde, Z. physik, Chevi.^ B6, 436 (1929). 

H 2 : Davis and Johnston, J. Amer. Chern. Soc., 66 , 1045 (1934). 

O 2 : Lewis and von Elbe, J. Amer. Chem. Soc., 56, 507 (1933). 

N 2 , CO: Johnston and Davis, J. Amer. Chem. Soc.^ 66, 271 (1934). 

NO: Johnston and Chapman, J. Amer. Chem. Soc., 66 , 155 (1933). 
OH: Johnston and Dawson, J. Amer. Chem. Soc., 66 , 2744 (1933). 
CO 2 : Kassel, J. Amer. Chem. Soc.j 66 , 1838 (1934). 

HjO: Gordon, J . Chem . Physica , 2, 65, 549 (1934). 
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tional energy required to create the larger volume. But, for 
all gases obeying the gas laws, the difference in the molal heat 
capacity of a gas under the two conditions is equal to R. 

Liquids . — While no definite relationship is available for 
correlating the heat-capacity data for liquids, it is interesting to 
note that the molal heat capacities (and likewise the specific 
heats) increase with rise in temperature, as shown in Fig. 2.* 



Solids . — For solids, the law of Dulong and Petit and the law 
of Kopp arc sometimes useful in estimating heat capacities of 
substances. The former states that atomic heat capacity of all 
solid elementary substances is a constant and the average value 
is 6.2 at room temperature, although some elements, notably 
(carbon, boron and silicon, deviate widely from this. Further- 
more, these heat capacities vary with the temperature, in most 
cases increasing as temperature rises, as shown in Fig. 3.* 
Kopp^s law states that the formal heat capacity (i.e., the heat 

* Data taken from the liters *^^ure. 
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capacity of a formula weight of the substance) is an additive 
function of the atomic heat capacities of the constituent atoms. 
The following are the atomic heat capacities at room temperature 
of the elements in solid compounds: C = 1.8; H = 2.3; B=2.7; 
Si = 3.8; 0 = 4.0; F = 5.0; P = 5.4; S = 5.4; all other elements 6.2. 
For example, the formal heat capacity of pure limestone (CaCOs) 
would be 6.2+1.8+3X4 = 20.0 as against an observed value of 



Fio. 3. — Atomic heat capacities of metals and of graphite. 


20.2. The specific lit'at would then bo 0.20. Those values are, 
of course, empirical constants and deviations of 10 per cent from 
the results calculattnl and those obstu-ved are not uncommon. 

Molal Heat of Vaporization. — Another heat quantity often 
required is the molal latent heat of vaporization Mr of litjuids. 
Where exact data arc wanting, this quantity (*,an be estimated 
conveniently through a variation of the rule of Hildebrand, 
which states that for many liquids the ratio Mr/T is a unique 
function of the molal concentration of the sfiturated vapor. In 
practice, one is usually handicapped by not having data on vapor 
densities. However, where vapor pressure is low, vapors follow 
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the gas laws, at least approximately, and hence the molal con- 
centration of vapor is proportional to P/T. Consequently one 
would anticipate that at low pressures Mr/T should be a function 
of P/T only. At high pressures, where the gas laws break 
down, it is to be expected that deviations from this relationship 
will occur, but, as shown by the plot of Mr/T vs. P/T for various 
liquids in Fig. 4, these deviations arc not excessive. It will be 


Nomenclature 
M “ Molecular weight 
r = Latent heat, (am. Cal./6r 
T - Absolute temperature, °K 
P * Vapor pressure Mm Hg 


T (Gm-Moi;C°K; (Lb.-Mol)C°R; 



1 - Water 

2 - Ethyl Alcohol 

3- Ethyl Ether 

4- Ammonia 

5- Ethane 

6- Benzene 

7- n-Octane 


Fig. 4.' -Hilder)riiiid chart for estimating latent heats of vaporization. 

noted that the curves for such highiv associated liquids as water 
and a typical alcohol lie considerably higher than do those for 
the more normal licjuids. In general, the data for these latter 
lionassociating litpiids lie (piite close together at low pressures, 
but fan out as they apiiroach the criti(*al point, whore the latent 
heat of vaporization equals zero. Curv(^s for hydrocarbons 
can be drawn in on the figure with reasonable accuracy by refer- 
ence to th(‘ data givcai for threes of these compounds.* Latent 
heats of vaporization of petroleum fractionsf may b(‘ approxi- 

* These may nil be expected to lie close to the benzene curve when P/T is 
less than 1 or 2. The values of P/T at which they should intercept the 
axis of abscissas (tlie critical point) can bo estimated from tlic relations that 
for paraffins (P/T)crit. equiils very nearly 3800/A/, while for most cyclic 
hydrocarbons this ratio lies between 4500/A/ and 5300 /Af. 

t For other methods of estimating this quantity, sec the articles by Wat- 
son, Ind. Eng. Chem.j 23 , 360 (1931), and by Watson and Nei-son, Ind. 
Eng, Chem., 26 , 880 (1933). 
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mated with accuracy sufficient for many purposes by assuming 
that these fractions follow the same curves in Fig. 4 as do the 
pure hydrocarbons of equal molecular weight* and of similar 
chemical type. 

Examination of Fig. 4 shows that, for each of the normal 
liquids on which data are given, the value of Mr/T at the atmos- 


Vapor Pressure, Pounds per Square Inch 



Fig. 5. —Cox chart for extrapolating vapor-pressure- teiiiperaturu curves. 


pheric boiling point is V(^ry close to 21, wluni expressed in the 
consistent units here used. Trouion's rvk\ in fact, states that 
for all normal liquids this ratio has ap])roximately the same 
value at atmospheric i)ressure. The rule is surprisingly accurate 
when applied to nonj)olar liquids,! and holds vciry roughly 

* The average molecular weight of the fra(‘tion may bo taken with sufli- 
cient precision as corresponding to that of the nonn;d alijihatic hydrocarlion 
boiling at a teinperatun! ('qual to the averagi* boiling jioint of the hydro- 
c;arbon mixture under consideration. The relation between the moleimlar 
weight M of any normal paraffin hydrocarbon and its atmospheric boiling 
point t, expressed in degrees ecnligradc*, is given approximately by the 
equation 

log,oil/=2.51 logio (/-f 393) -4.7523. 

t According to Kistyakowsky, Z. physik. Cheia,^ 107 , 65 (1923), a more 
precise rule is one stating that at the atmospheric boiling point of nonpolar 
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when applied even to the most abnormal ones, c.gf., water and the 
more common alcohols (for which Mr/T at the atmospheric 
boiling point is about 26), and the lower fatty acids (in which 
case the value of this ratio lies in the neighborhood of 15). 

Vapor Pressure of Liquids. — In many cases it is necessary to 
interpolate or extrapolate the curve of vapor pressure vs. tem- 
perature. The method proposed by Cox* is quite helpful. 
A straight line is drawn at a convenient angle on coordinate 
paper. The vapor pressures of water are then plotted on a 
logarithmic scale, allowing the corresponding temperatures to 
determine the temperature scale, as shown on Fig. 5 by the dotted 
line for “Water.’’ Using these coordinates, data for various 
paraffin hydrocarbons are plotted, giving substantially straight 
lines. Since the latter intersect at a common point, one experi- 
mc'ntal point is sufficient for the estimation of the vapor-pres- 
sure curve of any normal paraffin hydrocarbon. 

GENERAL DISCUSSION OF STOICHIOMETRIC PROBLEMS 
IN APPLIED CHEMISTRY 

T3rpes of Operation. — The operations or processes of applied 
chemistry can be (dassified under thr(^c heads: intermittent, 
continuous and a combination of these two, or semicontinuous. 
Illustrations of an intermittent process are the burning of brick 
and pottery in the older type of kiln, in which, after firing, the 
whole is allowed to cool for dischaiging and refilling; the produc- 
tion of coke in beehive ovens; the pot proc(\ss for the production 
of nitric acid from Chili saltpeter and sulfuric acid; the recovery 
of oil from seeds in hydraulic presses; and the like. Typical of 
continuous process(\s are the chamber production of sulfuric 
acid from sulfur, the extraction of light oils and ammonia from 
illuminating gas by solution in suitable solvents, the operation of 
continuous stills and distillation columns for the separation 
of volatile solvents, etc. Continuity of operation offers such 
obvious and marked advantages that it is used wherever prac- 
ticable; but in many cases continuity can only be approximated, 

liquids Afr/T = 8.75+4.571 logic T, where T must be expressed in degrees 
Kelvin in the logarithmic term. 

* E. R. Cox, /nd. Eng. Chem., 15, 592 (1923); see also Calingaert and 
Davis, Ind. Eng. Chem.j 17, 1287 (1925). 
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giving rise to semi continuous operations, as in the intermittent 
firing and cleaning of a hand-fired boiler, the operation of a 
“ring^^ furnace, the manipulation of the leaching tanks in the 
extraction of black ash or tanbark, the charging of a blast fur- 
nace and the like. Where the character of the operation is 
essentially intermittent, continuity is often approached by the 
combination of a number of units operating simultaneously but in 
different stages, as in the coking of coal in by-product ovens and 
the recovery of waste heat in regenerative chambers of refractory 
checker work {e.g.j blast-furnace stoves). While this last (^lass 
can be treated as semicontinuous if the whole process, made up 
of the combination of all the unit operations, is under considera- 
tion, it must be classified as intermittent when one is dealing with 
the individual unit operation. 

Those chemical reactions in which a single substance is trans- 
formed into another single substance are comparatively rare. On 
one or both sides of tlu‘ reaction equation there usually ap})cars 
more than one substance. Most chemical ojxTations can there- 
fore be conceived as mad(' up of diverging, converging or cross- 
ing and intermingling streams of flow\ Diverging streams ar(j 
illustrated by the electrolysis of a salt solution to form caustic, 
chlorine and hydrogen; by the electrolysis of whaler (containing 
caustic) to produce hydrogcni and oxygen; by the separation of 
mixtures of volatile licpiids by distillation (alcohol and water, 
benzol and toluol, etc.); by the d(\struction distillation of wood, 
coal and the like. In each case one stream or substances enters 
the pro(;ess, to leave I)y s(‘veral streams diverging from it. Illus- 
trations of converging streams are found in the production of 
vulcanized rubber by the (compounding and curing of raw rubber 
with sulfur and other admixed materials; in the combustion of 
gaseous fuels, etc. Here two or more substances enter the 
process to combine or converge into one substance and thus 
leave by a single stream. The combustion of coal with air to 
form flue gases and ash, the ncduction and liquefaction of iron 
in the blast furnace and the roasting of sulfide ores with air to 
form metallic oxides and eliminate the sulfur are typical of 
crossing streams; in these cases, several streams enter into an 
operation, undergo chemical combination and transformation 
or, in other words, cross and leave by several entirely different 
streams. 



ELEMENTS OF INDUSTRIAL STOICHIOMETRY 


17 


Balance of Material Involved in an Operation. — In the quan- 
titative calculation of problems in applied chemistry it is advis- 
able to start with the following equation: 

Total input — total output + accumulation, or 

Total input + depletion = total output, 

accumulation and depletion referring to increase or decrease of 
material in the system itself. This equality may be applied to a 
single unit operation, or to a whole process made up by the com- 
bination of any number of unit operations. It may be applied 
separately to each clement entering into the operation or process, 
for which data are available; when so applied to a number of 
elements, the equation for each element is not'^equivalent to, but 
is independent of, the others, provided the data for that element 
were independently obtained. It may be applied to the energy 
relations of the systems, and in this form gives another independ- 
ent equation. It may be applied to the input and output of 
matter as a whole, but this last is obviously not an independent 
('xpression, being merely the sum of the equations for the various 
elements. The use of this principle is observed in nearly every 
problem. 

In these equalities the only awkward factors are the terms 
accumulation and depletion in the system itself. These can, of 
course, be determined, but usually with some difficulty. They 
can, however, almost always be eliminated by proper choice of 
data and method of calculation. In the great majority of cases 
in industrial practice intermittent operations are repeated in 
cycles w^hich recur a relatively large if not an almost indefinite 
number of times, and both continuous and semicontinuous opera- 
tions function steadily over long periods. The possibility of 
accumulation or storage of materials or energy in a system or 
apparatus is necessarily limit'd, and it is usually possible to con- 
trol the amounts in proc^ess without much difficulty. If, now, the 
above equalities are applied over a period of time such that the 
maximum possible fluctuations of amounts in process are known, 
from the nature of tlu^ operation and apparatus, to be negligible 
in comparison with the input and output for the time period 
chosen, then the terms for accumulation or depletion may be 
dropped, giving total input = total output. This is perhaps more 
conveniently written 
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each stream. Since, however, an independent expression can be 
set up involving equality of input and output of each element, 
for each such equation formulated it is allowable to omit from the 
above one measurement, either of quantity or of composition. 
As already indicated, the measurements to be omitted should be 
so chosen that those measurements which are ac^tually taken will 
be accurate and easy to make. Because analytical determina- 
tions are usually easier than large-scale measurements of quantity, 
the former are generally employed to evaluate the latter. How- 
ever, it is always necessary to make at least one direct measure- 
ment of quantity in order to determine the capacity of any 
system. 

In making calculations of this sort care must always be observed 
to avoid the possibility of gross error in th(^ result due to insuffi- 
cient accuracy in the meavsurements made. For example, a 
quantity, obtained by subtracting two other quantities nearly 
equal, may itself be very inaccurate, if relatively small errors in 
the two latter happen to be of opposite sign. The data to be 
taken experimentally should be chosen with this point in mind. 

Sampling. --In securing analytical data in conne(‘tion with 
industrial process(*s the n(M*,essity for pro])er methods of sampling 
cannot be overemphasized. It is useless to witsto time in the 
laboratory carrying out an analysis if the sample is not truly 
representative of the stream from which it was taken. Indeed, 
worse than this, analytical results on nonrepresentative samples 
may lead to false conclusions. 

To be representative a sample should be collected (as nearly 
as may be) continuously during the test period. Where possible, 
the amount of sample withdrawn should be proportional to the 
volume of the stream at each point of time. The sample should 
be withdrawn not at one point in the stream but at a number of 
points well distributed over its cross section, except in those cases 
where the stream is known to be uniform (c.(;., a gas that has trav- 
eled some distance or around a number of obstructions). These 
conditions imply the collection of large samples and these must be 
subdivided before analysis. It is not difficailt to get complete 
mixing of a large sample of gas or homogeneous liquid and the 
removal of the ultimate sample for analysis involves no difficulty. 

The sampling of solid materials is an entirely different problem. 
Because of the tendency of the large lumps of the solid to separate 
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from the fine material, the sample must be crushed before sub- 
division (quartering) . Even thus a satisfactory analytical sample 
can be obtained only by successive subdivisions with most 
thorough mixing before each successive quartering. The largest 
individual particle in the mass must be extremely small compared 
with the sample before quartering is undertaken. It is frequently 
difficult to reduce the whole original sample of a powder, and to 
meet this requirement in such case the subdivision must be 
reground as the sample gets progressively smaller. Mechanical 
samplers are on the market and are desirable because they reduce 
the human element in collecting the sample. 

General Methods of Calculation. — There are certain practical 
suggestions and methods which, while theoretically adding 
nothing to the preceding generalizations, are nonetheless worth 
mentioning. These are in the nature of stratagems in computa- 
tion, which, in many special cases, simplify not only calculations 
but sometimes experime'ntal work as wcdl. 

It frequently happens that some one element taking part in a 
chemical operation enters solely by one stream and leaves solely 
by another. This is true, for (example, of the sodium in the 
electrolysis of salt, of the nitrogem in a blast furnace and for all 
practical purposes of the nitrogen in the combustion of coal. It 
is obvious that, if the ejuantity of one of these /streams is known, 
the amount of tli(' other can be obtained directly from analysis of 
the two for this one element. Furthermore, if the analyses of the 
two streams are complete, the quantities of all other elements 
present in each of them can at once be calculated. This idea is 
utilized by the illustrative problem on pages 26 to 27. 

Where an element enters and leavers mainly by a single stream, 
tlie same method is advantageously employ(»d, merely correcting 
for divergencies. Thus, in the furnace combustion of coal, the 
carbon enters mainly in the solid fuel, the amount of which is 
measured and the carbon content determined by analysis. The 
(;arbon leaves mainly in the flue gas, that small portion remaining 
in the ash as unburned combustible being determined and correc- 
tion being made for it. This gives immediately the amount of the 
flue gas. Since the nitrogen of the flue gas (^omes mainly from the 
air (the nitrogen of the fuel is usually negligible in comparison), 
one can immediately calculate the quantity of air used for 
combustion. It will be noted that the carbon and the nitrogen 
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are used to determine the ratios of the amounts of corresponding 
ingoing and outgoing streams. The use of single elements or 
components for such a purpose is often possible, and offers marked 
simplification in calculation. 

The stoichiometric relations known to exist from the nature of 
the reactions taking place in a given case often greatly simplify 
the problem, and make possible important quantitative deduc- 
tions. Thus the analysis of a flue gas from the combustion of coal 
shows certain amounts of CO2, CO, O2 and N2. Since practically 
all the N2 came from the air, one can directly obtain the amount of 
O2 that came with it. The total O2 shown by the flue-gas 
analysis, including both free and combined, is always less than that 
entering in the air. From our knowledge of the chemi(!al composi- 
tion of coal, we know that almost the whole of this deficit must 
have been used up in the combustion of hydrogen in the fuel. 
This diffcTcnce between oxygen corresponding to the nitrogen and 
oxygen ai)])eariiig in the analysis* must, therefore, correspond to 
and be a measure of tlie rombustihle hydrogen in the coal. Th(> 
analysis of tlie flue gas is in this case in a v('ry real sens(i equiva- 
lent to analysis of tlie fuel itself (see illustrative problem on 
pages 26 to 27). While such definite reaction relationships are of 
the greatcist value where they exist, there are many cases where 
the number of possible side reactions is so great and the extent to 
which they take place so uncertain that the stoichiom(d;ric rela- 
tionshi])s implied in the chemical equations lose much of their 
utility. This is very likely to be the case in organic reactions, but 
even in inorganic problems it is imperative to formulate and in the 
calculations to provide for all side reactions that can appreci- 
ably affect the result. These limitations must not, however, 
make oiu' fail to use these relationships where really applicable. 

As in stoichiometric calculations in analytical chemistry, it is 
unnecessary that the chemical equations employed correspond to 

* It must be kept in mind that a gas analysis in which the gases are kept 
saturated with water vapor whemwer measurenienls are made (as is almost 
universally done) automatically eliminates the water vapor from the results; 
and gives directly the composition of the water-free gases. The reason for 
this is that, although the volume of the gases is increased by the presence of 
the water vapor, the increase is at all times the same fraction of the total gas 
volume. It is as though the analysis were carried out at a pressure lower 
than that actually used by an amount equal to the constant vapor pressure 
of the water Tsee also page 205). 
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the exact mechanism of reaction. Any combination of the actual 
reaction steps, even though eliminating intermediate but con- 
pensatory stages, can be used; e.g., reactions in aqueous solutions 
need not be written in ionic form in the calculation of quantities 
of precipitates, volumes of solutions and the like. 

Basis of Calculation. — It is comparatively seldom that a com- 
plete balance of input and output is made in coimec^tion with an 
industrial operation or process, but much more frequently inter- 
pretation of partial results is desired. Usually these results are 
the analyses of different streams. Such analyses are almost never 
directly comparable, as will appear in a complete balance of input 
and output, and dircc.t comparison may lead to gross error. 
This is because analyses are usually reported in per cent of the 
stream in que^stion, and it is obvious that analysis alone cannot 
show the relation between the amount of that stream and that of 
any other. 

An illustration will make this point clear. A drier is deliver- 
ing 1 ton per hr. of a product containing 20 per cent of water. 
The wet charge entering the apparatus for drying carries 60 per 
cent of water. How many pounds of water are evaporated per 
hour? The first imi)ulse may be to say that the water decreases 
from 60 to 20 per cent i.e., by 40 per cent. But the first two 
figures have no direct relation to each other, because they do not 
refer to a common basis. The weight of material entering, of 
which water is 60 per cent, is greater than the 2000 lb. of material 
leaving. It is believed that difficulties of this sort are best 
avoided by reducing the analytical results to a common basis in 
order that direct comparison may be made. Where, as in the 
case cited, there is a common comi)onent which both enters and 
leaves by a single stream, and there is no accumulation or deple- 
tion of that component during the process, the amount of that 
component passing through the operation in a given time must 
be the same in both analyses, and hence may serve as a constant 
basis of comparison. This unidirectional component is, in this 
case, the dry material itself. If, therefore, the analytical results 
are expressed as ratio of water to dry material, i.e., 0.25 in the 
dried product and 1.50 in the wet, the difference, 1.25, truly 
represents the water evaporated per pound of dry material. 
Since the dry material is 80 per cent of the product or 1600 lb. 
per hr., the evaporation is 1.25 times this, or 2000 lb. per hr. 
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The concept of the preceding paragraph may be expressed by 
the following rule; Where there are unidirectional elements or 
components in an operation, express compositions (i.e., analyses) 
as ratios to these elements. 

It must be admitted that tlie method just outlined, in cases 
where the flow of all components is complicated, becomes very 
involved. However, it is so frequently applicable, and where 
applicable is so direct, that it is advisable to form the habit of 
using it. 

To be sure, this same problem may be solved without recalcu- 
lation of the analytical data to a new basis. Call y the weight 
of wet material entering the drier. Equate input of dry material 
to output. 


0.401/ = 0.80 (2000) 
whence y ~ 4000. 

Evaporation = loss in wt. = 4000 — 2000 = 2000 lb. 

The basis of such a calculation involves th(' concept not only 
of quantity but also of time. For example', in tlui preea'ding cal- 
(uilation tlie time basis was 1 hr. The' time l)asis of calculation 
may be the duration of a test, or any e'onve'iiient unit. Fre- 
quently the time basis may be im])licit, anel its actual value 
unkne)wn, c.e/., tlie time ne^e’-essary to proeluce a ea.*rtain quantity 
of preiduct or to consume a e*ertain amount of raw material. 

Neit infrequently one must, at the start of the computation at 
least, empleiy two eir more base's, but e'ffeirt shemld always be 
directeel to reeiucing them tei a common basis. Ineleed, when an 
analysis is reported in per cent, it repre'sents the arbitrary choice 
as a basis of 100 parts of the particular substance or stream 
analyzeel, anel infem'iitially the acceptance as a time basis of the 
pe'riod reKpiire'd for the development or passage of 100 parts eif 
that jiarticular stre'am. 

When one is dealing with crossing streams, it erften occurs that 
some ele^ment or emnponent passe's from onei stream to the otheir, 
either enmpletely or in part; such an ele*nient can be madei the 
basis of computation for determining the ratiei between the two 
streams. For example, in the blast furnace a stream of solids, 
the composition and amount of which are known from the records 
ordinarily kept of the furnace, flows down through the furnace 



ELEMENTS OF INDUSTRIAL STOICHIOMETRY 


25 


and out as two separate streams of slag and pig iron. Up through 
the furnace flows a stream of air, leaving as tunnel-head gas. The 
ratio of air to tunnel-head gas is determined by the nitrogen, 
the common component. The ratio of charge to pig is similarly 
determined by the iron. The ratio of these two streams to each 
other can be determined by either carbon or oxygen, both of 
which pass from the charge to the gas stream. If carbon is 
used, allowance must be made for carbon h^ft in the ])ig, as found 
by analysis; if oxygen is employed, that entering in the air and 
that in the unreduced part of the (*harge must be taken into 
account. 

It is advisable' to write at the head of the computation the basis 
employed and to indicate clearly change' te) a ne^w basis, trans- 
formation from one^ basis to ane)ther and the' ratie)s by which such 
transfe)rmatie)ns are effecteel. Tabulation of figures is a great 
help towards brevity and clearness. 

Missing Data. — Finally, it must be pointed out that the cal- 
ciilatie)ns of applied chemistry often require the making of 
assumptiems and ai)proximatie)ns. In industrial work it is 
fre^e]ue'iitly imx)racticable, em accenuit e)f ince)nvenience', expe'iise 
or intnrfe're'iice with idant opc'ratiem, to make all the measure- 
ments necessary for a ce)mplete de'termi nation of the quantities 
that it is ele'sired te) evaluate. In such cases it is advisable not 
to give^ up, but to make' wisely sueth simplifying assumptions as 
are justifie'el by the' conditie)ns, and e)n these', utilizing elata alreaely 
available' anel sue'h as e*an reaelily be e)btainrd, to base a quantita- 
tive e'stimate, always kee'])ing in mind the limitations in accuracy 
imj)e)sed by the assumptions made. 

General Procedure in Solving Problems. — In the solutiein of 
preiblems the following ste'])s will be found lu'lpful; 

1. Ske'terh a diagrammatic fle)w shee't e)f the' ])roce'ss. 

2. Writer the) chemie*al equatieins involved. 

3. lndie*ate the basis (or bases) of calculation. 

4. Tabulate the data, and the interme'eliate steps in calculation. 
In simple cases the formal writing out e)f the first two may be 
omitted. 

The) applicatie)!! anel utility of certain e)f the gene'ral prine-iple's 
outlineel above are illustrateel by the feillowing problem. Ael- 
ditional illustrative problems are given on pages 206, 219 
and 235. 
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Illustration 1. — A boiler furnace burns fuel oil with dry air at 40°F. and 
at a barometric pressure of 30.1 in. of mercury. The average Orsat analysis 
of the flue gas is 1 2.9 per cent CO 2 , 3.8 per cent O 2 and 83.3 per cent N 2 , and 
the temperature of the flue gases at the base of the stack is 560°F. Assum- 
ing* ** the oil to contain only carbon and hydrogen, calculate: {a) per cent of 
excess air,t (6) the weight per cent of carbon in the oil, (c) cu. ft. of air /lb. 
of oil, (d) cu. ft. of flue gas entering the staek/lb. of oil, and (e) the partial 
pressure of water vapor in the stack gases. 

Solution, a. Since the analysis of this particular fuel oil is unknown, 
the oil cannot conveniently be made the basis of calculation. The analysis 
of the flu(; gas is known and can therefore be made the basis. Consider 100 
Ib. mols of the flue gas as analyzed, t.e., on the dry hasis.X For the purpose 
of calculation the distribution of the individual elements may be taken as 
shown in the following tabular form : 


Gas 

Mols 

Atoms C 

Mols O 2 

Mols N 2 

CO 2 

12 9 

12.9 

]2 9 


O 2 

3 8 


3 8 


N, 

83.3 



83 3 

Totals 

100.0 

12.9 

16.7 

83.3 


Neglecting the small amount of nitrogen in the oil, all the N 2 in the flue 
gas must have come from the air; hence, the air used is 83.3/0.79 = 105.4 
mols. (Thus, a “nitrogen balance” is employed to determine the air used.) 

Since the dry air contains 21 mol per cent O 2 , th(i O 2 entering the furnace 
amounts to (0.21 ) (105. 4 j =22.2 mols. Since there is no unburned combus- 
tible, the unnecessjiry O 2 is 3.8 mols. 

The per cent of excess air is then 


TTnnecessary 
Total —unnecessary 


^3.8)000) 

(22.2-3.8) 


= 20.6 per cent. 


* This assumption has been made to simplify the calculations. The oil 
actually contains a small percentage of nitrogen, sulfur, ash, etc., but it can 
be shown that the a.))ov(i assumption introduces little (‘rror. This is be(!aus(' 
the volume of the nitrogen coming from the oil is so small relative to that of 
the nitrogen from the air used. Similarly, the nitrogen in coal, c.oke and 
wood may be negle(;ted without serious error. In the case of the combustion 
of producer gas, tin; nitrogen cannot be neglected without introducing a con- 
siderable error. 

y “Per cent excess air” refers to the air used in excess of that theoretically 
needed for completi* combustion, compared with that theoretically needed 

**or perfect combustion. If one deals with O 2 coming from the air, excess air 
may be interpreted in terms of “ 02 *^ instead of “air,” and this is convenient, 
t Sec p. 22. 
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The total 02 m the dry flue gas is 16.7 mols; hence the difference, 22.2 - 16.7, 
or 5.5 moJs of O 2 has disappeared to form 11.0 mols of water vapor, thus 
burning 11.0 mols of hydrogen. 

h. Since the weight of the oil equals the weight of the carbon (12.9) (12) 
plus the weight of the hydrogen (1 1.0) (2.02), the per cent of carbon by 
weight in the oil is readily calculated: 

^ (12.9 )(12)( 100) _ (154.5) (100) ^ 

(12.9)(12)+(il.0)(2.02) 154.54-22.2 

This figure is not required in further calculations, but it serves as a rough 
check on the accuracy of the flue-gas analyses, since it should compare well 
with that usually found in fuel oils, as it does in this case. In passing, it 
should be noted that the atomic ratio of hj’^drogen to carbon found, (2) (1 1.0) / 
12.9 = 1.70, corresponds to the formula (CHi 7 o)n for the oil. 

c. Since the weight of oil is 176.7 lb. and the dry air on the basis is 105.4 
mols, the air used per lb. of oil may be readily calculated: 



d. Tlic mols of flue gas entering thci stack wjII contain Ihe 100 mols of 
dry gases (CO 2 , O 2 and No) plus the 11.0 mols of water vapor, a total of 
11 1.0 mols of wet flue gas. The volume of stack gases per lb. of oil is calcu- 
lated as follows: 



e. Tin*, partial pressure of the water vapor in the stack gases is readily 
calculated, remembering Dalton ^s law: 

p = 30. 1 = 2.98 in. of mercury. 

SYSTEMS OF PHYSICAL UNITS 

It is well to remind the reader that the fundamental proper- 
ties and conditions of matter bear interrelationships on the basis 
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of which they can be defined quantitatively in terms of each 
other, but a certain limited number of these fundamental factors 
must be arbitrarily assumed as a starting point. Furthermore, 
the choice of units in which those basic or primary factors are 
measured and expressed is likewise completely arbitrary. The 
fundamental units which have been adopted as primary in 
scientific and technical work are those? of time, mass (quantity 
of matter), distance and temperature. The second is ordinarily 
chosen as the unit of time, although the hour is occasionally 
employed. The following table shows the usage in the four 
more common systems, including the important secondary unit 
of force. 


Table I. — Fundamental Units 
(Unit of tiino = second in all cases) 


Name of system 

Mass 

Length 

Force 

T(*mpcr- 

atiire 

Centimetor-gram-second (e.g.s.) 

Gram 

Ccnlirneter 

Dyne 

Dog. C. 

English Absolute 

Pound 

Foot 

Poundal 

Dog. F. 

English Gravitational 

‘‘Slug^^ 

Foot 

Pound 

D(-g. F. 

English Engineering 

Pound 

Foot 

Pound 

Dog. F. 


One must remember that the fundamental law of motion is 
not F — Mqj but F = aMay whore a is a proportionality constant 
which the physicist lias arbitral ily chosen to make unity in the? 
first three of these systems by apjiropriate choiije of units. This 
will be clear from study of Table I. 

The mechanical and the civil engineer find no serious difficulty 
in using the engineering system, despite the intelleittual confusion 
that cannot fail to result from the use, often in the same breath, 
of the word “ pound to describe two such fundamentally 
different entities as mass and force; this is primarily du(? to the 
fact that engineers are rarely interested in amount of matter as 
such, but only in terms of its force effects (such as its weight and 
the corresponding structure that must be supplied to support it). 
To the chemical engineer, on the contrary, quantity of matter 
i.e.y mass, is vitally important, serving as it does as the basis 
of every material balance and chemical equation. For him the 
best solution would be the use of the pound as a unit of mass only, 
using the poundal as the unit of force. However, he does in fact 
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use the pound as a unit of mass or quantity of matter, and at 
the same time uses the pound (or rather its weight, the force of 
attraction of the earth upon it) as a unit of force. His scales 
read in pounds (mass) and his pressure gauges in pounds (force) 
j)cr squares inch. This is allowable if he will at the same time 
use the proper value of a,* which is obviously 1/gfo, where is 
the arbitrarily chosen, so-called standard value of the earth^s 
attraction, assumed to be constant at sea level at 45° latitude if 

F(in lb. force) (in lb. mass) a (in ft./sec.^). 

This text will expr(‘ss final equations in engineering units, but 
wherever am})iguity can arise will distinguish between pound 
mass and pound forrte. It is easier to make derivations in abso- 
lute units {(‘.(j., mass in pounds, force in poundals) and transform 
the final expressions into engineering units. The data of the 
chemical engine(*r will often be found in various system of units 
and he must be abh' to disentangle them. The burden of straight 
thinking is upon him and he must be abl(‘ to avoid the confusion 
induced by the terminology (unployed by brother engineers. 

Onc(' these fundamental units ar(‘ assumed, units for the 
measurement of all other interrelat(‘d pliysical properties can be 
d(u*ived and expr(‘ssed in terms of them. Th(^ secondary or 
deriv(‘d properties are, in general, defined in terms of power 
functions of th(‘ basic quantities, and the degree to which each 
of the basic factors enters into the term in question is called its 
dimensions, '^riius, the dimensions of dtaisity, mass per unit 
volumes, are MIL\ The dimensions of a quantity are always 
the same in all systems using the same primary factors 
all those in Table I), despite diversity in units. 

* However, liavniR done this, the value of a must be carried through into 
all equations based on the fundamental relation: F = olM a. When working 
in the English Engineering System with time in seconds, <70 is 32.2 ft. /sec.®, 
but, when time in hours is employed, becomes 32.2 X (3600)® =4.18X10® 
ft. /hr.® 

t Where gravity plays a part, its value g, taken at the place the measure- 
ments in question are made, should appear. However, the variation in g 
with elevation and latitude rarely exceeds one-quarter of 1 per cent; hence 
in ordinary engineering works no distinction is made between ^0 and g, and 
the working equations usually show merely the symbol regardless of 
whether the term is serving merely as a conversion factor or whether gravity 
is really involved in the phenomenon. 
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Only similar quantities, hence those of the same dimensions, 
can be submitted to the operations of addition and subtraction. 
Thus an equation cannot be universally valid unless it is dimen- 
sionally homogeneous, ^.c., all its separate terms have the same 
dimensions. Similarly, a sum or difference, even a differential, 
has the dimensions of its parts. The numerical value of any 
dimensionless quantity is independent of the system of units 
in which it is evaluated, provided the syst(‘m is consistent 

Table II. — Fundamental Dimensions of Various Quantities in Term 
OF Mass {M), Len(jtit (L), Time (0) and Temperature (1) 


Quantity Not Dimensions 

Acceleration L/0^ 

Area L^ 

Coefficient (surface') of heat transfer M jOH 

CoefHcient of volumetric expansion l/t 

Density M /L^ 

Dianu'ter, or hydraulic radius. L 

Energy (work, heat) ML^/0^ 

Friidion factor Dimensionless 

Force ML/d'^ 

Kinematic viscosity L‘^/0 

Mass rate of flow M /O 

Mass vi'locity M /L'^0 

Pn^ssure, force per unit area M /LO- 

“ Roughness'’ of surface L 

S])ecific heat L^/OH 

Surface tension M/d^ 

Thermal conductivity ... ML /OH 

Thermal “diffusivity ” L'^/0 

Velocity . . . . L/0 

Viscosity (absolute) M/LO 


throughout. This fact is often of convenience, enabling one to 
evaluate one dimensionless ratio in one system and another, 
intimately correlated with the first, in a second. 

Conversion of Units. — Given any two systems of measurement 
using the same primary factors, in both of which all arbitrary 
constants {e.g.j a in F = aMa) are unity (or numerically equal), 
whatever the differences in the magnitude of the units in the two 
systems, the conversion factor to transform any quantity in 
one system into the other can be found by multiplying together 
the corresponding conversion terms for each primary unit, each 
raised to a power equal to the exponent on the dimensions in 
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question. Where the arbitrary constants of the two systems 
differ, proper allowance must be made in conversion. Several 
illustrations follow. 

A certain process tested in tlie laboratory yields 2800 c.c. of hydrogen /gm. 
of the coal employtjd. Since the coal has a density of p gm./c.c., 1 c.c. of 
coal yields 2800p c.c. of hydrogen. Consequently, if the identical process 
is operated in a plant, it will yield 2800p cu. ft. of hydrogen/cu. ft. of the 
coal employed. Since 1 cu. ft. of w^ater is 62.3 lb., and water has a density 
of 1 gm./c.c., 1 cu. ft. of the coal would be 62. 3p lb. Consequently, the 
yield of gas in the plant would be 2800p/62.3p or 45 cu. ft. of hydrogen /lb. 
of the coal consumed. It will be noted that the density of the coal cancels 
out. 

Consider an orifice through which a liquid is flowing at the rate of w 
gm./sec. At a given instant of time, its rate of discharge is changing at the 
rate of dwjdQy whose units are mass ov(‘r time squared. It is desired to 
express this in engineering units, lb. /sec. ^ Since the time units are the 
same in both systems, and since there are 454 gm. in the pound, the con- 
version factor is Ms 4 . 

However, while surface tension likewise has the units MjB^, the corre- 
sponding conversion factor from e.g.s. to engineering units is not the siime. 
Surface tension is force per unit length. Hence the facdor M 54 ''^dl convert 
dynes /cm. (e.g.s. units) to poundals per foot (English absolute units), 
but this III lurn must be divid(‘d by ^0 to convert to jiounds of for(;e per 
foot (engineering units). 

Dimensional Similitude. — It seems to be a universal rule in 
physical phonoineiia that, however comi)lieated the functional 
relationships betwt'en the physical variables, the variables them- 
selves, whether dependent or independent, are involved only 
in the form of dinu'nsionless ratios. An alternative statement 
of the rule is that it is possible to exi)ross all natural interrelation- 
ships in terms of functions and coefficients that are universal 
in form and numerical value, completely independent of the 
arbitrary system of units which may be employed in making 
the measurements themselves, provided the system is inherently 
consistent. This generalization is term(‘d the 'principle of 
dimensional similitude. It is most conveniently expressed in 
the form of the equation, </)(p, g, r, etc.) =0, in which p, g, r, etc., 
are dimensionless ratios of the fundamental physical variables. 
The function represents a universal relation, independent of 
the system of units, which, however, need not necessarily be 
expressible in terms of known functions. It is often best pre- 
sented in graphical form. 
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The number of independent dimensionless ratios in the func- 
tion </> depends on the number of physical factors involved in 
the problem in hand and the number of fundamental dimensions 
involved in these factors. In general, the number of dimension- 
less ratios is best determined by an algebraic procedure developed 
on page 75, although in simple cases the number may be obtained 
by inspection. 

The principle of dimensional similitude, while of great help, 
is characterized by sharp limitations. It does not assist in 
selecting the fundamental factors influencing a given problem; 
these must be determined by the judgment of the investigator, 
exercised in the light of such knowledge of the mechanism as is 
available. However, once the number of these factors is 
assumed, the principle reduces the relationshii)s to a definite 
number of completely independent variables. The conclusions 
must now be tested experimentally. If tlui (‘xperimental results 
are obviously more comiflicated than the principles would indicate, 
relevant fundamental factors have been overlooked in tins analy- 
sis; if less variables than predicted will correlate the data, certain 
factors have mistakenly been assumesd significant. Tli(‘ i)rin(siple 
throws no light on the character of the fun(*tional relationships 
of the dimensionless ratios or th(ur relative imi)ortanee; this must 
be determined on the basis of the experimental data.* It does, 
however, show the simplest and most comprehensive way of 
presenting results, graphically or otherwise, namedy, as functions 
of the dimensionless ratios. Furthermore, it offers the soundest 
known method of correlating the results obtained under widely 
diversified conditions and of extrapolating results obtained under 
one set of conditions to fit different circumstances. 

One of the most important applications of the principle of 
dimensional similtude is in the construction and us(^ of experi- 
mental models as tools in engineering design. Suppose a given 
operation, involving n significant dimensionless ratios, carried 
out in each of two structures, one an accurate scale model of the 
other. Suppose, furthermore, that the operation as conducted 

* The function is often iissuined as a product of powers of the ratios, but 
this is an empirical and in no sense general relation. Surprisingly, the 
experimental data often indicate that the relation is a product of functions 
of the individual ratios of the form etc. =const., where </»i 

is a function of r only, etc., but this too is undoubtedly no general rule. 
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in the small model is so modified by changes in operating variables 
other than size that the numerical value of each of n — 1 of the 
significant dimensionless ratios is identical with that of the same 
ratio in the operation of the larger structure. The principle of 
similitude requires that the values of the final ratio must also be 
identical in the two operations. Grant, now, that the large-scale 
structure has not been built but is in process of design, and, 
furthermore, that the last ratio includes some factor which the 
designer must be able to predict, but which is not readily or 
accurately found by direct computation. Clearly, experi- 
mental determination of this ratio on the model, constructed 
and operated with all other ratios identi(‘.al in value with those 
corresponding to the performance of the full-size unit, will 
enable the designer readily to compute the value of the unknown 
factor in the final operation. 

It will be noted that, in the j)receding illustration, an experi- 
mental model was employed solely to determine the performance 
of a large dimensionally similar unit. Obviously, the model can 
be employed to determine experimentally the influence of changes 
in all operating variables other than relative linear dimensions, 
and, by modification of the model, this last factor, subject as it is 
to almost infinite variation, can be investigated. The method 
has been developed and used with outstanding success in such 
fields as aerodynamics, hydrodynamics, marine engineering, heat 
transfer, absorj)tion and the like, and there is growing appreci- 
ation of its importance and value in chemic al engineering work. 

References 

Bridgman, P. W., “ DinK'iisioiial Analysis,” Yale ITniversity Press, 1922, 
1931. 

Buckingham, K., Phys. Rev., 4, 345 (1914). 

Gibson, A. H., Engineering {London), 117, 325, 357, 391, 422 (1924). 



CHAPTER IT 


FLUID FILMS 

It has long been known,* though not generally appreciated, 
that, when a gas or a liquid moves over a solid surface or when a 
gas moves across a liquid surface, there exists a film of the moving 
substance upon the surface of the stationary one. This fluid 
film forms a boundary or zone between the portion that is rapidly 
moving and that which is still, which acts toward the transporta- 
tion of heat, vapor and matter as though it were a separate 
material. Its properties are so controlling in many engineering 
processes that its presence and characteristics must be clearly 
recognized. 

Con.sider the case of continuous flow through a conduit. A 
plot of the motion of the gas as determined by the distance from 
the containing wall is shown in Fig. 6. At the boundary wall 
itself there is no motion of the fluid. As one progresses from 
the wall, the velocity of motion of the fluid increases, but in the 
neighborhood of the wall each elementf of the fluid flows in a 
path parallel to the wall, having essentially no component of 
velocity at right angles to the wall. As one goes farther from 
the wall, not only does velocity increase but also a point G is 
finally reached at which the character of the motion changes. 
The elements of the fluid now begin to travel in forward-moving 
spirals. The net motion is still parallel to the surface, but the 
path of any one particle has a largo average component at 

* Th(i first mention of the water film was mjule by Peclet, “Traite do la 
Chalciir,” Cliap. VIII, p. 131, 1844. Since that time the presencii and 
propertiivs of suoh films have been verified by others, more particularly by 
Langmuir in 1912 (Phys. Rev., 34 , 421), who, working with gases, demon- 
strated the effect of velocity upon the thickness of the film and upon heat 
transfer. 

t Such an element is a very small body of the fluid but contains many 
jnolecules. Each molecule has its own irregular motion, but the whole 
group of molecules composing the fluid element moves as a unit, just as a 
raindrop falls vertically through quiet air, despite Ihe irregular motion of 
the water molecules in the drop. 
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right angles to the surface. This complex motion obviously has 
a marked mixing effect on neighboring layers of the fluid and is 
described as turbulent. 

Hence there exists on the boundary surface of a moving fluid 
a creeping film, traveling parallel to the surface at a speed con- 
siderably less than the average velocity of the fluid relative 
to the surface, but characterized preeminently by the fact that 
the bulk motion in this film is parallel to the surface and with lit- 
tle turbulent or mixing motion of the fluid elements. Conse- 
quently motion through this film at right angles to the surface 
must be by the slow processes of molecular diffusion. While all 



Fig. 6. — Velocity disiributioii for isothermal flow in a circular pipe. Based on 
data of reference 1 at end of chapter. 


I)arts of this film other than that in immediate contact with the 
surface actually creep along the wall, it la easier to visualize the 
film as a stationary body of fluid and practically always allowable 
to do so. Where the motion of the main body of liquid past the 
surface is appreciable, this film is usually very thin. 

Vapor from liquids (or solids) can escape through this gas 
film only by diffusion. A molecmle is thrown off from the surface 
of the liquid and must work its way through the molecules of the 
gas forming the film until it reaches the outside of the film and 
can be caught up and carried away by the convection currents 
there existing. 
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Upon increasing ^he velocity of the main body of the fluid, the 
increased turbulence at the surface of the boundary film will 
wear away or rub off a portion of it, causing convection currents 
to strike more deeply into it. The thickness of the film is 
thereby decreased and any action resultant upon the presence of 
the film will be influenced accordingly. 

This concept of a film of gas or liquid is useful in the majority 
of operations in chemical engineering. Detailed applications of 



Fig. 7. — Paniioll’a oxplorationa of volocity and temi)oraturo of air flowing 
inside a vortical i>ii>o, w„,hx = S7 ft./soc., A/max. = 33..5°F. 

the idea will be mad(' in the chapters dealing with the absorption 
of gases from gaseous mixtures by liquid absorbing agents, the 
removal of volatile from nonvolatile material by passing through 
it a stream of air or other gas, the solution of solids by licpiids and 
the transf(*r of heat in its many forms. Such pluaiomena are 
best exi)lained by the assumption of the cxisttaice of the resistant 
film. 

Figure 7^^^* shows the results of temperature and velocity 
explorations across an air stream flowing ui)ward in turbulent 
motion in an electrically heated vertical brass pipe having an 
inside diameter of 1.92 in. The ratio of local to maximum 
velocity w/t/max. is plotted vs. the position ratio y/a, where u is 

* Reference 2 at end of chapter. 
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the local velocity at distance y from the wall and a is the radius. 
This plot also shows the ratio of local to total temperature differ- 
ence — — plotted vs. y/a, where U and t are the 

temperatures at the pipe wall, at the center line of pipe and at the 
position y, respectively. It is to be noted that the curves of 
distribution of velocity and temperature differences are very 
similar. The gas film should be that zone in wdiich the relation- 
ship between and y/a is essentially linear. In this 

case approximately 50 per cent of the total temperature drop 
occurs in the film which has a thickness less than 1 per cent of the 
radius of the pipe. However, it should be noted that even at a 
velocity of 87 ft. per sec. the convective mixing in the pipe is so 
impc^rfecl that one-half the total temi)eratiire drop is necessary 
for the transportation of the heat through the main body of the 
gas. 

A theoretical consideration of the flow of gas tlirough a capil- 
lary tub(' l('d Poiseuille to formulate a law which states that the 
volume of gas flowing through such a tube vari(\s dinu'tly as the 
fourth i)()wer of the inside diameter of the tube. The derivation 
of this law is bas(Hl upon the assumption, first, that tlui main body 
of the gas assumes streamline flow rather than rolling or turbu- 
lent motion; second, that the fric^tion is proportional to the 
relative slip of one layer of the gas on the next one to it; and, 
third, that there is no slip at the boundary wall. The fact that 
careful experiments with very narrow capillary tubes show this 
law to ])e quantitatively exact proves tliac the assumptions are 
correct, whence it follows that there is no flow in immediate 
contact with the wall. 

Consider the mechanism of the diffusion of water vapor from 
a mixture of water vapor and air in contact with concentrated 
sulfuric acid, the operation being conducted at constant total 
pressure. In Fig. 8 the line OA represents a section of the surface 
of the liquid in contact with the air. The line OB represents the 
distance out into the air from the surface of the liquid and the line 
HK rei)r(\sents th(^ outer surface of the air film. In the direction 
OA, starting at the point 0 as an origin, the partial pressure of 
the water vapor is plotted. The equilibrium partial pressure 
of the vapor at the surface of the liquid is indicated by the point C. 
The partial pressure of the vapor in the main body of the air is, 
however, higher, as indicated by the point E. In the main body 
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the gradient ED is necessary for the transportation of the vapor 
by convective mixing. The vapor then passes through the gas 
film by diffusion under the influence of the partial pressure 
gradient DC, and is absorbed by the acid. 

Let the total pressure in the space be represented by the 
horizontal line LM. Since at the surface of the liquid the partial 
pressure of the vapor is equal to OC, the partial pressure of the 
air must be equal to OL minus OC or OW. Similarly, in the main 
body of the air the partial pressure of the air will be equal to 
OL minus OE or will be represemted by the line PQ. The partial 

pressure of the air in the surface 
film will therefore be repre- 
s(‘nted by the line WP. In 
other words, the partial pres- 
sure of air at the surfa(;e of the 
liquid is greater than its partial 
pressure farther out from the 
surface. Despite th(^ existence 
of this pressure gradient, there 
is no net transfiu* of air through 
the film, because of the impact 
against the air molecules of the 
vapor molecules driving in 
towards the surface. This 
pressure gradient of air is 
maintained by a dynamic equilibrium controlled l)y the fric- 
tional resistaiKje offered by the air film to tlu^ vapor molecules 
diffusing inward through it. 

The movement of matter through this stationary film requires 
diffusion. The diffusional velocities of gases and vapors arc 
proportional to the square root of the sum of the reciprocals 
of the molecular weights of the diffusing and nondiffusing gases 
and inversely proportional to the sum of the cross-sectional 
areas of the two types of molecules. Small particles of solids or 
liquids suspend(id in the gas {i.e., dust and fogs) may be con- 
sidered as having relatively high cross-sectional areas and there- 
fore negligible diffusion velocities. It is obvious that the gas 
film will effectively insulate such particles from the surface 
of liquid or solid in contact with the gas, so that interaction is 
difficult to secure. 



” Distance from Liquid Surface 
(out into gas) 

Fig. H. — Al)sorp1i()ii of water vapor from 
air by sulfuric acid. 
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Thus, whereas, if one will bring either ammonia gas or dilute 
hydrochloric acid gas into contact with water, both will be 
absorbed with great rapidity, on the other hand, if one allows 
these two to interact in the gaseous state, forming a cloud of solid 
ammonium chloride particles, it is almost impossible to dissolve 
the latter. One can draw air containing such a cloud through a 
series of wash bottles, highly effective for the absorption of gases, 
with almost no results. 

This offers the explanation of the difficulty of absorbing sul- 
fur trioxide made in the contact process. If one attempts to 
dissolve the trioxide in water or dilute sulfuric acid, the trioxide 
vapor first comes in contact not with the liquid but with the 
water vapor which has evaporated from the liquid into the gas. 
It reacts with this vapor, producing minute droplets of sulfuric 
acid in the form of a fog, and these droplets are eff(^ctively insu- 
lated from the absorbing liquid by the gas film. One must there- 
fore use as an absorbc'nt a liquid, the water-vapor pressure of 
which is negligible, z.c., strong sulfuric acid. This is the reason 
that for absorption one must use acid bc^tween 97 and 98 per cent. 
If more dilute, the pressure of water vapor is sufficient to produce 
a fog; if moYo conccMitrated, the partial pressure of SO 3 over it is 
great ('iiough to prevent complete alw)rption. Fog formation is 
not necessarily dc'peiuh'iit on chemical coml)ination. Thus if air 
containing a high concentration of hydrocdiloric acad gas is 
brought into contact with water, the acid may combine with the 
water va])or and condense as a fog, which will likewise fail to be 
absorlxal by the main body of the water. 

These facts explain the difficulty of removal of tar fog from 
illuminating gas and producer gas, of cement dust and arsenic 
fume from stack gases, of carbon black formed by incomplete 
combustion of natural gas, and the like (see pages 313 to 317). 
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CHAPTER III 


FLOW OF FLUIDS 

riie major problem of fluid dynamics is to develop, for any 
given apparatus or structure and fluid of definite properties 
flowing through it, quantitative relations between rate of flow 
and pressure difference. One can thus determine the power 
requirement of the system. The results also furnish the basis 
of important methods of measuring rates of flow. Problems of 
secondary significance are the mecihanical reactions of flowing 
fluids and the effects of conditions of flow on other phenomena, 
such as diffusion. The fundamc'iital relationships will be treated 
in this chapter but their applications will be found throughout 
the text. 

The principles underlying the analysis of every problem of 
fluid flow are, first, the conservation of matter; second, the 
conservation of energy; and third, the laws of fluid friction. 
The first is employed in the form of a mat(‘rial balamie and the 
second in the form of an eruTgy balance for the operation in 
question. The first as applicnl to fluid flow is sometimes called 
the law of emtinuity* Hie stream of fluid may be visualized 
as divided into a number of filaments or “tubes of flow.” 
Although the energy balance may be formulated without knowl- 
edge of the equation of state and the thermal proiiertics of the 
fluid, these data are required for the evaluation of the energy 
balance. 


MATERIAL BALANCE FOR STEADY FLOW 

Consider an apparatus of any sort, e.g., one such as depicted 
in Fig. 9, focusing attention on the part between sections 1 and 
2. Between these sections no fluid is entering or leaving the 

* This term is preferably reserved to describe the fact, usually implicitly 
assumed, that the paths of flow of the individual particles are smooth 
nonintersecting curves and that there exists a cross section orthogonal to the 
direction of motion completely filled by the moving fluid. 
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apparatus. Under steady conditions the mass* rates of flow at 
each section must be identical, since otherwise there would be a 
progressive accumulation or depletion of fluid within the appa- 
ratus between the two sections. This relation is expressed in 
the equation 

(I) 

where w represents the mass rate of flow; aS the area of cross 
section; V the average velocity, equal to the volumetric rate 
of flow q divided by the cross section; v the specific volume, 
^.c., volume per unit mass, at the point in question; and G 
the mass velocity, equal to the mass rate of flow divided by the 
cross section. A geiuiral nomenclature table is given on page 97. 

TOTAL ENERGY BALANCE FOR STEADY FLOW 

Considering steady flow in the apparatus of Fig. 9, take as 
a basis of calculation the length of time required for 1 lb. of fluid 



Horizonfot! ofcitum plane 


Fig. y. 

to enter and also to leave the vspace between the sections. The 
pound entering at section 1 brings in with it a certain amount of 
energy, existing in various forms. Thus, because of its elevation, 
X\ ft. above any arbitrarily chosen horizontal datum plane, it 
poss€\sses a potential energy of Xi ft. -lb., which could be recovered 
by allowing the pound of fluid to fall from the level of section 1 
to that of the datum. Because of its velocity Wi, the pound 
possesses and brings into the apparatus at section 1 an amount 
of kinetic energy, Ui^l2g ft.-lb. It also brings its so-called 
internal energy, thermal, chemical and otherwise, Ei. Further- 
* See p. .29. 
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more, the pound of fluid in question entering at section 1 is 
forced into the section by the pressure of the fluid behind it and 
this form of mechanical energy must also be evaluated. The 
amount of this energy is the force exerted by the following fluid 
times the distance through which it acts, and the force is clearly 
the pressure per unit area, pi, times the area aSi of the cross 
section. The distance through which the force acts is the volume 
Vi of the pound of fluid divided by the cross-se(;tional area 
Si. Since the work done is the force times the distance, i.e.y 
(Pi>Si)( 2 ^i/aSi) =piVi, the energy expended is the product of the 
pressure times the volume of a pound of fluid.* 

While the terms just discussed comprise all forms of energy 
brought in through section 1 by the flowing fluid, and while 
it has been assumed that no material leaves or enters between 
sections 1 and 2, this does not preclude exchange of energy 
with the surroundings between the sections. This energy inter- 
change may be in the forms of both heat and work. Call the 
former Q and the latter W, each expressed per pound of flowing 
fluid, the positive sign indicating addition of energy from the 
surroundings to the apparatus. 

Clearly, the flowing fluid carries out of the apparatus at sec- 
tion 2 energy in the four forms brought in at se(*tion 1. Clearly, 
also, conservation of energy requires equality of the sum of all 
forms of energy entering to that of those leaving. Expressing 
all terms in the same units, c.(/., foot-pounds of energy per pound 
of fluid flowing, this results in the total energy balance : 

Xi-^-piVi-^- 2^+i?i + Q+W^ = a:2+p2y2+-^+^2. (2) 

The importance of this equation is difficult to overestimate. 
Based only on the laws of conservation of matter and of energy, 
its validity for the conditions assumed is beyond question. 

While this equation is fundamentally valid, evaluation of 
specific terms often involves complications, which fortunately 
are rarely serious. Thus, unl(\ss the section is horizontal, 
theoretically the x-term should be integrated for the mass of 
fluid entering at each level, and variations in the pv-product 
should be similarly allowad for, but these corrections are almost 
always so small that they are beyond the precision of the other 

* This is sometimes called flow work. 
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data. Variations in the point velocity over the sections of flow 
must be considered.* Theoretically one could avoid these 
difficulties by applying the equation only to a differential tube 
of flow, but this usually makes it impossible properly to evaluate 
the other terms. The term Q must be the total net heat added 
between the sections per pound of flowing fluid; but it includes 
only heat passing into the fluid through the walls of the contain- 
ing vtjssel from an external source. This excludes heat generated 
by friction, fluid or otherwise within the equipment, since such 
h(iat must come from dissipation of forms of energy already 
allowed for. Positive addition of heat involves no necessity of 
tempcirature rise, for the energy can find outh^t in other forms. 
Indeed, addition of heat accompanied by temperature drop is 
not uncommon. 

The external work energy W, like the heat Q, must come 
through the retaining walls. While it could comieivably enter 
in other ways, in practice it is always supplied by some form of 
moving mechanism, such as a pump, which may, however, be of 
divc'rse types, e.c/., piston, centrifugal, gas lift, etc. Where the 
mechanism withdraws work energy from the flowing fluid, it is 
described as an engine, prime mover, etc. In the absence of such 
a mechanism, th(' term W disappears. FurtlK^rmore, its effect is 
completely localized at the mechanism. The term should 
include the net work done on the flowing fluid by the mechanism. 
Occasionally it may be preferable to use the total external work 
doiK^ on the mechanism and include in Q any heat losses from 
this energy which do not get into the fluid stream. 

Th(? internal energy term E corresponds to the usual thermo- 
dynamic. definition, determinable only by difference. If desired, 

* By definition, the kinetic enc^rRy of a small filament of fluid having local 
velocity u is u^/2g ft .-lb. per lb. If the local velocities at all points in the 
cross section were uniform, Y would be equal to u and y^/2g would be the 
correct value of the kinetic, energy. Ordinarily there is a velocity gradient 
across the passage, and hence the use of V‘^/2g introduces an error, the 
magnitude of which depends on the nature of the velocity gradient and tlm 
shape of the cross section. For the usual case where the velocity is approxi- 
mately uniform, the error in using V^/2g is not serious, and, since the error 
tends to cancel because of the appearance of FV2sf-terms on eacdi side of the 
energy balance eciuations, it is customary to use V^/2g as the kinetii; energy. 
Where the velocity distribution is parabolic, it can be shown that the correct 
value of the kinetic energy is V^/g, not Vy2g. This is further discussed 
on p. 80. 
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however, it may be defined by this equation, all other terms being 
subject to direct experimental measurement. Both E and pv 
are clearly properties of the flowing fluid, uniquely d(^termined 
by point conditions. For convenience their sum is often treated 
as a single funcJtion called enthalpy, heat content or total heat, 
h = E+pv. It too is a property of the fluid, uniquely determined 
by its point conditions. Like Ej its absolute value cannot be 
determinc'd. Differences in value are often given above an 
arbitrary datum.* 

Provided flow conditions are steady, there is no need of homo- 
geneity in the flowing fluid. Furthermore, correction for multi- 
plicity of streams is easy since the energy content of ea(;h stream 
is proportional to its quantity and th(i princii)le involved is a 
balance of total energy. The following example illustrates the 
application of the total energy balance to a problem involving 
calculation of heat loss from a pipe carrying sup(n‘heat(Hi steam. 

Illustration 1. — Superheat (*cl steam is flowing at constjint mass rate 
through a horizontal insulated pipe. At the first soetion the average linear 
velocity of the steam is 250 ft. /sec., the temp(‘raturc is 00()°I''. and the 
absolute pressure is 2 in. of mercury. At a second section the absolute 
pressure is 1 in. of mercury and the temi)erature is 590‘T. Under those 
conditions the steam b(‘haves as a perfe(!t gas, since on a Mollior diagram 
the lines of constant, enthalpy are parallel to those for constant tompe^rature. 
Using 0.48 as the specific h(‘at of the steam at constant pressure, calculate 
the h(Mit loss to the surroundings, expressed as H.t .u./lli. of steam flowing. 

Solution . — Since the pipe is horizontal, X} equals and, with no pump 
between sections, W is zero. Hence, Hip 2 becomes 


(C,)av.(7^1-T2) + 


~2gJ 


= —Q =heat loss to surroundings. 


Since under these conditions superheated steam deviatcis little from the gas 
laws, the material balance reduces to 

Substitution of these values in the tiital energy balance gives 

(0.48) (600 -590) + =4.8-3.65 = 1.15 B.t.u./lb. = -Q. 

If the heat equivalent to the increase in kinetie energy had been neglected, 
as in the usual “heat balance,^’ the heat loss would have been taken as 4.8 

* While in general the enthalpy change is read from tables of data, for a 
perfect gas, where dE equals Cv dT and d{pv) equals R dT^ dh equals Cp dT. 
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B.t.u./lb., and the error so introduced would have been (100) (4.8 — 1.15)/ 
1.15 =317 per cent of the actual heat loss to the surroundings. 

MECHANICAL-ENERGY BALANCE FOR STEADY FLOW 

For steady flow of essentially non compressible fluids under 
conditions where friction is negligible, in the absence of external 
work effects it is found experimentally that there is little error in 
an energy balance involving only the terms for the mechanical 
forms of eiK'rgy. However, in corresponding cases involving 
the flow of compressible fluids, the total mechanical energy 
appearing at the outlet often greatly exceeds that at the earlier 
section, particularly where there are large pressure drops between 
sections. Analysis of the situation makes it clear that any given 
(dciment of the moving fluid is undergoing an expansion, in the 
course of which it does mechanical work. Ch^arly, this work 
must be expended on the fluid immediately ahead of it, but the 
fluid (‘lenient in question also picks up an equivalent amount of 
mechanical (m(‘rgy from that behind it. The net result is an 
increase in the mc'chanical energy at the expense of the internal 
energy of the fluid or of externally derived heat. Granting 

reversibility of expansion, this s(df-(^xpansion work is p dv^ 

which should be included in a mechanical-energy balance. 
Applying this correction in the cases cited, the mechani(^al- 
eiiergy output, while it may in special cases closely approximate 
the input, is always l(‘ss. In order to balance the equation, 
f another term, SF, must lie introduced, the equation becoming 

a:i+pi?^i+ "“4 - p dv = X2+p2V2+-2g + • 

The term represents total friction due to fluid flow. It is 
best defined as the term necessary to balance this equation- - a 
definition entir(‘ly compatible with the statement that fluid fric- 
tion is mechanical energy rende'red nonavailable owing to irre- 
versibilities in the process(\s of flow. If between sections 1 and 
2 a pump actually delivers W' ft.-lb. of mechanical work to the 
fluid, this term must appear on the left-hand side of the equation,* 

* Owing to tlie friction Fp in the pump, W' is less than the term W defined 
in connection with Eq. 2: W' = W —Fp. 
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whifh thus assumes its general form: 

V dv+W' = X2+p2V2-]r^^-{‘'^F. 

This is known as Bernoulli’s theorem. TogethcT with the 
total energy balance, it serves as the fundamental basis for the 
solution of problems in fluid flow. This (chapter deals almost 
exclusively with its applications in special cases. The student 
must appreciate it thoroughly in every dcitail.* 

Since dv+p\Vi — p 2 V 2 equals “ ^ dp, the above; equation is 

more compactly written 

W- = ( 3 ) 

In evaluating Jp d.v the expansion was assumed reversible, 
differences being thrown into 2)F. However, the integral, unlike 
E, pv and h, is not a point fun(*tion of the conditions, but depends 
on th(' path of expansion or compression, i.c., on th(‘ history of the 
fluid during its passage through the apparatus. This often 
renders evaluation difficult. It is not uncommon to assume a 
path that is at least approximately corr(H;t and throw the differ- 
ence into friction. 

The equations are readily and often helpfully expressed in 
differential form, z.c., for sections a differential distance apart. 
Iji this case the PI^-t('rin falls out, sijice this ('ffe(;t is in its nature 
inherently localized. 

Total energy balance: dQ = dx+--~^ +dh. (2a) 

Bernoulli’ s theorem ; — v dp = dx + ^ + dF . (3a) t 

* Disappeiirancp of the friction term from Bernoulli’s theorem is a criterion 
of mechanical but not necessarily of tliermodynamic. n'versibility, since it 
does not imply reversibility of the heat effects. The equation as here 
written assumes the absence of energy effects such as (‘lectrical, magnetic 
and the like. If present, they must be allow'cd for, as by inclusion in W. 
An adequate appreciation of the underlying significance of Bernoulli's 
theorem cannot he liad except in the light of the second law. 

t This equation is derived by writing the mechanical-energy balance, 
corrected for transformations: 
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Disappearance of the terms for friction, external work and 
velocity yields the criterion of static equilibrium in a fluid.* A 
fundamentally important and more complex problem is the 
evaluation of ()(u*asionally this can be done by analysis of 
mechanism, but the usual approach is empirical. 


Illustration 2. — A centrifugal exhauster is taking in dry air from a room 
where the temperature is 40°F. and the barometer is normal. The axis of 
the horizontal discharge pipe (12 in. i.d.) is 1 ft. above that of the intake 
pipe (IG in. i.d.). The air in the discharge pipe is at a pressure of 1.2 in. of 
water above normal barometric pressure. The air then flows through a 
meter and the rate of flow is found to be 2.5 lb. /sec. The power input to the 
drive shaft of the exhauster is 0.8 hp. The specific heat of air may be taken 
as 0.24 B.t.ii./(lb.) (deg. F.). («) Neglecting heat exchange with the room, 

calculate the temperature of the air in the discharge pipe, (h) Neglecting 
friction, c.alculate the work theoretically required. 

Solution. — (a) The actual work input W is 550(0.8)/(2.5) = 176 ft.-lb./lb. 
Section 1 will be taken in t lie room at the elevation of the axis of the suction 
pipe; hence Xi is z(‘ro and Vi is zero. The specific volume of the air in the 
room is (’^® ?2 9 )('’”?i 92 ) =12.58 cu. ft./lb. The specific volume of the air 
in the discharge pipe, where both the pressure and teinptirature have changed 
by small amounts, will b(‘ assumed the same as in the room. Hence 
Fi =2.5(12.58)7(0.785) =40.2 ft./sec. Since under these conditions air 
behaves as a perfect gas, the increase in E-^pv equals (Cp)av.(T2“40). 
Expressing all terms in ft.-lb./lb., Eq. 2 becomes 0.24(778)(r2— 40) = 
176 — 1 — (40.2)2/64.3, whence the temperature rise, T 2 — 40, is found to be 
0.8“F. 

(6) Using Eq. 3, assuming v constant and neglecting friction, 


W 


(•2 , y 2 

' =vj^ dp-\-(x2—Jri)-jr -- 


= 78.5+1+25.1 


2g 

104.6 ft.-lb./lb. 


(12.58)(1.2)(62.3) , - , f40.2)2-(0)^ 
— ^+1 + 


( 12 ) 


64.3“ 


The item 176 — 104.6=71.4 ft.-lb./lb. represents friction in the fan and 
piping. The overall efficiency of the fan and short ducts is then 
100(104.6/176) =59.4 per cent. 

Illustration 3.— Referring to Illustration 1, page 44, estimate the friction 
term. 


x+pv+~-^p dv=a;+dx+yw+d(pi;)+~-i^^+dF 

which reduces to the form given above. It may also be obtained by differ- 
entiating Eq. 3, noting that the term 

p dv-\-piV\—p2V2 = — V dp. 

* It is interesting to compare this with the usual derivation of static 
relationships, e.g., in determining change of barometer with the height. 
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Solution . — Calculations will be based on Eq. 3, with all terms expressed 
in ft. -lb. /lb. By the perfect gas law, v e(]uals / M p, where the molec- 

ular weight M is 18.02. Calling T constant, integration gives 


1543!ra p, 

M \ 2g ) 


= ^F. 


Since the increase in kinetic energy was found to be 3.65 B.t.u., the mechani- 
cal equivalent is 778(3.65) or 2840 ft.-lb./lb. Taking Tav. as 1055, 27^ is 
found to be 62,400-2840 = 59,560 ft.-lb./lb., or 59,560/778=76.6 B.t.u./lb. 


DEFINITIONS 

Fluid Head. — Any kind of pressure exerted by a fluid (gas or 
liquid) at any point may be expr(\ssed in terms of the height 
of a column of fluid of equal density. Tlu^ height of such a 
column is defined as the fluid head. Assumes a vertical pipe 
attached to the apparatus at the point wluu'e th(^ fluid head is to 
be measure^d. The fluid will obviously rise in this ])ii)e until the 
weight of the column of fluid (*xactly countc'rl)alances the 
pressure! above that of the atmos])here. * The ludght of such 
a column is called the fluid head, and it follows that tliis head 
multiplied by fluid demsily equals pr(^ssure pen* unit area in excess 
of atmospheric, i.e., a 10-ft. head of water (density of 62.3 lb. per 
cu. ft.) is equivalent to a pressure (above atmospherics) of 623 lb. 
per sq. ft. At a given point in a stationary fluid the pressure 
(or its equivalent, the fluid head) is the same in all directions. 
In a moving fluid this is no longer true, but the obsesrved pressure 
varies as d(\scribed below with th(‘ direction of the opening or 
urificc'. Thercifore, fluid head cannot be interj)reted unless 
one knows the dirc'ction of motion of the fluid relative to the 
plane of the ojxaiing through Avhich the head is transmitted for 
measureiiKuit. 

Static Pressure. — In a moving fluid, th(‘ intensity of the pres- 
sure exerted on a })lane parallel to the dir(n*tion of flow is called 
the static 'pressure, or simply the pressure. The pressure- 
measuring device (piezometer) is ordinarily attached at the wall 
of the conduit, where the velocity is normally ncigligible. The 
piezometer connection should not be located near bends or other 
obstructions that cause flow toward the wall, as otherwise addi- 
tional pressure effects arise owing to the kinetic energy. 

* This assumes the fluid to be of constant density and immiscible with air. 
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Impact Pressure. — When the plane of the opening of a pressure 
tap is placed at right angles to the direction of fluid flow, the 
pressure on the opening is called the impact pressure. 

Subscripts. — The upstream and downstream sections are 
indicated by subscripts 1 and 2, respectively. 


PRESSURE GAUGES AND MANOMETERS 

Piezometer Ring. — It is sometimes necessary to measure 
static pressure at a cross sec^tion of a conduit where the pressure 
is not uniform. Instead of measuring the pressure at a number of 
points and averaging the values, an equal number (usually four 
or more) of symmetrically located small piezometer holes a are 
made in the wall, and these are connected by means of a ring, 
from which the average pressure is obtained (see Fig. 10). The 
holes are made very small 
ill.) because it is easier both '' ' 

to make the planes of the 
openings parallel to the walls Duc\/y^ 


Fig. 10. — Piezometer rinR. 


of the (conduit and to offer 

substantial resistaiu^e to flow 1 1 p — j [ 

from one opening to another. \\ ^ M 11 

It is pref(Table to measure the \\ // 

pressure at a straight section 
sufficiently far from bends or 

, , p T j 1 Fig. 10. — Piezometer rinR. 

other sources oi disturl)ance so 

that the lines of flow are parallel to the wall, in which case a 
single pressure tap at the wall is adequate. 

Pressure Gauges. — For measuring pressure of both gases and 
liquids wh('n the pressiu'e is considerably above or below atmos- 
pheric pressure, the well known Bourdon-type gauge is used. 
Su(di instruments should indicate a zero reading for the prevailing 
atmospheric pressure. * 

Open Manometers. — In the case of liquids it is sometimes 
convenient to measure the pressure by attaching a vertical pipe 
in which the liquid rises a distance x such that the pressure 
px due to the vertical column just balances the gauge pressure, 
p — Pa, in the apparatus. A U-tubc may be partially filled with a 
fi?econd heavier liquid immiscible with the one flowing, and should 

* Normal atmospheric pressure corresponds to an absolute pressure of 
14.69 lb. per sq. in. or 2115 lb. per sq. ft. 
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be placed below the point of attachment to the apparatus to 
avoid gas pockets in the lead. 

With gascSj a vertical U-tube, partially filled with a liquid 
and with one arm open to the atmosphere, may be attached to 
the apparatus. To avoid the accumulation of water or other 
liquid that may condense from the gas, the U-tubo is placed above 
^he point of attachment to the apparatus, as indicated in Fig. 18. 



Fia. 11. — Inclined U-tube. Fia. 12. — Draft gauge. 


The absolute pressure pi at the point 1 is then paXo-^-pL^i+Vny 
where pa is the prevailing atmospheric pressure. The term 
PgXg is oft(‘n negligible compared to the product pi^Xl. 

Multiplying Gauges. — Wlu^re the prc^ssure difference to be 
measured is very small, the reading may be multiplied by some 


IP. IP. 



Fig. 13. — Multiplying gauge. 


mechani(?al device to make precision 
possible. Figure 11 shows an iiniined 
U-tube and Fig. 12 illustrates the draft 
gauge commonly used in the boiler room, 
both of which mak(^ the readings much 
greater than the differen(*e in levels pro- 
duced; the readings may easily be made 
10 times the difference in hwels. 

Figure 13 shows a “multiplying gauge,” in 
which the lower part of the vertical U-tubc 
contains a liquid having a (haisity only slightly 
greater than the one above? it and not miscible 
with it. The relation Ix'twecn tlie reading and 
the actual difference in pressure is best deter- 
mined by calibration, although it may be calcu- 


lated from the cross sections Sa and Sa and the densities and Pj^ of the 


two liquids, using the equation 


P,-P2 = (X -Xo) (p„ -Pi +5^) 


where x is the differential reading (vertical distance) and Xo is the reading 
when no pressure difference is applied. The pair of liquids chosen for use 
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in a gauge of this type should give a fiat meniscus and neither of the liquids 
should tend to stick to the walls of the tube B. It is not safe to assume that 
the pair chosen will be absolutely insoluble in each other; hence the two 
liquids should be thoroughly agitatfid and the densities of the two resulting 
saturated solutions should be accurately observed before placing them in the 
manometer. Although the effect of temperature on density is small, in 
this case it must not be overlooked as the effect on density difference may be 
large. For example, if Sa/Sb is 100/1, if the specific gravities of the solu- 
tions are 0.8315 and 0.7905, and if the deflection (x—xo) is 1 ft., the pressure 
difference (pi— 792 ) would be 3.05 Ib./sq. ft., or 3.05/62.3=0.0489 ft. of 
water; the reading is hence 1/0.0489=20.4 times what would have been 
obtained had the pressure difference Ixicn measured directly in terms of 
feet of water. Failure to employ the correction for the ratio of cross sec- 
tions would have given a computed pressure difference 16.4 per cent lower 
lhan the true value. 

MEASURING DEVICES BASED ON VELOCITY CHANGE 

Granting horizontal flow of a fluid in the absence of both 
external work effects and friction, but involving a definite 

change in velocity, Bernoulli's thoor(‘m reduces to —J^vdp = 

{u^ — u\^)/2g. If conditions are such that change in fluid density 
is negligible or if use of an average value is allowable, this 
becomes = {u^ — u^)/2g, or // = A(?/V2^)? where H 

is the difference in the fluid head corresponding to v(pi — P 2 ). 
F'inally, if conditions can be chosen so that a stream of velocity 
u is brought substantially to rest, or so that the velocity u is 
imparted to a stream of negligible velocity, the expression for 
the head equivalent to the velocity u simplifies to v{pi — p 2 ) = 
±u^/2g. The idea underlying this simple relation is the basis 
of a series of important devices for measuring the rate of fluid 
flow, including the Pitot tube, Venturi meter, various types of 
orifices and nozzles, weirs, etc. 

Since by proper choice of conditions it is allowable to use this 
simple equation unmodified, at least as a good and often excellent 
approximation, it offers a valuable method of orientation in 
engineering work. However, one frequently finds it desirable 
to use measuring instruments under conditions deviating so 
widely from those assumed that major corrections are needed. 
Furthermore, for the highest accuracy it is almost always neces- 
sary to apply such corrections, though they may be small; 
hence methods of correlating the corrections are important. 
Where practicable, it is best to determine the corrections by 
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careful experimental calibration of the specific instrument. The 
more important factors causing deviations for which allowance 
must be made are variations in velocity and direction of motion 
at different points of the sections of flow, particularly at the 
section of high velocity; uncertainty as to the actual area of the 
orthogonal cross sections of flow; friction against the walls and 
within the fluid, whether due to turbuleiK^c or to streamline 
motion; variations in density; and uncertainty as to the proper 
points between which to measure pressure differences. 

PITOT TUBE 

Consider a stream of fluid flowing as indicated by the arrows 
of Fig. 14. Insert into the stream a stnall rod held stationary 
by mechanical support at its right-hand (uid. Consider that tube 



Fig. 14. — Derivation of relation: jh — pi — pyi^l2g. 


of flow AA, bounded by the full lines sliown, wliich supplies the 
fluid in the immediate neighborhood of the end of B. The 
cross section of A A enlarges greatly as it apfiroaches /i, so that 
its velocity falls from its initial value ui to a negligible amount. 
Furthermore, friction between it and its neighboring tubes of 
flow, shown by dotted streamlines, is slight because all are travel- 
ing at substantially the same velocity. Ajiplying Bernoulli's 
theorem to the tube AA, (pi — pti)/p = 0—(ui^/2g) or p 2 -~pi = 
pui^/2g. This increase in pressure p 2 — p\ ean be measured by 
replacing the rod 5 by a hollow tube and measuring the excess 
pressure necessary to prevent flow of fluid through it. The 
instrument using this principle is the Pitot tube or impact tube. 

The cross section of the hollow tube B should be kept as 
small as practicable to reduce disturbance of the streamlines 
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and thus minimize interfilamental friction. The face of B 
wshould bo exactly normal to the direction of flow, as otherwise 
the velocity past its face will not be negligible. If the direction 
of flow past B is reversed, it is clear that a corresponding defi- 
ciency of pressure in the tube should develop. In this event, 
however, the only way in which velocity in the tube of flow 
AA beyond B can be generated is by the dragging forward of 
that tube by friction against its neighbors. Since this friction 
inevitably involves dissipation of mechanical energy, it is not 
surprising to find that the pressure deficiency resulting from 
reversal of direction of flow is found to be considerably less than 



Side View 
of Ring 


Fig. 15. — Impact tube and piezometer ring. 
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that calculated by reversing the sign of the above equation. 
The static pivssure at the same (*levation as the impact opening 
is obtained at tliti wall of the conduit, using either a simple 
pressure tap ground flush with the inside wall or one or more 
pairs of such taps connected by a piezometer ring, the two taps 
in each pair being attachcHl to the pipe 
in diametrically opposite positions 
(Fig. 15). 

To facilitate the exploration of 
velocity in a conduit, the impact 
and static openings are often com- 
bined in a single instrument known as 
a Pitot tube. One form of Pitot tube 
consists of two concentric tubes con- 
taining a 90-deg. bemd as shown in 
Fig. 16, the impact opening b being at 
the open end of the inner tube, and one or more static openings 
a in the outer tube. The difliculty with this arrangement lies in 
the fact that the very insertion of the Pitot tube itself deflects 


SfaHc openm^j^^^ 

opening- 

Fig. 1G.— Pitot tube. 
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the fluid stream, thus obviously interfering with the accurate 
determination of static pressure. Figure 16 illustrates an attempt 
to avoid this evil by the use of four static openings, with the idea 
that if the pressure is too high on one of them it will be too low on 
some of the others and thus a true average static pressure will be 
obtained. Certain manufacturers offer Pitot tubes in which this 
counterbalancing of errors on the static orifices is not satisfactor- 
ily accomplished, but in such cases the makers usually furnish a 
coefficient for their particular type of instrument; the calibration 
of such instruments is essential. 


PVP f Consis+en+ Uni+S 



Fia. 17. — Ratio of averuRO to maximum velocity in circular pipes. {From 
Staidoii and ParuiHL.'^^^) 

The velocity of a fluid flowing in any conduit always varices at 
different points in a section taken at right angles to the direction 
of flow. This variation is extremely erratic in or near bends, 
tees, valves and any point of contraction or enlargement of 
section. Experiments ha^^e shown that this variable behavior 
is minimized if the observations ani taken at a section not less 
than 50 diameters from any point of disturbance, so that normal 
flow conditions are closely approached. For such normal flow 
in smooth pipes, the ratio of the average velocity over the entire 
cross section to that at the axis is found experimentally to 

depend only on the numerical value of a dimensionless ratio 
Curve B of Fig. 17^®^ is useful for predicting the 


FLOW OF FLUIDS 


65 


average velocity V( = q/S) based on measurement of Wmax. by 
means of a Pitot tube located at the axis of the pipe.* Curve 
Ay based on the same data, is used to predict w^ax. when DV pjix 
is known. 

Pitot tubes are used for exploration purposes to measure the 
flow in apparatus already built, as the instrument can be inserted 
through a small hole in the conduit, which can later be closed. 
In certain cases, for example, where a fan is placed in the middle 
of a short air duct drawing from and delivering into an open 
space, the gas flow is so erratic that it is necessary to determine 
the velocity at many points in a cross section, and for this 
purposes the instrument is of great value. 

The disadvantage of the Pitot tube when used for gases is 
the fact that, owing to the low gas demsity, the readings at 
moderate velocities are very small and liable to error. Thus, 
the differential reading where air at 70°F. and atmospheric 
I)ressure is flowing at a velocity of 10 ft. per sec. is only 0.0224 in. 
of water, and wIk'ii flowing at 30 ft. per sec. is 0.202 in. of water. 
Where such low readings are encountered, the differential 
pressures are best measurcMl by an inclined gauge or by a multiply- 
ing gauge. When water flows at these same velocities, owing to 
its greatei density, the readings are 62.3/0.075 = 832 times the 
above. There is no appreciable' power loss due to the presence 
of a Pitot tube in a fluid stream. 


Illustration 4 (Gas). — A coniinercial Pitot tube similar to the one shown 
in Fig. 16 is insorled at the center line of a horizontal i2-in. i.d. galvanized 
iron pipe carrying dry air at 70”F. at a static pressure of 2 in. of water above 
atmospheric pr(\ssure, and the horizontal deflection on a U-tubc (inclined 
10 in. horizontal to 1 in. vertical and connected to the impact and static 
openings) shows 2 in. of water. The Pitot tube is at a distance of 50 pipe 
diameters (50 ft.) from any obstruction in the pipe. Calculate (a) thti 
actual velocity of air as ft. per s(ic. at the point where the reading is taken, 
(6) the average velocity as ft. /sec. at this cross section, (c) the rate of flow 
as cu. ft. /min., and (d) as Ib./hr. The barometer is 29.75 in. of mercury. 

Solution . — The density of the gas at the point of reading is 




The horizontal deflection on the inclined U-tube is 2 in., but owing to the 
10-to-l inclination the actual difference in levels is only 0.2 in. of water. 

* At values of DUn,„.p//i below 4200 or of DV p/p below 2100, F/Uni*x. 
is constant at 
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Tho velocity pressure is then (0.2/12) (62.3 —0.075) or 1.04 Ib./sq. ft 
Hence 

Md.» .=y/Wi = =29.9 ft./sec. 

at the point where the readiiiR was taken, namely, the center line of the pipe. 

From Fig. 225, it is seen that the absolute viscosity of air at 21 °C. is 
0.018 centipoises, which must be multiplied by 0.000072 to convert it into 
lb. /(sec.) (ft.). The value of Dumax.p/jJ' for this case is then (1) (29.9) 
(0.075)/(0.000672X0.018) =185,000, and from Fig. 17, F =0.815wn>ax.. 

Hence F = (0.81 5) (29.9) =24.4 ft./sec. 

Since the cross-sectional area is 7r/4 
or 0.785 sq. ft., the rate of flow is 
(24.4) (00) (0.785) =1150 cu. ft. /min., or 
(11 50) (00) (0.075) =5200 lb. /hi 

STEADY FLOW OF FLUIDS THROUGH 
ORIFICES AND NOZZLES 

One of the common methods of 

determining the rate of flow of gases, 

vapors and licpiids is to measure 

the pressure drop caused by the 

Fm. 18.— Orifice meter, with insertion of a restricted opening 
throat taps. . . ^ 

into the line. \Vhen the fluid 
passes through the r(\striction, there is necessarily an increase 
in the velocity, and hence, in kinetic energy. With this 
increase of the kinetic energy of the fluid in jiassing from the 
entrance section of the meter to the restriction, a decrease in 
static pressure occurs. Combining the mechanical-energy bal- 
ance with the material balance and the ecpiation of stat(^ of the 
fluid makes it possible to determine tlie rate of flow in terms of 
the measured pressure drop and prop(Tti(^s of the fluid flowing. 

The construction of an orifice meter is shown in Fig. 18. 
Two pressure taps are inserted in the pipe, one on the upstream 
side of the orifice plate, the other on the downstream side. 
The square-edged orifice (Fig. 19.4) is merely a very short 
cylindrical passage bored in a thin metal jilate. Where the 
pressure drop is to be high, a thick plate, beveled on tlu' down- 
stream side, may be used. In a properly constru(;ted s(piare- 
edged orifice, the walls of the aperture meet the upstre^am face 
of the orifice plate at right angles and the surfaces are carefully 
smoothed to remove burrs and other irregularities. Figure 
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19C shows a “rounded-edge orifice.” This type of orifice is more 
difficult to construct than the square-edged; therefore it is not 
so commonly used. Since the square- 
edged orifice is (easily constructed and 
the meter as a whole is simple and 
comparatively inexpensive, its use is 
widespread. 

As shown in Fig. 20, the fluid begins 
to converge at some distance upstream 
from the orifice and continues to con- 
verge for some distance downstream 
from the orifice. Since the cross sec- 
tion of the stream is continuously 
varying from the section where con- 
vergence begins to the section on the 
downstream sidci of the orifice where 
th(^ fluid again completely fills the 
pipe, the velocity also varies continu- 
ously. Hence the pressure readings 
for a given rate of flow will depend on cfiged orifice in 'thi’ok plateT'c, 

the position of the pressure taps reda- mounded onfioe in thick plate; 

, 1 1 A nozzle, 

tive to the orince plate. Since the 

mechanical-energy balance contains the term /v dp, the functional 
reflation betwc'cn p and v must be known. For simplicity the case 
of liquids will be first considered, where the specific volume is 
substantially (;onstant. 



p, 

TT 

Hv 

i 
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k- D, -4^-i 8D, -H 

A B- Vena/ Confracla 


Fig. 20.- Flow of liquid through a sharp-edged orifice. 


Liquids. — Consider the orifice of Fig. 20 and focus attention 
on sections A and the first upstream a distance above the 
orifice sufficient so that the streamlines of the flowing fluid are 
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parallel to the axis, and the second downstream at the vena 
contracta where the streamlines have again become parallel. 
Consider a specific differential filament of flow separated from 
the fluid around it by an imaginary surface across which no net 
flow occurs. Assume furthermore that friction of the fluid 
against the wall and of the various filaments of the fluid against 
each other can for the moment be neglected. One can apply 
the mechanical-energy balance to this individual filament, 
writing 

-J V dp=v{pi-p^)=-^--^ (5) 

where Uv is the velocity of the small filament at the v^na con- 
tracta. Grant for the moment that the upstream velociiy U\ is 
negligible in comparison with the downstream velocity Uv. The 
equation then simplifies to the expression 

wherein the difference in head v(pi — pv) or Up is the difference 
in liquid levels in the manometers. Inspection of this relation 
shows that the downstream velocity Uv of the filament for any 
specific setup and liquid density is d(^t(irmin('d solely by the 
upstream and downstream pressures. Keeping in mind the fact 
that at neither of the sections in question can there be a radial 
pressure gradient (since otherwise there would be radial flowO, 
it follows that the initial and final pressures, pi and are 
identical for all filaments in the respective cross sections, and 
consequently, where upstream velocity is negligible, the velocity's 
of all filaments at the vena contrac^ta are identical, i.e., at this 
section the velocity distribution is uniform. In fact, a sub- 
stantially frictionless orifice with relatively large pressure drop 
offers one of the best known methods of securing a stream of flow 
in which the velocity is uniform. Study of the preceding para- 
graph should make it clear that, for conditions of frictionless 
flow and negligible upstream velocity, the conclusion of uniform 
downstream velocity is valid irrespective of velocity distribution 
upstream and therefore irrespective of the type of upstream flow, 
whether streamline or turbulent. The conclusion does, however, 
depend on the assumption of negligible friction between the 
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sections. Inspection of Fig. 20 makes it clear that friction of 
the fluid against the walls can be appreciable only in the immedi- 
ate neighborhood of the sharp edge of the orifice, since at other 
points the velocity of fluid past the wall is low. Since the area 
of high friction is so restricted, the magnitude of its effect is 
correspondingly reducied. On the other hand, it is not improb- 
able that the outer filaments of the flowing stream are retarded 
significantly relative to the inner ones, although the percentage 
effect may be negligible. If the liquid is in streamline flow 
throughout, interfilamental friction may become serious. How • 
ever, its effect tends to be reduced by the fa(;t that adjacent 
filaments are flowing at widely different velocities only in the 
neighborhood of the upstream section, where the corresponding 
frictional effcict is low because of the low velocities. At the 
downstream section they all tend to flow at identical velocities, 
correspondingly rediKung the interfilamental friction at the point 
where it would otherwise be high. 

As the cross section of the stream of flowing fluid enlarges 
beyond the vcuia contracta, the friction tends to be low until 
the enlarg(Hi stream again fully fills the downstream section of 
the pipe. Consequently even up to this point the velocity dis- 
tribution tends to remain substantially uniform. Beyond this 
point, however, friction at the pipe wall retards the filament of 
flow in its neighborhood and develops a velocity distribution 
curve that will be characteristic of the type of flow there existing. 

In order to work in terms of average velocity F, rather than 
local velocity u, the energy balance for the filament of differential 
cross section should be integrated over the cross section of flow. 
Since the velocity u is uniform at the vena contracta, Uv‘^l2g may 
b(' replaced by Vv'^/2g. However, since the upstream velocity 
is not uniform, owing to friction set up at the walls of the pipe 
upstream of section 1, u^l2g is replaced by Y^I2gax^ where ai 
is a dimensionless factor allowing for the nature of the velocity 
gradient at section 1.* The mechanical-energy balance, Eq. 3, 
then becomes 

pv F 2 y 2 

-j V # = = = (5a) 

* For streamline flow the kinetic energy is V^/g, not V^I2g; hence a\ 
equals one-half ; for turbulent flow, where the velocity is more nearly uniform, 
the kinetic energy approaches V^I2g and ai approaches unity. 
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wherein the term v{pi — pv)y the decrease in fluid head, is repre- 
sented by Hv By a material balance Vi=VvSv/S\y and Eq. 5a 
becomes 


_^yWv ^ 


(56) 


In order to work in terms of the average velocity T^o through 
the orifice rather than with Vvy one substitutes Vo=VvSv/Soy 
giving 



S„V2 gH, 


(5c) 


where q is the volumetric rate of flow through the orifice having 
cross section So. Equation 5c is modified in use to the form* 


q c\ 

^0^ Vi-{SoW^ 


( 6 ) 


The so-called coefficient of discharge, c, is seen to depend upon 
and the ratio of the cross section of the v(‘na jet to that of 
the orifice and to that of the pip(\ Since the nunK^ric^al value 
of those factors depends on the type of fluid flow, which in turn 
depends upon a dimensionless ratio known as a Reynolds number, 
experimentally measured values of c are plotted against a 
Ileynolds numb(‘r DoVop/y for each of a number of values of 
the ratio of diameters of orifice and pipe.J The data for sharp- 
edged orifices with throat co?inections (wherc^ the upstream 
pressure tap is one pipe diameter from the upstream side of the 
orifice plate and the downstream tap is one-third of one pipe 
diameter from the downstream side) are satisfacd.orily repre- 


*It 


will be noted that c = 


S„ 


V. 




Si^ai 


Where the diameter of the up- 


stream chamber is at least five times that of the orifice, c reduces to Sv/So; 
since the latter is the ratio of the cross section of the vena jet to that of the 
orifice, this ratio is called the coefficient of contraction, Cc. 

t The significance of this factor is discussed in detail on pages 82 to 84. 
t From dimensional considerations, since c = <f>{Do/Di, DoVop/p), it is 
immaterial whether the values of c for each diameter ratio are plotted vs. 
DoVop/p = (DiVip/p)iDi/Do) or vs. DiVip/p. 
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sen ted by the curves shown in Fig. 21. For each diameter 
ratio, at small Reynolds numbers the coefficient of discharge is 
very small, but as Rcq increases the curve goes through a maxi- 
mum, finally becoming asymptotic to c equals approximately 
0.61 at orifice-Reynolds numbers above 30,000. Hence, when 



Fia. 21 . — Coefficients for sharp-edged orifices with throat taps. {From Tvve and 

Sprvnklc.'^^^) 


DoVop/fi is above 30,000, the results with throat taps may be 
predicted from the approximate relation for sharp-edged orifices 

( 6 .) 

alternatively written as 

y/Vo^-V?=0.61\/2^. ( 66 ) 

Since the data from various sources may show discrepancies 
of several per cent in the coefficients of discharge, for accurate 
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work an orifice should be calibrated, although the values given 
in the curves are satisfactory as first approximations. 

In a given experiment if the pressure is measured at a number 
of points along the downstream chamber, inspection of Fig. 
20 makes it clear that the pressure pi so measured will depend 
upon the location of the downstream pressure tap. Starting 
on the downstream side of the plate, decreases slightly as the 
tap is moved downstream until the vena contracta section is 
reached, where p 2 reaches a minimum value since the jet has 
attained its minimum cross section and corresponding maximum 
velocity and kinetic energy. As the tap is moved farther 
downstream, the pressure gradually rises, although never reach- 
ing equality with the initial upstream pressure b('cause of friction 
loss caused mainly by the agitation of the downstream pool by 
the jet. Consequently, if one arbitrarily uses the following 
equation, analogous to Eq. 6, 

_c^So\/2g{pi — p.2)v_ eiSn\^2gH2 

^ ' Vi'-jDoTDO* \/r-{th/DyY ^ 

wherein p^ has rei)!a(^ed pv and Ci has replaced c, it is clear that 
the numerical value of Ci will be larger than c except when 
is taken at the vena contracta. Hence the numerical value of 
Cl, as defined by Eq. 6c, depends upon the location of the down- 
stream tap, as well as upon both Do/Di and Rco^ Curves of Ci 
vs. Reo for various valiums of Do/Di are available for the several 
arrangements of pressure taps.* 

Since at values of Rco above 30,000 the values of Ci are inde- 
pendent of Reoj the A^alues of Ci, for various values of Do/Dij may 
be plotted vs. the location of the downstream tap. For con- 
venience the data are showm i)lott(^d in Fig. 22^-^ in terms of a 
new coefficient of discharge c', defined by the relation 

Fo={r = cV ^/”2 

A30 

wiierein the difference in head represents the term v{pi — p^.\ 

* The ordinates of Fig. 21, within an error of l.f) per (;ent, may be used as 
both c and Ci for sharp-edged orifices, regardless of whether throat taps (Fig 
20) or flange taps are used. 

t Upon comparing Eqs. 6c and 6d it is found that 
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For the small values of the ratio Dq/Di, it is seen that the 
coefficient c' varies but little with the location of the downstream 
tap, whereas at the high values of Dq/Di the location of the tap 
has a substantial effect on c'. The point of maximum con- 
traction, i.G.j the vena contracta, varies from 0.3 to 0.7 
pipe diameters downstream 
from the plate as Do/Di varies 
from 0.84 to 0.22. 

Equations 6c and 6d are the 
two common forms of the 
orifice equation. 

The data of F'ig. 21 are (convenient 
wliere it is desired to predicct the pres- 
sure differential for a fixed rate of 
flow through an existing orificce 
meter, but their use heads to trial- 
and-error e-aleiilation wh(*n it is ^ 
desinul to calculate the rate of flow \ 
corresponding to an observed pres- ^ 
sure differential. This trial-and- 
error work may be avoided by 
rearranging the dinumsionless ratios 
so that Vn will ai)pear only in one 
coordinate, i.c., one can plot 
D^)V^^p ^ Aqj^ 
p TrpDo 

vs. 
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Fi(i. 22. — Effect of location of down- 
stream taj) on c' = q/So\/' 2 oH ‘2 for 
sharp-edged orilh es where Rco exceeds 
30,000. {From SpilzglassS^^) 


Owing to the discharge of the rapidly moving jet into the 
slower moving pool of fluid in the downstream chamber, a 
considerable portion of the kinetic energy of tliti jet is converted 
by impact and internal friction into internal energy and hence 
lost as mechani(*al energj^, the remainder appearing as metdianical 
energy in the moving stream at the downstream section. This 
permanent loss of mechani(!al energy, compared to the pressure 
drop across the orifice itself, decreases as the diameter of the 
orifice approaches that of the pipe, as shown in Fig. 23.* When 
DqIDi is small, the lost energy may become so important that 
it is more economical to employ another type of apparatus 
* Pi is measured one pipe diameter upstream, p 2 at three-tenths of one 
pipe diameter downstream and pa at eight pipe diameters downstream. 
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(Venturi meter), which, although it has a higher initial cost than 
the orifice, gives only approximately one-('ighth the permanent 
loss for equal readings of the instruments. 

The proper location of orifices in lines has been studied exten- 
sively by the A.S.M.E. Committee on Fluid Meters, which has 
drafted specification for installations in the vicinity of fittings, 
valves, etc. The coefficients givcm here are valid only if the 
installation is made in ac(*.ordanc(; with such specifications. 
However, when the recjuired length of straight pipe ahead of an 


orifice meter cannot be 



0.4 0.6 
Do/D, 


secured, the insertion of straightening 
_ j Q vanes in the pipe at least six 

f pipe diameters above the orifice 
will satisfa(;torily corre(ft the 
flow. A bundle of small tubes 

O.O Q- 

J- fastened in the pipe forms a 
0.4 convenient straightening-vane 
qT installation. 

^ Orifi(*e i)lates are sometimes 
constructed with off-center 
orifices. For example, the 


Fi(} 23. — Overall prosssuro loHses across orifice opening may be tangent 
sharo-edgod orific(?a. . , , i ax r ai 

to the bottom of the pipe in 
cases where liquid must drain along a gas line. The coefficients 
given here, however, are restricted to orifices centered in the 


pipe. 

All ingenious installation of flang(‘-tap orifices has been 
develojied wliicdi permits removing the orifice plate and replacing 
it with another without shutting down the gas line. This equip- 
ment is ])articularly useful for permanent orifices metering large 
flows where corrosion of the plate or a change in the magnitude 
of flow may require changing of the orifice plate. 

The usual orifice co('fficients are not applicable in cases where 
pulsations of sonn? magnitude are encountered, as from a recipro- 
cating (compressor n(\ar the orifice. Probhcms of this typci can 
usually be solved only by eliminating the pulsation or calibrating 
the orifice for the specific condition. Damping the pulsation 
in the leads to the metering dewice is of no benefit, and may 
actually increase the error of the reading. 

Well-rounded orifices (Fig. 19(7) and flow nozzkis (Fig. 19Z)) 
should be calibrated for accurate work; for approximate calcula- 
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tions the curve for the Venturi meter (Fig. 25) may be used in 
estimating c in Eq. 6. 

Gases, Small Per Cent Pressure Drops. — The pressure loss 
caused by an orifice in a permanent meter installation usually 
represents a significant operating expense for power, and large 
ratios of Z>o/Di are therefore favored. When the pressure 
drop is only a few per cent of the upstream pressure, the usual 
hydraulic equations (6c) and (6d) may be used with v replaced 
by v^y, bas(id on the arithmetic-mean pressure. 


Illustration 5. — Oil is flowing through a standard 1 steel pipe in 

which is inserted a 1.00-in. square-(‘dged orifice with taps, respectively, one 
pipe djarneter upstream arul 0.3 diameter downstream of the orifice plate. 
Pressure differential across the orifice is indi(axt(id ])y two parallel vertical 
open tubes into which the oil rises from the two pressure taps. The oil is 
at 100°F.; its specific gravity is 0.87 and its viscosity 20.6 (;entipoises. 

Calculate the reading on the gauge described, when oil is flowing at a rate 
of 400 gal. /hr. 

Solution . — The velocity in the orifice, Fo — (400)(144)(4)/(7.48)(3600)(7r) 
= 2.72 ft./sec.; M.Fop/m = (H2)(2.72)(0.87X62.3)/(0.000672X20.6) =890; 
Do//)i = 1.00/1.61 =0.62; from Fig. 21, r=0.76. By Kq. 6, 




Illustration 6. — Natural gas consisting of praclically pure methane flows 
through a long straight standard 10-in. steel pip(‘ in which is insert('d a 
square-edged orifice; 2.50 in. in diameter, with pressure taps, each 5.0 in. 
from the orifice plate. Just above the orifice the gas is at 80°F. and 
5.0 Ib./sq. in. gauge. A differential manometer inclined at an angle of 
15 deg. with the horizontal, attached across the oi'iice, reads 6.18 in. of 
water. What is the w(;ight rate of flow of gas through this line? 

Solution . — The ratio of orifice to pipe diameter is 2.50/10.19=0.245. 
Assuming the R(;ynolds number in the orifice to be over 30,000, the coeffi- 
cient c' is 0.61, from Fig. 22. The average pressure of the gas in the orifice is 


= 19.7-—. 


6.18X62.3 sin 15*= 


2X12X144 


= 19.67 Ib./sq. in. abs. 


and the average density of the gas in the orifice is therefore 


= ilLw 19.67 
359 ^'14.7 
„ 6.18 sin 15° 

//2- -y2 


4Q2 

X?-^ =0.0540 Ib./cu. ft. 


Xi 


540 

62.3 

0.0540 


= 153.7 ft. 


Then, by Eq. 6d 


n = 0.61 -v/ei.ax 153.7 =60.7 ft./sec. 
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Using this result, the Reynolds number in the orifice is 


M 


2.50X60.7X0.0540 _.oonn 
12 XO.Ol 1 Xb.000672 


whence determination of c' from Fig. 22 was permissible. 

The weight rate of flow is 

F = 60.7x1 X?f^X0.0540 X3600 = 403 Ib./hr. 
4 144 


For somewhat higher per cent pressure drops, it is worth while to allow 
for the variation in the specific volumes, and the material balances become 
Vv^v/Vv = Vo^o/vo and Fi*S'i/i;i =?/’, where w represents the mass rate of flow. 
These relations, combined with Eq. 5a, give 

Va Vi^ . 

\ Vo^Cti 


Since this equation is so unwieldy, and since it is a convenience to be able to 
(unploy the coefficients of discharge of Fig. 21, the equation is written in a 
form analogous to Eq. 6 c. 


w^ciYS 


V 2g(.pi- pij 


(7) 


The dimensionless term is found by calibration to be a function of 
Pi» p 2 , Dn/Di and of k, where k* is the ratio cjf specific* lieat at constant pres- 
sure to that at constant volume: 


For sharp-C'dged orifices with either throat or flange taps, this equation 
holds for Dn/Di ranging froir 0.2 to 0.75. For small pressure drops the 
factor Y approachcbs unity and Eq. 7 reducc's to Ecp 6 c for incomprcissible 
fluids. Equation 7 is accurate within 1 per cent for y> 2 /pi not less than 0 8 , 
and does not involve serious error when ' 1 ) 2 / V\ approaches the critical ratio 
(sc^e page 67). 

Gases, Large Per Cent Pressure Drops, Rounded Orifices and Nozzles. — 

When a perfect! gas expands under conditions where then* is no heat inter- 
change between the* gas and its surroundings, the; expansion is said to be 
adiabatic.” The prc»ssure-volume relations for a frictionlcss adiabatic 
change are expressed by 7^1 (eO* = where k is the ratio of the specific 

heat of the gas at c;onstant pre.ssure to that at constant volume. Employing 
Eq. 5a, integration gives 

r (k-i)-] 

1 _ * 

2g 2gai k-i L \pj 
' Values of k are given in Table IV, p. 694. 
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where subscript t refers to the throat, or smallest section of the nozzle. 
With a large orifice chamber (Di/Z)o = 5/l) the square of the velocity in the 
chamber can be neglected when compared to the square of the velocity in the 
orifice. Making this simplification, introducing a coefficient of discharge as 

before and solving for the mass flow rate te, remembering that Vt = 
1 

one obtains: 



Equation 8 for adiabatic flow contains the function 

2 (i+jfc) 

‘ ■ 

Where there is no flow through the orifice, pt/pi = l, and, as the ratio of 
pt/pi decreases from unity, pi remaining constant, the quantity (8a) and 
consequently the flow given by Eq. 8 increase from zero, reaching a maxi- 
mum when 

After pt/pi falls below the ^^crit.icar’ value given by Eq. 8Z>, which calls for 
maximum flow, the flow through a given nozzle might be expected to decrease 
according to Eq. 8. Experiments have shown that the flow does correspond 
to Eq. 8 above and at the critical-pressure ratio, but that it remains constant 
for further decrease in the pressure ratio. This apparent discrepancy 
is explained as follows: Until the critical throat pressure is reached, the 
throat and downstream pressures are nearly the same, but as the 
downstream pressure is further decreased the throat pressure (and velocity 
also)* remains constant; since the throat pressure is the controlling factor, 
the rate of flow remains unchanged. Therefore, the quantity (8a) has a 
constant value when the pressure ratio of pt/pi is equal to or less than the 
critical value given by Eq. 86, and under such conditions Eq. 8, which was 
predicated on a large orifice chamber, reduces to 


,x. =c"Stpi 




gkM /I +fc\ 
16437’', \“2~ ) 


m) 


(8c) 


Since k for air is 1.405, Eq. 8c becomes 


0.533c''SoPi „ . / 

= ' =lb. air/sec. 

VTl 


m 


* At the critical-pressure ratio the linear velocity in the throat attains 
the velocity of sound and hence the upstream chamber is screened from the 
pressure in the downstream chamber. 
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when the downstream pressure is not greater than 0.53 times the initial 
pressure above the orifice and when, as before, the area of the orifice cham- 
ber is at least 25 times that of the orifice. This special case is known as 
Fliegner^s equation. For steam, k increases with T in such a way that they 
approximately offset each other in Eq. 8c, which reduces to the well-known 
Napier equation for saturated steam, when the absolute back pressure is 
less than 55 per cent of the initial absolute pressure: 


^max. 


^c’VSop, 

70 


(8c) 


Inasmuch as these simple equations (8c), (8d) and (8e) hold whenever the 
ratio pt/p\ is sufficiently low and the orifice chamber is sufficiently large 
compared to the orifice, it is highly desirable to secure these conditions where 
the percentage drop in pressure is large. For well-rounded orifices and flow 
nozzles the values of c" may be estimated from Fig. 25, but for accurate work 
the orifice in question should be calibrated. * When it is not feasible to make 
pt/pi fall below the critical value, the more complicated Etp 8 applies. 

If the pressure drop is not more than 20 per cent of the initial pressure, 
Eqs. 7 and 7a apply. 

Flowmeters. — The term flowmeter is sometimes used to desig- 
nate any restricted opening or tube through which the rate of 
flow has been determined by calibration. F'or example, a 2-in. 
pipe may be busluid down to } ^ in. and them enlarged to 2 in. ; 
the pressure drop through this opening is a measure of the rate of 
flow, but this relation should be determined by (lalibration. 

For laboratory work, where the rate of flow of gas is small, 
capillary tubes of 1 to 12 in. length are used to produce the 
pressure drop, indicated on a U-tube connected by tees to 
chambers at both ends of the capillary. Usually they arc 
calibrated over the desired range, as by measuring the volume 
of water displaced (gasometer method). Flowmeters for liquids 
similar to those described for gases are cheaply made both for 
laboratory and for plant use. 


VENTURI METERS 

The Venturi meter operates on the same principle as the orifice, 
and indicates the decrease in static pressure due to an increase 
in the velocity of a fluid stream caused by a known reduction 
in the cross section of the path. The striking difference in the 
form of the standard orifice (Fig. 18) and Venturi meter (Fig. 24) 
lie^s in the fact that the changes in cross section are sudden in 

* The coefficient of discharge may exceed unity owing to the occurrence 
of supersaturation. 
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the former and gradual in the latter. Since the cross section of 
the pipe is gradually reduced to that at the throat, the con- 
vergence of the streamlines is not nearly so marked in the Venturi 
meter as in the square-edged orifice, and hence c is larger for 
the former than for the latter. In the square-edged orifice, the 
section is suddenly enlarged from that of the orifice to that of the 
downstream chamber or pipe, with the result that the greatest 
proportion of the velocity head (created in the orifice at the 
expense of the static pressure in the upstream chamber) is not 
reconverted to static pressure in the downstream chamber, but 
is lost by impact and internal friction. The Venturi meter 
possesses a great advantage over the standard orifice in that the 



permanent reduction in the static pressure is small, because the 
velocity head is largely reconverted to static pressure by 
the gradual enlargement of the section to its original size. 

The construction of the Venturi meter is shown in Fig. 24. 
The throat diameter is usually from one-half to one-quarter the 
upstream diameter, and the throat length should not exceed one 
throat diameter. The total angle of divergence of the two 
tapered sides should not exceed 25 deg. on the upstream side or 
7 deg. on the downstream side. In order to minimize the friction 
loss and to insure a high coefficient of discharge, the throat should 
be lined with bronze and accurately bored to size and finished. 
Under these conditions the permanent loss in static pressure 
is only one-tenth to one-eighth of the Venturi reading. Pressure 
taps are located as indicated in Fig. 24 and are connected to 
piezometer rings, care being taken that the connections to the 
static openings do not project into the sections; otherwise serious 
errors in the readings will result. Since it is necessary to make 
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the total angle of divergence small in order to obtain a value of 
c near unity in the turbulent region, the length of the Venturi 
meter is great relative to the diameter of the line in which it is 
inserted. The Venturi meter is used in the illuminating-gas 
industry and elsewhere with great success. 

The equations for Venturi meters are the same as those for 
orifices, and in the usual range of operation (DiVipi/mi above 
10,000) the coefficients of discharge are higher than for sharp- 
edged orifices, since, when the Venturi meter is projjerly coii- 



Re^nolds Number D,V, Consistent Units 
Fig. 25. 

structed and operated, the fluid substantially fills the throat of 
the meter. The coefficients of discliargc^ of Fig. 25 were 
determined for liquids and are defined by Fq. 6c. The (nx'ffi- 
cients of Fig. 25 may be used as estimates for gases flowing with a 
small per cent drop in pressure, using v as the arithmetic mean of 
Vi and V 2 - 


WEIRS 

Visualize a liquid flowing at steady rate over a verti(^al dam 
placed across an open channel. At the distance x abov(' the top 
of the dam the volumetric rate of flow dq through the cross 
section y dx may be calculated from the orifice equation; dq — 
c{y dx)\/2gXj wherein the velocity of approach is neglect(‘d. 
The total volumetric rate of flow r/o is obtained by integrating 
from 0 to xoy giving qo= {%)(cy)\/^Xo^'\ In practice the head 
Xo is measured as the vertical distance from the top of the dam to 
the free surface of the liquid sufficiently far upstream to include 
the immediate drop in liquid level on the upstream side of the 
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dam. Using f.p.s. units and replacing the term %c\/^ by a 
constant taken equal to 3.33,* one obtains the familiar Francis 
equation 

go=3.33j/xo^ (9) 

for the so-called suppressed weir, where the width of the dis- 
charging sheet is substantially equal to the width y of the dam. 
This equation gives an accuracy of approximately 3 per cent with 
water if xo is at least 0.3 ft.; y is at least twice xo, and the velocity 
of approach does not exceed 1 ft. per sec. More complex equa- 
tions are available for less restricted cases. Weirs are sometimes 
used to measure rates of flow of water or of aqueous solutions 
of low viscosity, but, unless the weir in use corresponds closely to 
one for which experimental data are available, calibration is 
desirable. 

For inward flow over circular weirs such as the overflow weirs 
in plate-type rec^tifying columns (page 548), the Gourley^®^ 
ecpiation 

g = 3.02/Xo*-‘* (9a) 

is oft(*n quoted for heads up to one-fifth the diameter of the 
circular weir. However, owing to waves in the pool on the plate 
and the existence of froth in some cases, this equation should 
b(^ used only as a rough approximation for the flow over weirs 
in rectifying columns, A logarithmic plot of q vs. x may show 
breaks in slope, and calibration is advisable. 

OTHER MEASURING DEVICES 

1. Gasometers and Receivers. — A gasometer is an inverted 
vessid, usually a cylindrical metal one, placed concentrically 
inside another vessel containing a liquid, generally water. When 
the gasometer is empty, the inner vessel is full of liquid, and, 
as the gas is fed in through a pipe projecting up through the 
bottom of the outer tank, the inner vessel rises by an amount 
proportional to the quantity of gas admitted. Gasometers are 
used widely in the illuminating-gas industry. 

The changes in the amount of gas in a constant-volume storage 
tank may be measured by observing the changes in the pressure 

* It is noted that this factor has the dimensions of the square root of the 
acceleration due to gravity, and corresponds to an orifice coefficient of 0 . 623 , 
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and temperature, or in weight. The constant-volume receiver 
is employed for high pressures, as in the determination of the rate 
of discharge of air from a compressor. The measurement of 
gases by weight is usually unsatisfactory because the weight of 
the tank is so great, relative to that of the gas, that results 
obtained by difference may have little accuracy unless the gas 
is under high pressure. 

2. Addition (or Removal) of Energy, or Foreign Material. — 

The amount of matter flowing past a given section may be 
determined by injecting a measured amount of a substance into 
the stream and measuring the concentration of it in the final 
product after perfect distribution has been attained. Knowing 
the amount of the substance admixed and the concentration 
before and after the addition, it is possible to calculate the 
amount of material to which it is added. For example, the rate 
of chlorine evolution from an electrolytic cell may be determined 
by feeding air at a known constant rate into the gas as it leaves 
the cell and by analyzing the gas before and after the air has been 
add(id. Again, the amount of air passing a humidifier or drier 
may be cahadated from the known evaporation and the humidi- 
ties of the entering and of the exit air. 

It is sometimes convenient to add or remove heat in the form 
of electrical energy at a known rate and to measure the change 
in tcmi)eraturo. The Thomas gas flowmeter is based on this 
principle. In an enlargement of the pipe are inserted first a 
thermometer of the electrical resistam^e type', then electrical 
resistance wire properly distributed across the whole section of 
the pipe, in which a known amount of electrical eiK'rgy is trans- 
formed into heat, and finally, on the downstream side, a mixing 
device and another thermometer similar to the first. The 
Thomas meter automatically controls the electrical input so 
as to maintain a constant small temperature rise between the 
thermometers and measures the necessary wattage. This elec- 
trical input is proportional to the amount of gas passing the 
section, since the specific heat of any gas is constant over the tem- 
perature range involved, and the heat equivalent to kinetic- 
energy changes is negligible compared to the increase in enthalpy. 
However, the operation must be automatic in order to get satis- 
factory results, because under ordinary conditions the tempera- 
ture fluctuations of the entering gas are large compared with the 
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rise in the temperature of the gas in the meter. Hence an 
attempt to measure the quantity of gas by admitting a constant 
amount of energy and determining the temperature rise is 
highly unsatisfactory. Thomas meters are usually of the 
“integrating” type, i.c., the instantaneous rate is integrated with 
respect to time, giving the total flow over a period of time. 

The rate of heat loss from a small electrically heated wire 
placed in a stream of fluid is a function of the local velocity past 
the wire and the temperature of the wire and the fluid. When 
these relations have been obtained by calibration, such an instru- 
ment, known as a hot-wire anemometer^ may be used for deter- 
mining unknown velocities, usually of gases. 

3. Mechanical Gas Meters. — The amount of gas flowing past 
a section may be measured by the insertion of a mechanical 
meter, of which various recording types are obtainable. Such 
meters should be carefully standardized, generally against a 
gasometer or other apparatus. They are expensive and liable 
to get out of order, but they are employed where larger quantities 
of gas are to be measured constantly, as in the illuminating-gas 
industry. Such meters have the advantage that they record 
the total flow over a period of time; the average rate may be 
determined by taking readings at desired intervals. 

4. Anemometers. — The anemometer is a small windmill, the 
friction of which is reduced to a minimum and the rate of rotation 
of which should thenifore be proportional to the velocity of the 
gas current in which it is placed. It consists of a light vane wheel 
fixed on a shaft, the rotation of which is recorded by a counting 
mechanism. Such instruments must be standardized with the 
greatest care at velocities as nearly as i)ossible equal to those to 
be measured, and even when so treated are liable to wide varia- 
tions in behavior; while very convenient, the instruments are 
unsatisfactory on this account. However, they are useful for 
exploration work, and, unless very sensitive multiplying gauges 
are used with the Pitot tube, at gas velocities below 5 ft. per sec. 
they give greater accuracy than does the latter. Anemometers 
are seldom made for gas velocities higher than 40 or 50 ft. per 
sec. Obviously the usual types cannot be used in corrosive 
atmospheres or hot gases. 

When liquids are to be measured, the gasometer is replaced 
by a measuring tank or by a weighing tank. 



74 


PRINCIPLES OF CHEMICAL ENGINEERING 


fluid outlet 


The principle of measuring the change in the concentra- 
tion of a foreign material in water may be applied to continuous 
evaporation.* The rates of feed and discharge may be calculated 
from the rate of condensation and the analysis of the entering 

and exit solutions; or the rate 
of evaporation may be calcu- 
lated from the rate of feed and 
entering and exit concentra- 
tions. The rate of liquid flow 
through a cooker may be calcu- 
lated from the specific heat of 
the liquor, the entering and 
exit temperatures of the liquid 
and the heat picked up by the 
cooling w^ater. In both cases, 
correction should be made for 
heat interchange with the 
surroundings. 

There are various types of 
water meters, as described in 
the literature. 

6. Rotameter. — When liquid 
flows upward through the glass 
tube of this device, shown in 
Fig. 26, t the plummet rotates, 
owing to the flow of liquid through spiral groovers in the vertical 
wall of the flange on the plummet, and ‘‘floats” at a position 
that is indicative of the instantaneous rate of flow. 



removable 

LOWER FLOAT 
STOP 


FLUID INLET 

Fio. 26. — Rotameter. 


FRICTION DUE TO FLUID FLOW 

Liquids differ greatly in resistance to flow. A measure of the 
resistance can be obtained by placing a thin film of liquid of 
thickness L' between two horizontal planes, each having a surface 
area A, the upper capable of sliding over the lower fixed surface. 
Such sliding is found to require the exertion of shearing force 
r upon the upper surface, in direction parallel to it, the magnitude 

* The test period should be sufficiently long to make negligible depiction 
or accumulation due to change in liquor levels. 

I Courtesy of Schutte and Koerting, Philadelphia. 
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of the force being directly proportional to the area of the sliding 
surfaces and to the linear rate of slip of one surface past the other, 
and inversely proportional to the thickness of the layer of liquid 
between the surfaces. The factor jj, converting this propor- 
tionality into an equality is found to be, under given conditions, 
a specific property of the fluid. It is called the viscosity of the 
fluid, defined by the equation 

II Au 

r = -jr 


for conditions equivalent to those just outlined. It is a measure 
of the internal friction of the fluid molecules slipping past each 
other, the internal resistance to fluid motion. Viscosity data 
are given on pages 687 to 690. 

Friction Due to Steady Flow in Straight Pipes of Circular 
Section. — The following treatment deals primarily with condi- 
tions of steady flow. Unsteady operation is complicated, but 
such i)roblems can be solved by integration of the equation for 
steady flow, allowing for the variations in conditions inherent 
in the specific case. A generalized treatment sufficiently inclu- 
sive to cover the extreme variety of conditions encountered in 
practical work seems und(\sirable. 

Consider the case of steady flow of a fluid through a straight 
pipe of circular section, from the point of view of dimensional 
similitude. The fri(*tion will certainly be influenced by diam- 
et('r, length of pipe and fluid velocity. Furthermore, viscosity 
cannot fail to play a part. One would also anticipate that fluid 
density will be important, as it will affect the kinetic reaction 
of tlu' moving fluid. The pressure and temperature of the fluid 
are relevant, but probably not independent variables, sinc^e 
their effect is likely to be covered by those of the density and 
viscosity of the fluid. The friction can be expressed in terms of a 
corresponding pressure drop. Since change in pressure will 
afft'ct density and velocity, and possibly viscosity, one must 
consider point conditions, expressing length and pressure drop 
as differentials. The factors certainly involved are, therefore, 
— dP'y dNj Dy py p and V. These six factors have the dimensions 
M IL&^y Ly Ly MfUy M/Ld and L/6.* Let z be any dimensionless 

* A table of dimensions is given on p. 30 
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ratio of those variables. In general terms each ratio can be 
expressed as 


z={-dP'Y{dNfD^p^tiW^ 


or substituting the dimensions 


0 = 



In order to be dimensionless, the ex])()nents are subject to the 
following limitations: 


]S/v = ()r 0= — — h-\~lc. 

2:6 = 0: 0=-2a-h-Ic. 


There are too few equations to give numerical solution for all 
the unknowns, but in this case one can solve' for any three in 
terms of the others. Solving one finds c= —a — h, k = —2a — h, 
and c=—b — h. Substituting these values in the equation for 
z gives 


z={-dPy{dNyD-^-^p-^ 



( 10 ) 


The exponents a, h and h are arlntrary, except that all cannot be 
zero. For the moment assume a = l, h = h = 0j whence one of 
the ratios is —dP'/pV-. Now assume ^ = 1, « = /?, = (), whence' z = 
dN/D, Finally let /?, = !, a = 6 = 0, whence z = pfDVpj the recip- 
rocal of the Reynolds number. These three ratios (or tlin'C' 
others obtained by rearranging these three) may constitute the' 
physically important elimensiemless ratie)s se)ught, but the' aertual 
significance of each must be dete'rmineel experimentally. 

This techniepie is gene'rally applie'able. The number of 
independent dimensionle'ss ratios in a given eaise is limitenl te) 
the numbe'r of indepenelent expe)nents (tlirec in the illustration 
given) she)wn by the method e'lnployexl. If the oquatiems show 
all exponents zero or incompatil)le, the original analysis is 
defective, usually due to error in choice of variables. 
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This result is equivalent to requiring that, in this case, the 
relation* between the pressure drop due to friction and the 
operating variables be expressed as </>"( — dP'/pF^^ dN/D, 
DVp/fx) =0y or, alternatively, 


-dP'/pV^=<t>'(dN/D, DVp/p). . (10a) 


While this is the final result obtainable by dimensional analysis 
alone, it is physically obvious that, other things equal, friction 
will be proportional to length of pipe, i.e.y —dP' must be directly 
proportional to dN. It therefore follows that 


or, rearranging. 


-dP' 






(106) 


Ck)nvcrting iiressurn drop into engincpring units by dividing 

by g, 


-dp' 


pV^- dN 
gD 



This drop in i)ressur(' due to friction can be expressed as the 
friction loss by dividing by density, 

7= dN ^^[T)Vp\ 

M 




- 4 >\ 


gD '"V M ,/ 


(lOc) 


This relation is frc'ciuently ni(>t as the so-called Fanning equation: 

wher(‘ 2f=<j) (D Vp/p). 

Whik' this analysis throws no light on the nature of the 
function / (or 0), it indicat(‘s that / is a unique function of 
DVp/py i.f.y that, if one will plot f against DVpfpy the points 
will fall on a single curve, no matter how diverse the relations 
between the iiidepeiid('nt variables involved. Figure 27t i« 


* To avoid confusion in dimensions, it will probably be best to use an 
absolute system of units at this point. 

t Plotted logarithmically because of the enormous range of the variables 
involved. 
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Rf^ynolds Nurr.ber . Re =-1^- 

ju ja nDjd /U /u 

— Friction factors for long, straight, clean, round pipes. 
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based on more than 1000 points, each representing the experi- 
mental results of a separate test.* The measurements were 
made by independent investigators or groups, using fluids whose 
densities varied 83,000 per cent, viscosities 375,000 per cent, 
velocities 160,000 per cent and pipe diameters 12,000 per cent. 
The maximum deviation of any of the points from the mean 
curve among them is about 5 per cent. Results such as this 
leave no doiibt that the relation between the variables represented 
by this figure is fundamentally sound. 

Inspection of Fig. 27 shows that the curve representing the 
points is broken up into two distinct parts, a 45-deg. line at the 
l(‘ft and a very flat portion at 
th(^ right. One would antici- 
pate that the differences in 
quantitative interrelations thus 
indicated would correspond to turbulent flow, 

some fundamental physical 

difference' in the nature of the flow. If one will conduct tlie flow in 
transparent tube's, using clear fluids in which dust partie*les are sus- 
pended te) make visible the character of the motion, eir, pre'fe'rably, 
will introdue'e minute colored filame'iitsof fluid at various points in 
the moving stream, the differences immeeliately become apparent 
to the' e'ye. At low ve'le)e*ities corresponding to the 45-eleg. line 
at the le'ft e)f the eliagram, eaedi filament of liquid flows in a 
straight line, parallel to the axis e)f the tube, moving at progre's- 
sively higher velocity as the center of the ]npe is ai)i)roached. 
At high veloe'itie's, in the flat part eff the curve, each individual 
filament trave'ls in a sinusoidal i)ath, elevedoping irregular 
whirling eelelies, unstable and yet continuously reforming. 
The former type of motion is called streamline or viscous, and the 
latter turbulent. 

Stn'amline motion, as thus visually observed in a full tube at 
low velocities, obviously involves smooth slippage of one liquid 
layer past another, of the type postulated in the definition of 
viscosity already given; it should be amenable to quantitative 
treatment by the analysis there developed. However, two differ- 
ences must be faced. In the first place, the thin laminae of 
moving fluid slipping past each other are not plane but cylindrical, 
so that their areas of contact vary from point to point from the 

* Such a plot is shown in reference 6. The curves are shown in Fig. 27. 
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center of the pipe; in the second place, the shearing force is not 
applied at the outer lamina alone, but is the n^siilt of the pressure 
gradient along the axis of the pipe, and is eff(H;tive progressively 
over the whole cross section. Consequently the fundamental 
equation for streamline flow must be applied to point conditions. 
Since the rate of sli}) is varying, one must replace u/lJ by du/dU, 
which in this case becomes dufdr. Since both area and force 
vary with radius, the whole eciuation must be differentiated. 


giving 


<'‘ 4 ) 


Consider ii eylindrical sljoll of having radii r and r+dr, and 

length ^N. Sinee Ihc area of slip is 27rr AAT, the differoiice in tractive 
forces is rir = d(/x2irr AiV da! dr). The force impelling the annulus forward 
is the pnissurc' drop AP' operating over the cross-st'ctional area of th(5 
annulus, 27rr dr, giving dT = AP' 27rr dr=d(ju27rr ANdu/dr)* Integration 
gives AP'r^/2=/iANrdu/dr-]rCi, The constant ci must obviously disappear, 
since otherwise velocity at the center must be infinite. Again in t (‘grating, 
AP';'2/4 _^AiV// d-fa. Assuming no slip at the pipe wall, i.e., this 

b(M;oines —AP'(rp — r“)/i — a ANijl, or 

which is the equation for v(‘locity distribution, parabolic for this case, as 
shown in Fig. 28A. Since the volumetric, rate ot flow must be 

rr=Ti irr^HAP') 

^ Jr-O Hf^AN 

and the average v(‘locity V is g/xri^, 

F = - Arri^/SnAN (12a)* 


7rr,^(A_rO 

AN 


* It is interesting to calculate the average kinetic energy for streamline flow 
in pipes. At the local radius r consider the fluid flowing through the small 
annulus of thickn(\ss dr. By definition the local kinetic; energy is dM y^l2g, 
where dM is the mass rat(' of flow through the annulus. In unit time the 
mass of fluid flowing through this annulus is 2irrdrup. The velocity dis- 
tribution is given by the parabolic relation: a =2V{rx^—r'^) /r\^, obtained 
from Eqs. 12 and 12a. Hence the corn^sponding kinetic energy is 

d(K.E.)=-2-=- - 2- - 

and the integral of this expression, divided by the mass flowing through the 
entire cross section of the pipe, is the average kinetic energy per pound 
flowing: 
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cv 

- = S2tJiVAN/DK (126) 

Converting to engineering units by dividing by g, and noting that —dp' 
equals p dF, 

-dp' = p dF = Z2pVdN/gD\ (12c) 

This equation is known as Poiseuille’s law. Its validity has 
been established by c^arcrful extensive experimentation.* 

In the rcilation aln'ady developed dimensionally for this 
type of flow, dF /dN = 2fV^/gDy it was found experimentally 
that 2/ equals ap/DV p, where a is a universal constant. Sub- 
stituting this value of 2/, one obtains dF/dN =apV/gpD^ in 
contrast with dFJdN =32pV /gpD-, as required by Poiseuille's 
law. Clearly, the constant a must be 32. 

In othc*r words, the two methods of approach to the problem 
of fri(dion of flow give in this case identical results so long as 
the motion is streamline, witli the exception that the dimensional 
api)roach, other than (establishing the number of independent 
variables involved, leaves evaluation of the functional relations, 
entirely to e.xpcirimtqital determination, whereas the analytical 
nu^thod derives explicitly both the fum^tions and tlie constants 
involv(id in them in t(^rms of the conditions of flow and the 
physical proi)(q*ties of the fluid. Howqwc'r, the analytic^al method 
has so far not proved effective in dealing with the problem of 
turbulent motion. 

Comparison of the relations for the tw^o tyjx's of flow is instruc- 
tive. Thus, wher(\as in streamline flow i)r(^ssure drop due to 
friction is ])r()porti()nal to A’isc.osity, in turbuhuit it is relatively 
ii]d(q)endciit of vis(5osify, indicating that in the latte^r slip of 
fluid layers i)ast each other is not the major mechanism of energy 
dissipation. On the other hand, in streamline motion density 


K.E. ^/(K.E.)_8V2 ^ri 
lb. irr.^Vp gri^Jo 
_8yYri8 3/-i» 3ri« 

gr,^\2 4 ■^'0 


®r (//•— 3/'iV^ dr-i-3ri^r^ dr—r"^ dr) 

ri»\ 

8 / g’ 


This is the relation mentioned in the footnote on page 43. 

* This validity, especially in th(i e.ase of small diameters and large pressure 
drops, confirms the assumption of no slip of the fluid past the solid pipe wall, 
since it is easily shown that in such case a small slip would greaily change 
influence of diameter on flow. 
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is not a factor. Its presence to the first power in the turbulent 
equation, especially in connection with the appearance in that 
equation of V raised to the second power, points toward dissipa- 
tion of kinetic energy by impact of mixing elemcmts of fluid as 
the probable source of energy degradation — a mechanism which 
analysis shows is clearly absent from the other type of flow. 
Transition from one type to the otlu^r must be mainly a matter 
of the relative importance of the different forms of loss. 

In streamline flow the ratio of the maximum velocity, which 
occurs at the axis, to the average over the cross section, is 
found by comparing Eqs. 12 and 12a to be ^2- turbulent 

flow, since the degree of turbulence or mixing increases with 
increase in the Reynolds number, the ratio increases 

as shown by the curves of Fig. 17, page 54, based on experi- 
mentally determined data.^®^ 

Figure 27 shows that the nature of the motion and the extent 
of the friction in smooth pipes are determined by the dimension- 
less ratio DVp/fiy the so-called Reynolds number Re, This 
ratio is usually one of the first things to evaluate in any study 
of fluid friction. It is found that the curve DC for stn^amlino 
flow and the curve AB for turbulent motion are joined with a 
looped section, such as CB, This means that with a Reynolds 
number less than approximately 2100 (at C) the flow in long 
straight pipes is always streamline in character, and that at 
Reynolds numbers greater than, say, 3000 (at B) the flow is 
turbulent. The zone CB is a transition zone in which the flow 
is changing from one type to the other. Under some (‘-onditioiis 
streamline flow occurs at a Reynolds numlx^r greater than 
2100, and the loopc;d section CB is displaced to the right, as 
shown, giving a wider dip in the critical region. At present no 
general rules are available regarding the location of the curve CB 
for various sets of conditions.* Because of these uncertainties, 
it is recommended in design that calculations be based on curve 
BH' rather than on BC. The Reynolds number corresponding 
to C is called the ^Mower critical Reynolds number'^ and the 
corresponding linear velocity is called the ‘Tower critical veloc 
ity.” If the curve AR is extrapolated to the left, it intersects 
curve R at a Reynolds number of 1050; the corresponding linear 

* A review of the experimental data in the critical region is given in 
reference 8. 
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velocity was formerly termed a “critical velocity’’ but is now 
called the “fictitious critical velocity,” since, as the velocity is 
gradually increased by small steps, streamline flow persists at 
least until C is reached. 

When it is desired to predict the capacity of a given pipe line 
operating with a fixed pressure drop on a given fluid, trial-and- 
error calculation is involved when using Fig. 27, since the 



Fig. 29. — Chart for estimating rate of flow from pressure gradient. The ordi- 
nate pV/X also equals ^qplirD^X. 


unknown velocity occurs in both coordinates. This difficulty 
is avoided by replotting the data as the dimensionless ratio 
pF/X vs. the dimensionless ratio i^X/p, where X represents 
the term \/2g dF/dN, having net units of pounds per second 
per square foot. Figure 29 shows such a plot. * 

The striking relations just developed were based on certain 
assumed limitations; modification of these conditions cannot 
fail to introduce complications, particularly by the introducing 

* Prepared from Fig. 27, noting that pF/X equals l/\/^ DX/p 
equals 
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of new independent variables. The cross section of the conduit 
is obviously significant. It is perhaps surprising, however, to 
find that the roughness of the surface is of importance in turbulent 
flow, particularly at high Reynolds numbers, but relatively 
slight in effect in streamline flow (see Fig. 27). Effort has 
been made to correlate curves of / vs. Re on the basis of a rough- 
ness factor, assumed dimensionless, of the nature of the ratio 
of average depth of the surface irregularities to pipe diameter; 
but for design at present it is desirable to have data on pipes of 
the exact type to be used — ^if possible, of the same diameter 
range. Where such data plot consistently as / vs. Re, relatively 
few points are sufficient to establish over their range the special 
/-curve for the specific; type in question. Figure 27 shows curve 
GH for pipes of steel and cast iron ranging from 1 to 4 in. in 
diametcT. Because of the effect of relative roughness, for pipes 
of cast iron and steel, values of / for large; pipes approach those 
of curve ABj and values of / for small pipes lie above curve 
GIL* 


Illustration 7. — It is planned to install a steel ))ipe line with an inside 
diameter of 7.98 in. to transport 24,000 bbl. per day of oil having a viseosity 
of 50 centipoises. The line is 1o be 20 miles long, and the delivery end is 
to be 100 ft. higher than the intake, (a) Calculate the pressure drop due to 
friction, expressed as Ib./sq. in. (6) If the overall efficiency of the pump is 
60 per cent, what will be the horsepower required? 

Data. — One oil barrel contains 42 U.S. gal. or 5.62 cu. ft., and the oil 
weighs 56 Ib./cu. ft. 

Solution, a. The volumetric rate of flow' q is 24,000(5.62)/(24)(3600) or 
1.562 cu. ft. /sec. Since S is (7r/4)(7.98/12;2— 0.347 sq. ft., the average 
velocity is 1.562/0.347 =4.50 ft. /sec. Then DV p/ti is (7.98/12) (4.50) (56)/ 
(0.000672) (50) =5000, and, reading midway belwaam curves AB and GH 
of Fig. 27, page 78, / is approximately 0.010. Jly E(j. 11, 


4/A^F2 

27D 


(4) (0.0 1 0) (20) (5280) (4.50) ^ 
■■ (64.3)(7.h8/12) 


= 1990 ft.-lb./lb. 


and the corresponding pressure drop is 1990 (56) /1 44 = 775 Ib./sq. in. 

h. Since the line is so long, end losses and the creation of kinetic energy 
are negligible compared to 1 990 -|- 100 =2090 ft.-lb./lb. required to offset 
friction and the change in elevation. The prime mover driving the pump 
would require 2090(1 .562) (56) /(550) (0.6) =553 hp. 

Effect of Heat Transfer on Fluid Friction in Pipes. — Consider a long vertical 
pipe, the lower section being bare and the upper section provided with a 


* Reference 9 gives detailed tables and charts for pipes of various commer- 
cial materials. See also reference 7. 
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steam jacket. Liquid, initially at room temperature, enters at constani 
rate at the bottom, and flows in streamline motion in the unheated section 
As shown on page 80, the velocity gradient will be parabolic in shape, at 
indicated by curve A of Fig. 30. Wlien this liquid enters the heated section, 
a temperature gradient will be established in the liquid, with a high tempera- 
ture near the wall and a low temperature at the axis. Near the wall, owing 
to the reduced viscosity, the layer of liquid in the heated section will flow 
more rapidly than in the unheated section. Since llie total mass flow rate 
is the same at both sections, some of the liquid from the center of the pipe 
must flow toward the heated wall. Hence the heating 
of the liquid develops a radial (lomponent of the 
velocity, distorting the parabola and giving a velocity 
gradient such as curve B of Fig. 30.* 

Superimposed on the effects just mentioned would 
be natural convection effects, i.e., flow of fluid due to 
differences in density. In a horizontal pipe Ihe 
natural convection (effects would cause circulation in 
a vertical direction, which, com])ined with the hori- 
zontal component of velocity duo to the flow through 
the pip(5, tends to develop motion in forward-moving 
spirals. The derivation of a general eejuation for 
predicting the friction loss accompanying noniso1h(ir- 
mal streamline flow is difficult, owing to the com- 
plicated mechanisms involved, and at pn'sent the 
problem is handled (unpirically. Thus, when healing 

or cooling certain oils in a horizontal pipe, so long as DGIfx is less than 
2100, the friction factor is given by the relation / = 17. hi which is 
taken at 



m// 




(13) 


w^here is the temperature of the wall and t is the average or bulk tempera- 
ture of the liquid, when mixed. Where the values of JjG/fi are above 2500, 
the observed values of / agree well w itli those read from curve AF of Fig. 27, 
provided the abscissas are considered to be /Xr/Vz, where m/ corresponds to 

if=i+l(t^-t)/2]. (13«) 


Flow through Bends, Fittings, Etc . — It is usual to evaluate 
empirically the effects of bends and pipe fittings, such as (dbows, 
valves, and the likt', in terms of a fictitious equivalent length 
{Ne) of straight pipe, of the diameter they are made to fit, 


* If the liquid were cooled, a curve sindi as C (Fig. 30), would be obtained. 
For gases, since viscosity increases with increase in temperature, heating 
w^ould give results similar to curve C, although the distortion of curve A 
would not be so marked for heating a gas as for cooling a liquid, since for 
gases the rate of chanjte of viscosity with temperature is normally much less 
than for liquids. 
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which would develop the same friction drop, and to add this 
equivalent length to the length of actual straight pipe. Values 
of the ratio Ne/D are tabulated below. 

Table I. — Ne/D Ratios for Standard Fittings (for Turbulent Motion) 


90-deg. elbows: 

1 to 2^2 in 30 

3 to 6 in 40 

7 to 10 in 50 

90-deg. curves, inside diameter unchang('d: 

Radius of center-liiu; curve = dianiet(*r of pipe 20 

Radius of center-line curve =2 to 8 diameters 10 

Square (*l})ow (intersection of two cjdinders) 50 

Globe valve: 

1 to 2^2 in 45 

3 to 0 in 60 

7 to 10 in 75 

Tees, 1 to 4 in., full-size branch 60 


ji 




If- 


Fig. 31. — Fjnlargement effects. 


For streamline flow in standard 90-deg. elbows, as an approxima- 
tion N,/D may be taken as I)G/25fjL in the range of DG/ti from 
100 to 1000; below DG/fx of 10, N,/D is 2.5. 

Friction Losses Accompanying Enlargements and Contraction 
in Cross Section. — Flow through orifices throws light on losses 

, in head caused by sudden 

enlargement or contraction of 
section. The conditions of 
flow accom])anying sudden in- 
crease in pipe diameter (Fig. 
31) are clearly analogous to 
those beyond the throat of 
a rounded orifice or beyond the vena contracta of a sharp- 
mouthed orifice, except for the character of the initial veloc- 
ity distribution. The losses are mainly due, not as in flow 
through pipes to a friction drag against the wall, but to the 
turbulence engendered by impact of the high-velocity stream into 
the pool of more slowly moving fluid beyond it. On this 
account, the energy thus dissipated must depend, again except 
for questions of velocity distribution, not on the absolute veloci - 
ties but on the difference in their initial and final values, Fi — y 2 . 
Since the effect disappears in absence of a change in section, 
i.e.j for Fi — ^2 = 0, one may assume for the moment that the 
relation can be expressed as a power function, Fe=a(Fi— F 2 )’*. 
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For the special case of indefinitely large downstream sections, 
where F 2 is negligible, the analysis of orifices makes it clear 
that all the upstream (in this case, throat or vena contracta) 
kinetic energy, Fi2/2gr, is dissipated in turbulence, since in this 
situation there can be no appreciable pressure difference between 
the point of minimum cross section of upstream and downstream 
points. The function given can reduce to this specific value 
only if a = l/2g and n = 2. The losses in sudden enlargement 
are therefore computed by the expression 




(14) 


The data to substantiate the use of this formula are unfortunately 
meager. It should not be depended upon outside the turbulent 
range, as this would certainly invalidate the assumption of 
similarity of velocity distrilnition, on which it is based. Atten- 
tion is called to the fact that the expression can be written 


indicating that the /rac^^or^ of the initial kinetic energy dissipated 
by turbulence is independent of its magnitude, but determined 
solely by the fractional enlargement of section. This is in 
accord with the suggested mechanism of loss. 

Upon substituting the enlargement loss into the Bernoulli 
equation, one obtains 


r , / N , (y,-i 




= y(F2-y.) (14&) 


from which it is clear that, since F 2 is always less than Fi, p 2 
will exceed pi. In other words, in sj)ite of the enlargement loss, 
tlie pressure rises, but the rise is less than if tliere had been no 
friction. Where the upstream section is negligible compared 
with the downstream section, the enlargement loss is just equal 
to the upstream kinetic energy, and hence pi equals p^. 

For gradual enlargement of section, no general relation is 
available, but for turbulent flow of water in circular conical sec- 
tions (uniformly tapered) and for angles of divergence fi between 
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the two sides of the section, ranging from 7.5 to 35 deg., the 
following equation has been recommended 


F. = 3.5^tan0 


^\Vi-v2y 

2g 


(15) 


It will be noted that the correction factor to the expression for 
an equivalent sudden expansion is in the form of a shape factor. 
For highly turbulent conditions it may still prove a good approxi- 
mation for other fluids. 

Loss in liead on sudden contraction (Fig. 32) can be approached 
similarly. The action is analogous to that of a sharp-edged 
orifice placed at the point of contraction, beyond 
which the stream expands from the vena con- 
tracta, not to the upstream cross section ^i, 
but only to that of the orifice itself, S 2 . Grant- 
ing high turbulence and large contraction, from 
Fig. 3 2.— Con. the characteristics of orifices one would aritici- 
trartion olT( cts. vona coiitracta energy dis- 

sipation would be sliglit. However, the area of the stream 
at this point is about 0.6 times that of the orifice. Dissipa- 
tion must therefore occur predominantly beyond this point, 
as an enlargement effect. This can be estimated by Eq. 14 as 
[(1/0.6) — 1]^ = 0.44, or 44 per cent of the kinetic energy at the 
final section. The actual loss, experimentally determined, is 
for this limiting case a little higher than this,* about 50 per cent 
of the kinetic energy at the final section. It likewise is a function 
of the area ratio the loss is calculated from the expression 



Fo = 


KV^ 


(16) 


where K, the fraction of the final kinetic-energy content that is 
dissipated, is the function of S 2 /Si shown in Fig. 33, experi- 
mentally determined, t 

These expressions are undoubtedly too general to be ultimately 
valid, as they show no correction for Reynolds number or its 

* The limited enlargement in this ease, relative to that in orifiei^ chambers 
from which the coefficient 0.6 was derived, will certainly modify the orifice 
performance, e.g., its coefficient of contraction, and render the above 
estimate an approximation only. 

t The value of K is given closely by the expression K = 1.5(1 — r)/(3— r), 
where r =S 2 /S\, 
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equivalent. However, as long as conditions are decidedly turbu- 
lent, this factor may, as in friction in pipes, be of minor effect. 
In actual use Eq. 16 is combined with the Bernoulli equation, 
giving 


■J/ P 2g 2g^^2g 


(16a) 



and, since Vi is always less than F 2 , the right-hand side is always 
positive and pi will exc(ied p 2 . 

Overall FricMon . — In calculating total friction through a 
syst(im, it is usual to calculate the skin friction by the Fanning 
equation or some modification of 
it, using the total length of 
straight pipe and adding to this 
the friction due to enlargements 
and contractions, fittings, etc.- 
From this procedure one must 
not conclude that these latter 
effects are localized at the points 
in question . Irregularities in flow 
exist whi(di extend far into the 
nc'ighboring conduit of uniform 
section. Tliis effe(^t is observed 
both upstn^am and downstream 
for surprising distances. It is probably due te irregular turbu- 
lence caused by the disturbance of tlie lines of flow. Because 
of it, dependable' measurements of pressure gradients cannot be 
made in the neighborhood of irregularities in s(*ction. Thus 
it is a common rule in measuring pressure gradients for 
determining friction coefficients in conduits to measure pressures 
at points at least 50 diameters from bends or other sourciis of 
disturbance of the lines of flow. 

Pressure Change Due to Flow in Conduits . — The prol:)lem of 
calculating the pressure change due to steady flow in conduits of 
constant cross section arises so freqiu'ntly that it will be con- 
sidered here. It will be recalled that the term dF in the Fanning 
equation (dF=f dN V^I2gm) represents the friction loss that 
appeared in the Bernoulli equation written for a differential 
length dN of the conduit: 


Fig. 


0.4 0.6 

S2/SI 
-Factor for Eq. 16. 
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V dV 

^vdp = dx+-^^+dF 

where a is one-half for isothermal streamline flow (page 81) 
and is nearly unity for turbulent motion. 

In the case of liquids or gases flowing under conditions where 
the specific volume and the friction factor change but little, 
average values may be taken for v and /, and integration from 
section 1 to section 2 gives 


t;av.(Pi-P2) =:r2~a-i+ 


2ag 


+ (17) 


where A''' is the length of straight pipe plus the equivalent 
length Ne of fittings (page 85) and and represent the 
friction losses due to contractions and enlargements in cross 
section. 

A problem frequently met is the turbulent flow of gases and 
vapors under conditions where the fractional change in specific 
volume is large. Assuming the conduit to be horizontal, the 

VdV fV^dN 

Bernoulli equation becomes —vdp= Since the 

ag zgm 

mass velocity G is constant and equals V /v, elimination 

GHdv fGVdN 


of V and dV gives —vdp = - 


Dividing through 


ag 2gm 

by to obtain separation of variables in tlie friction term gives 
_dp G^dvJG^^dN 

V 


Where the specific volume is propor- 


vag ' 2gin 

tional to F/P, using a suitable gas constant P', v = R'T'/p^ and 
elimination of v from the first term gives 


-pdp_G^dv fG^dN 
iVf agv 2gm 


(18) 


If the temperature is approximately constant, /x will vary but 
little and /, which in the turbulent region changes very slowly 
with large change in irnGJ/j., will be substantially constant. 
Integration gives 


2(P'T')bv. ^ 2gm 


(18a) 


In the rather rar^J case where fractional variation in R'T, i.e., 
in the pt;-product, is large, Eq. 18 is combined with the appro* 
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priate heat-transfer equation and the resulting equation is 
integrated, graphically or otherwise. 

Where v does not vary more than twofold, the equation = 


G2 dv , fG^ dN 


may be multiplied by v and integrated with little 


vag 2gm 

error by calling v constant in the last term, giving 


Pi — P-J = — (^2 — Vi) +•' s 

^ ^ ag^ 2gm 


(186) 


In case the nature of the velocity gradient changes as the fluid flows 
through the conduit, it may be important to allow for variation in a. For 
example, consider the case of streamline flow of a fluid in a horizontal pipe 
supplied from a large tank connected to the pipe by a well-rounded entrance. 
Owing to the shape of the entry, the velocity is substantially uniform and 
the kinetic energy is V^I2g. After the fluid flows a sufficient distance* N 
through the pipe, the normal parabolic velocity gradient will be established, 
and the kinetic energy will be V^/g. Since the pressure drop is caused not 
only by the fluid friction but also by increase in kinetic energy from V^/2g to 
V^/gy the pressure drop will he higher than calculated from Poiseuille’s law. 


Figure 34^^*^ is a plot of ) vs. where is the pressure in the 

tank at the height of the center line of the pipe and p 2 is the pressure of the 
fluid at distance N from the entrance section. When the pipe is not level, 
the ordinates of Fig. 34 are 


Pi — p2 , —Xs 

pV^I2g^VV2g 

where Xi is the height of the axis of the entrance section above the datum 
plane and x^ is the height of the center line at length N^. 

Illustration 8. — Air is flowing at constant-weight rate inside the straight 
horizontal tubes of a cooler, at a mass velocity of 2 lb./(sec.)(sq. ft. of cross 
section). The air enters the tubes at 500°F. and normal barometric pres- 
sure, and leaves at 180°F. The tubes have an actual inside diameter of 
2.00 in. and are 19 ft. long. Calculate (a) the pressure drop in the tubes, 
expressed as inches of water, and (h) the overall pressure drop between 
upstream and downstream chambers, if these have cross sections twice 
those of the steel tubes. 

Solution, a. From Fig. 225, page 687, the viscosity of air, expressed as 
lb./(sec.)(ft.), is 0.0000195 at 500°F. and 0.0000141 at 180°F. Since DG is 
(2/12)2, the values of Re = DG/p are 17,100 and 23,600, and, from Fig. 27, 

* According to Boussinesq, for a pipe with a rounded entrance, the length 
of straight pipe necessary to establish normal streamline flow is 0.005/) 
(DG/n). 
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page 78, the corresponding values of / are 0.0077 and 0.0072, with /»v.== 
I'O 0077 +0.0072) /2 = 0.0075. The hydraulic radius m - D/4 = ft. The 
average molecular weight of air is 29.0, t.c., 29 lb. of air occupy 359 cu. ft. 



N/D Nm 
DG// ut D^G 


al 32 and normal atmospheric pressure. 


_359/ 500+460 
29 V 492 


) =24.1 eu. ft./lb. 


Assuming that the final absolute pressure is substantially normal barometric 
pressure. 


= CU. ft./ll). 

rHv. = (24.1 +16.1)72 = 20.1. 


The values of v, V and G are illustrated by Fig. 35. 



0 1 2 3 


Fio. 36. 
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or (3.28) (12/62.3) =0.63 in. of water. In this case the pressure increase 
due to change in kinetic energy in the tube was roughly 23 per cent of the 
pressure drop due to friction, or approximately 30 per cent of the net drop 
in pressure. However, the change in kinetic energy is only 0.033 per cent 
of the net heat input: 

Q = 0.24(500 - 180) +^^8(64'^^^ -®-®257 B.t.u./lb. 

h. The entrance loss Fc=KVi^l2g, and from Fig. 33, page 89, 7iL=0.3, 
whence, by Eq. 16a, page 89, 

A^Fi2_ (48.2)2 -(24. 1)2 

2>... '^2gv^,. (64.3)(24.1)'" 

+ =112+0.45 = 1.57 lb./8q. ft. 

By Eq. 146, page 87, 

(16.1)* -(32.2)2 

1'" 1'“ '2gv^,. 64.3“(16.1) 

" -®-^®+0-25 = -0.5 Ib./sq. ft. 


Summary 


Differences 

Lb./sq. ft. 

In. of water 

Po—7>i = 1 . 12+0.45 

+ 1.57 

+0 301 

Pi -/»2= -0.99+4.27 

+3 28 

+0.630 

7)2“P3= -0.75+0.25 

-0 50 

-0 096 

Pa— Vi 

4 35 

0.835 

1 


Since 1 atmosphere is equivalent to a pressure of 14.69(144) =21 15 
Ib./sq. ft., little c^rror was made in neglecting the change in p when calculat- 
ing V 2 . Assuming 500 air tubes, the volumetric rate of flow at the exit 
would be 500(3.14)(1/144)(32.2) =351 cu. ft./scc. at normal pressure. With 
the fan at the exit, the power theoretically required would be 351 (4.35)/ 
550=2.77 hp. 

Flow in Conduits of Noncircular Section. — For specific sections 
the integrations have been made for isothermal streamline flow 
(see page 94), but general correlations are not available. For 
turbulent flow, the following quasi-empirical correlations have 
been found extremely useful. The only frictional drag on the 
flowing liquid as a whole must certainly occur at the wall of the 
conduit and be more or less proportional to the wall surface. 
This is proportional to the perimeter Z of the cross section times 
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the length dN of conduit under consideration. Since the amount 
flowing at a given velocity is proportional to the area of the cross 
section S, the frictional drag per unit amount flowing should be 
inversely proportional thereto. In other words, from the point 
of view of effect of shape of section, friction should be proportional 
to Z dN/S. For circular sections, this function reduces to 
2dN/r = 4:dN/D. It will be noted that dN/D does in fact occur 
in the equation developed for turbulent flow in circular pipes. 
The logical step is to generalize the friction equation by use of 
S/Zy the ratio of cross section to perimeter, called m, in pla(;e 
of D; the equation thus becomes dFIdN =fV^I2gmy since for 
circular pipes m=DI4:. The term m is called the mean hydraulic 
radius. For conduits with uniform cross section of the shapes 
ordinarily encountered, this equation is remarkably dependable 
as long as flow is turbulent. In evaluating/, the Reynolds num- 
ber may be written lie =^^mVp/yy and the resulting values may be 
used as abs(ussas in Fig. 27.* As is to be anticipated from the 
abovci discussion, in flow of liquids through conduits only 
partially filled, only wetted perimeter and section actually filled 
with liquid are used in evaluating m. 

By a procedure similar to that used in obtaining Poiseuille\s 
law, eq\iations have been derived for the friction loss due to 
isothermal streamline flow in variously shaped passages: 

Streamline Flow between Infinitely Broad Parallel Plates: 


dF VZpV 
dN pga^ 


(19) 


where a is the clearance. 

Streamline Flow in Square Cross Sectiony Side=y: 

dF _ 2S.6pV 
dN pgy^ 


(19a) 


It is noted that an equation of the type dF/dN =0pV/pgm^ covers 
the case of the circular cross section and the two cases given 
above, but that different values of are required: 2.0, 3.0 and 


♦Since by definition m=^and 

which means that, for a given w/Z, Re is independent of the cross section 
filled by the fluid. The term w/Zy the mass-flow rate per unit perimeter, 
is sometimes designated by r, and hence /?e*»4r/M. 
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1.78, respectively. In other words, the use of the hydraulic 
radius m would not permit the use of a fixed value of /3 for the 
three shapes. 

Streamline Flow in Annulus y Diameters Dz and D^: 


dF 

dN 


32/1^ 




{D,^-Dz^)\ 


pg\ 


In- 


D4 


Dz 


(196) 


While Fig. 27 applies directly only to flow through pipes of 
uniform circular section, and while flow through many other 
forms of structure is extraordinarily complicated, there is one 
universal parallelism, namely, that, whatever the structure or 
flowing fluid, at velocities sufficiently low the friction is quantita- 
tively proportional to the velocity, while, as velocity is increased, 
a point is reached at which the resistance becomes approximately 
proportional to the square of the velocity. Furthermore, the 
point of transition is influenced as much by the viscosity and 
density of the fluid and the scale of the structure as by velocity 
itself, t.e., is determined by a modified Reynolds number, AmVpl\iy 
where m is an empirical ^4)ydraulic radius, proportional to scale 
so long as shape of the resisting body remains unchanged. The 
transition in friction doubtless corresponds to a change from 
streamline to turbulent flow. If the channels are small, the 
pressure gradient necessary to maintain reasonable rates of flow 
may be great enough to distort the structure (oi* even collapse it), 
masking the relations. If the channels are variable in size, 
transition from one type of flow to the other may be retarded. 
Usually, the quantitative relations must be determined experi- 
mentally for the case in question; sometimes this can be done by 
dimensional models. Cases in point include flow through porous 
solids, around staggered pipes, etc. 


Friction in Packed Towers. — An analysis analogous to that in the case of 
fittings indicates that friction losses due to flow of gases through beds of dry 
granular solids of uniform size, as in tubes packed with catalysts, may bo 
estimated by the use of Fig. 36'® and the modified Fanning equation 


dF_ifTVo^ 
dN 2gDp 


( 20 ) 


where F represents the friction loss, N the depth of packing. Dp the diam- 
Bter of packing and Vo the superficial velocity of the gas, based on the cross 
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section of the empty tower; /' and /" are friction factors and wall-effect 
factors (see Fig. 36) ; D represents the inside diameter of the tower. Since 
the equation is dimensionless, any consistent units may be employed. 

Inadequate data are available for the effect of the rate of flow of liquid 
over the packing, but the increased friction loss due to circulating liquid, 
expressed as per cent Y of the results given by Fig. 36, may be roughly 
estimated by the empirical equation Y = Z.3/Dpj where Dp is expressed in feet. 



Fig. 30.- -Friction Itactors lor gases tlowing tlirougli bods ot dry packings. 


For hollow packings the friction factors /', shown in Fig. 36, are multiplied 
by f'" given by the relation j'" = hl\/Dp^ taking /" as 1. The factor &* 
is 0.069 for Rascdiig or Lessing rings and 0.038 for Berl saddles. 

Friction Due to Fluid Flow Normal to Staggered Tubes. — Data for the 
iurhuUni flow of air at right angU's to banks of staggered pipes are corre- 
lated" by the modified Fanning equation: 

f = ^21) 

where F represents the fric.tion loss, n the numbi'r of rows over which the 
gas flows, Frna*. tlic linear velocity based on tliii minimum free cross section, 
p the gas density, p tlie fluid viscosity and a tlie clearance between adjacent 
pipes taken normal to the gas stream. These equations are based on 
aFinax.p/M ranging from 40 to 15,000, and a variety of arrangement of tubes. 

For streamline flow, the data were correlated by the empirical dimension- 
less equation 

n 53pW^Fniax. (00\ 

^ gDr~ 

• Based on data of A. M. White, Trans. Amer. Inst. Chem. Eng., 31, 
390-408 (1935). 


2Q000 
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where N' represents the depth of the tube bank in the direction of fluid flow; 
De the equivalent diameter, equal to four times the free volume divided by 
the surface of the tubes; fi' the viscosity taken at the temperature defined 
by Eq. 13 (page 85), the other factors are defined above. This equation is 
based on the flow of liquids at right angles to tube banks having tubes 
spaced at the apices of equilateral triangles, with I>eFmax.p/M ranging from 
1 to 100. 


N OMENCLATUItE 

Definition of Symbols (F.p.s. Engineering Units) 

A = surface, measured in direction of flow, sq. ft. 
a = clearance betwc^en parallel plates, ft. 

6 = factor in the relation: = 6/\/7^. 

C;, =spe(!ifi(! heat at constant pressure, B.t.u./(lb.) (deg. F.). 
C\=specific heat at constant volume, H.t.u./(lb.) (deg. F.). 
c, c', Cl = coefficient of discharge, dimensionless. 

Cc = contraction coefficient. 

D= inside diameter of circular pipe, ft. 

=e(juivalent diameter, ft. 
il;, = diameter of packing, ft. 

(i= prefix, indicating differential, 
i? = internal energy of fluid, ft.-lb./lb. 

F, SF=fri(dion loss, ft.-lb./lb. 

Fe, Fc = friction loss due to sudden enlargcunents and contractions, 
respecti v(‘ly , f t .-lb. /lb. 

/ == dimensionless friction factor in Fanning equation: 
dF/dN =rfV2i2gm. 

-factors in modified Fanning equation, diimmsionless. 

G =mass velocity, lb /(sec.) (sq. ft. of cross s(‘c1ion) : G — w/S, 

17 = acceleration due to gravity, 32.17 ft. /(sec.) (sec.). 

Ji’, 7/a = difference m static head =*;(/)i —7^2), ft. 

//„= difference in static h(!ad, between upstream and vena sections. 
h‘>—hi =iiicrease in enthalpy, ft.-lb./lb. 

J =me(dianical equivalent of heat, 778 ft.-lb./H.t.u. 
if =coefficient in contraction lo.ss equation, dimensionless. 

^ = dimensionless ratio, Cp/C,,. 

L, Z/'=linear dimension, layer thickness, r(‘sj)ectively. 

In = logarithm to (he natural base c, ecpial to 2.303 times the loga- 
rithm to the base 10. 

M = average molecular weight of a perfect gas; mass, in dimensional 
analysis. 

=hydraulic radius, ft., equals cross section of stream, sq. ft., 
divid(!d by wetted perimeter, ft. 

N = actual length of straigJit pipe or duct, ft. 

JVfl = equivalent frictional length of fitting, ft. 
iV''= depth of tube bank, ft. 
n= number. 
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p = absolute static pressure, measured at the wall in a plane parallel 
to the direction of fluid flow, Ib./sq. ft.; Po is measured above 
normal atmospheric pressure. 

Af*' = pressure drop duo to friction, absolute units. 

Ap' = pressure drop due to friction, engineering units. 

0=heat input from an external source, ft. -lb. /lb. of fluid, 
g = volumetric rate of flow, cu. ft. /sec. = VS —w/p =iw. 

R, R' =gas constants, j>v = RT/M -R'T^ where R is 1543 ft. -lb. /(lb. -mol) 
(deg. F. abs.), or 1.985 B.t.u./(lb.-mol) (deg. F. abs.). 

= abbreviation for Reynolds number, AmVp/py dimensionless. 
r = radius of a chosen point, ft. 
r\ = radius of circular pipe, ft. 

S = cross section at right angles to axis of conduit, sq. ft. 
r= absolute temperature, deg. F. abs. 
f, t\ thermometric temperatures, deg. F. 

It = local (actual) velocity of a small filament of fluid at a chosen 
point, ft. /sec. 

V = average linear velocity, ft. /sec. = q/S —w/pS. 

Fo = superficial velocity, based on the total cross section, ft. /sec. 

i;= specific volume, cu. ft./lb. = l/p. 

Vav. = average specific volume, cu. ft./lb. 

Tr = shaft work, gross work input from surroundings, ft.-lb./lb. 

IF' = mechanical work imparted to the fluid from an external source, 
ft.-lb./lb. 

t/;=ma88 rate of flow, lb. /sec. 

X=symbol representing the term y/2g Dp^HP/dNi having net 
dimensions of lb. /(sec.) (sq. ft.), 
a; = elevation or vertical distance above datum, ft. 
y = a function. 

j/= width of weir, ft.; side of square, ft. 

Z = wetted perimeter, normal to direction of flow, ft. 
z=a dimensionless ratio. 

Greek Symbols 

a = alpha, dimensionless factor. 

/3=beta, angle of divergence, deg. 

r = gamma, mass rate of flow per unit wetted perimeter, 7v/Z. 

8= prefix, indicating partial derivative. 

A = delta, prefix to indicate finite difference, 
theta, time. 

M=mu, absolute viscosity of fluid, lb./(8cc.) (ft.) =0.000672 times vis- 
cosity in centipoises =0.0672 times viscosity in poises. 

7r=pi, 3.1416. 

p=rho, fluid density, Ib./cu. ft. =l/v. 

2 = sigma, a summation. 

T=tau, tractive force or ‘^viscous drag”; t =tiA dvidr, ft. -lb. /sec.* 
I^=phi, function. 
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Subscripts 


1 refers to upstream section. 

2 refers to downstream section. 

max. refers to maximum. 

c refers to a critical condition. 

G refers to gas. 

L refers to liquid. 

O refers to orifice. 

s refers to a standard liquid. 

t refers to narrowest section of throat. 

V refers to vena contracta section. 

X refers to any liquid other than the standard one. 
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CHAPTER IV 


FLOW OF^HEAT 

Introduction. — Chemical rea(‘tioiis are accompanied by charac- 
teristic and unavoidable heat effects; hence, in most problems 
in chemical enf^ineering design, provision must be made for the 
satisfactory transference of the lieat quantities. Furthermore, 
even in processes which involve practically no chemical changes, 
problems of heat transfer usually arisen The laws governing 
the flow of heat through bodies and from one body to another 
are then^fore of great importance. 

Mechanism of Heat Transmission. — It is well understood that 
heat may flow by three mechanisms: 

1. Conduction is the i-ransfer of heat from one part of a body 
to another part of the same body, or from one body to another in 
physical contact with it, without ap])reciable displacement of the 
particles of the body. 

2. Convection is the transfer of luait from one i)oint to another 
within a fluid, gas or liquid, by tlu' mixing of one portion of the 
fluid with another. The motion of the fluid may be entirely 
the result of differences in density resulting from the temperature 
differences, as in natural convc'ction; or the? motion may be 
produced by mechanical means, as in forced convection. 

3. liadiaiion . — A hot body gives off heat in the form of radiant 
energy which is emitted in all directioiis. When this energy 
strikes another body, })art is reflected. Part may be transmitted 
unchanged through the body, depending on its degree of opacity. 
The remainder is absorbed and quantitati\a‘ly transformed into 
heat. * 


PART L CONDUCTION 

In the majority of cases arising in engineering practice, 
heat flows from some iiK'dium into and through a solid retaining 

* Except in the cas(\s whore photochemical reactions are induced, or 
energy is consumed in other special ways. 

]00 
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wall and out into another medium. The flow through each is, 
therefore, but one step in a more complicated process, and the 
resistance offered by the retaining wall is only one of a series of 
resistances. The necessity for a ch ar insight into the mechanism 
of this process is obvious, and the ability to apply construe tively 
a knowh^dge of it to many problems cannot be attained until 
the character and significance of each of the individual steps 
involved are studied and appreciated. 


A. Flow through Homogeneous Solids 


Fourier’s Law. — Consider a solid body, such as a rod, hot 
at one end and cold at the other, protected in some way against 
heat losses from the sides. There will be a flow of heat along 
this body from the high to the low temperature end, accomi)anied 
by a progressive drop in t(unperature in the direction of the length 
L. Consider a section across the body at some point, at right 
angles to its length and the dir(H*tion of flow of the heat. Call 
the area of the cross s('ction at this particnilar point A. In the 
differential time interval dQ, an amount of heat dQ will flow 
through this section. The fundamental law of (conduction is 
that the rate of heat flow, or heat currc'nt, dQ/dS, is i)roportional 
to the area of cross section A and to the t(cmp(*rature gradicuit 
—dt/dLf lioth taken at the point. The j)r()porti()nality factor k 
is called the thermal conductivity y d('fiiuHl by the equation 


de 



( 1 ) 


The differential equation is general for iinidinHctional conduc- 
tion.* In this text k will be expresscMlf as 


B.t.u. 

'(Hr.)(sq. ft.) (deg. F./ft.) 


= (B,t.u.)(hr).-Hft.)-Kfk‘g- F.)- 


It is found experimentally that for a giv(ui isotropic substance 
the thermal conductivity depends (essentially on its temperature. J 


* Both heat current and temperature gradient arc vectors and may be 
liompounded in the usual way. 

f Factors to convert values from one set of units to another are shown 
on p. 697. 

I For perfect gases, pressure is without effect (exc(;pt at very high vacua) 
despite changes in density. However, for most substances, the thermal 
conductivity rises as the pressure is increased above atmospheric. 
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Furthermore, except for certain special cases, the conductivity 
changes relatively slowly with the temperature. Since the 
accuracy of measuring conductivities is not high, it is usually 
satisfactory to express the conductivity as a linear function of 
the temperature. A substance may have a definite conductivity 
even though the substance itself is not homogeneous, e.g., con- 
crete of a definite composition and structure. Furthermore, 
the conductivity does not depend on composition alone but also 
on structure. For example, the j)orosity influences the con- 
ductivity very greatly. Small amounts of impurities may affect 
it substantially; particularly in the case of metals this may result 
in serious uncertainties. For different substances the thermal 
conductivity differs greatly (pages 694 to 697), the value of k foi 
copper being approximately 10,000 times that for (;ork. 

Thermal Conduction in the Steady State . — Steady conditions of 
heat flow, under which a constant quantity of heat passes each 
section of path per unit of time and the temperature at each 
point in the system remains unchanged, will be first discussi^d. 
Sin(^e the rate of heat flow is constant, independent of time, 
dQ/dO is identical with Q/Oy frequently designated by g, and 
Eq. 1 becomes 

q=—kA dtfdL. (la) 

Rewriting Eq. la in the form 

qdL/A = —kdty (lb) 

it follows that the equation is separated into one expression 
involving as variables only the shape and dimensions of the body 
and into a secrond expression involving only functions of its 
temperature. Given the dimensions of the body and /c as a 
function of integration is immediately possible. Where 
k is linear with the temperature, 

—T'k dt=k„{ti-t2) 

where is the value of k at the arithmetic-mean temperature, 
(t\+t^/2. The integral of dL/A must be evaluated for the 
specific case. Frequently, it is convenient to call it (L 2 — Li) , 
or simply L/A^^y in which a proper value of A^^ is employed. 
Mathematically expressed 
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iU-U) 


= fc.v.A 


(Ic) 


where A represents the temperature difference Equation 

\c is often written 


hyA^vA _ 

L/k^yA^V. 


( 2 ) 


The proper value of is readily obtained by integration of the 
term dL/A^ solving for A^^ by means of Eq. 2. When the cross 



section A is constant, as in flow of heat through flat walls, Eq. 2 
reduces to 

(7 = A:«v./1A/L. (3) 

Equation 3 is the simplest form of the conduction law and is 
frequently given as the formal expression of the law itself, 
rather than the differential equation, from which it is derived 
for this special case. 

Where heat is flowing through the sides of a closed cylindrical 
body of circular section, as in lagged pipes or insulated wires, 
the direction of flow being at all points radial and perpendicular 
to the axis, the cross section of the path is proportional to the 
distance from the center of the cylinder. Considering the flow 
through a section of thickness dL (Fig. 37) at a distance L from 
the center, the cross section of path A ecjuals 2irLNj where N 
is the length of the cylinder. Substituting and integrating Eq. 
Ic gives 

1 , L 2 _L2—Li 
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or 

. _2TrN (I j2—L}) _ A 2 —A 1 __ A2 — Ai , . 

In. (X 2 /L;) " In. {A 2 /AO ~2.3 logioU 2 Mi)’ 

For cylinders of circular cross section the rule is exact; for 
elliptical sections the equation may be used as an approximation, 
but for rectangular forms other more exact expressions have been 
determined 

Equation 4 requires that the average area of cross section, 
through which the heat is flowing in such a case, be computed 
by dividing the difference of tho external and internal arenas by 
the natural logarithm of their ratio. The average of two 
quantities obtained in this way is called their logarithmic mean 
and is, as will lat(ir appear, frequently used in problems on the 
flow of heat. It should be noted that tlic^ arithmetic mean of 
the areas 

(5) 

gives a value for the average area differing from that of the 
logarithmic mean by not more than 4 ])er cent when the value 
of the exjin'ssion A 2 / A i is 2 or less, an accuracy considered 
sufficient for most i)roblems in heat flow. 

B. Potential Concept — Conduction through Several 
Solids in Series 

Many transformations of both matter and energy can be con- 
c(aved as controlled by two factors, one a potential and the other 
a r(‘sistance, the rate being in general proportional to the quotient 
of th(^ two. Inasmucli as the direction of transformation is 
controlled by th(^ potential, the condition of equilibrium is zero 
pot(nitial difference. The ai)plication to electrical phenomena is 
familiar; electricity does not flow except under a potential 
difference, the dinTdion of flow is determined by it, and the rate 
of flow, i.c., the current, is proportional to it. Similarly, tem- 
perature is the potential function of heat. Heat will not jiass 
from one body to aiioth('r, or from one point to another, except 
under the influence of a temperature difference. The direction 
of flow is determuied by the sign of the temperature difference, 

* Reference 1 at end of chapter. 
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and the rate of flow of heat is proportional to its magnitude. 
Equation 2 for steady conduction may be written as 

g = A/ie (6) 


where the individual resistance term R represents the ratio 
L/(/Cav.i4av.). Where heat is conducted at a rate q through a 
multiple wall, e.g., the solids a, 5, and c 
(Fig. 38), writing Eq. 6 for each resist- 
ance gives 

Ai = qRiy A2 = qR2y Az = qRz. 

By addition, noting that the sum of the 
individual temperature differences equals 
the ovt'rall temperature difference 2A, 
one ohiaLis 


- ^ 1 " I ~^2 + A 3 _ 
/il + /^2 + E3 


i:A 


{L/Ky.A ,v.) 1 + {L/hvA „v.) 2 + (L/Ky.A „ 

“2:72 


( 7 ) 



where IR is the overall resistance. In other words, thermal 
resistances, like electrical, are additive. 


C. Flow from Solid to Solid 

When heat passes through a surface from one solid to another 
in good contact with it, it is probable that at th(' boundary no 
temperature drop is found. However, this requires perfect 
contact between the solids, and also the absence of gases or vacant 
spaces caused by blowholes, bubbles, rough surfaces, etc., which 
are very likely to be i)resent where two solids are brought 
together. Even trac(\s of poorly conducting material between 
metals, such as oxide films on the surface, will cause abrupt 
drops in the temperature. It is usually impossible to estimate 
the thickness of such films, but their effects may be serious. 
In order to allow for the conductivity of the mortar bond in 
brick walls, for example, an experiimaital wall is generally made 
up in the laboratory and the heat loss determined. The resulting 
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conductivity of the type of wall in question thus includes the 
conductivity of the mortar. 

Illustration 1. — The vertical flat walls of the combustion chamber of a 
furnace consist of 7?^ in. of refractory fcav =0.75, 3 in. of insulation A^av. =0.08, 
and H in. of steel A^av. =26. The average surface temperatures cf the inner 
face of the refractory and the outer face of the steel are 2000 and 220°F., 
respectively. 

Calculate (a) the heat loss expressed as B.t.u. per hour per square foot, 
and (6) the temperature at the cold side of the refractory. 

Solution, a. llsing the resistance concept, Eq. 7, 

q_ 2A _ 2000 -220 

A ~ ( L \ I Y ^ \ I ^ ^ \ ”0.625 6.25 0.021 “ 
Uav./a'^Uav.A"^Uav.A 0.75 “^0.08 26 

6.833 +3.13 +0.0008 3.96 ^50 B.t.u./(hr.) (sq. ft.). 

6. The temperature drop through the refractory is 1780 (l'.833/3.96) or 
375°F., and hence the cold side of the refractory is at a temperature of 
2000 less 375°F. or 1625°F. 

PART 11. CONVECTION 

A. Heat Exchange between Solids and Fluids (Liquids 

AND Gases) 

The interchange of heat between a fluid and a solid surface 
with which it is in immediate contact is an engineering problem 
of major importance. It can be mastered only in the light of 
clear concepts of the mechanisms involvc^d, but even so the 
extraordinary complexity of the interrelationships is at first 
discouraging. However, there is no other major field in which 
methods of engineering calculations and design have made 
greater progress during recent years, owing largely to extensive 
use of the methods of dimensional analysis. 

Let AB be the fixed interfacial surface of contact between a 
solid G and a fluid EF^ flowing parallel to the surface (Fig. 39) 
without change in state. Assume steady conditions and the 
temperature of the wall at C equal to twy hotter than the fluid. 
Heat must be flowing from the wall into the fluid. In conse- 
quence, there must be a temperature rise of the fluid in the 
direction EF, resulting in change of fluid properties and hence 
probably in modification of heat exchange between wall and 
fluid. 
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To avoid the complication this causes in the analysis of the 
problems, first limit consideration to the differential interfacial 
area dA in the immediate neighborhood of a given point on the 
contact surface. Clearly, heat exchange between surface and 
fluid at this point will be determined, other things being equal, 
by the surface temperature irrespective of the mechanism 
by which this temperature is maintained by energy supply from 
the left of surface AB. The conventional approach is to assume 
that the corresponding differential rate of 
flow of heat between solid surface and 
fluid can be expressed by the equation 

dq = h(tw — i) dA = M (8) 

better written dq/dA=hA, treating the 
differential coefficient dq/dA (f.c., the cur- 
rent density, or rate of heat flow per unit 
contact area) as a single quantity. The 
numerical value of the coefficient h must 
ultimately be determined experimentally. 

Because it is based on interfacial contact 
area, h is called the surface or film coeffi- 
cient of heat transfer. Since in the practical problem there is 
usually more than one such interfacial surface, it is often called 
the individual coefficient. It is designated 'point or local coeffi- 
cient to distinguish it from averaged coefficients often employed. 
In the following, h is always expressed in B.t.u./(hr.) (sq. ft. of 
contact surface) (deg. F. temperature difference between surface 
of the solid wall and the fluid). The equation is frequently written 

q = ^=hAA, (9) 

but this fails to emphasize the fact that it is limited to point 
conditions. 

Study of the equation in the light of the conditions symbolized 
in Fig. 39 makes it clear that the numerical value of t and hence 
also of A is uncertain because of the necessary existence, along 
the normal CZ), of some sort of temperature gradient in the fluid, 
which must be hot next the wall and progressively colder farther 
from it. In any event, t must be some sort of average fluid 
temperature, but specific choice is arbitrary, since such choice will 
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merely define h. The engineer is usually interested in the total 
net effect of flow on the fluid flowing through a given equipment, 
or up to a given point in it, and this depends on the temperature 
that the fluid will possess if allowed to discharge from the equip- 
ment at the point in question and then mix thoroughly. This is 
defined as the hulk temperature of the flowing fluid i. Unless 
otherwise specifically stated, the fluid temperature used in Eq. 8, 
and hence in defining A, is t 


At the variable distance L along the normal CD, let u, p, Cp and /' repre- 
sent the fluid velocity, density, specific; heat and temperature, respectively, 
and dS the differential cross-sectional area normal to the* direction of fluid 

flow. Sinc.e w = ^ ^ up dS^ is the total imiss rate of flow past the 

plane of CD, the bulk temperature t is defined by the relation in wliicjh T 


SL.Tifr'Tf' <'») 


represents the general variable tcanperature, 7\ is an arbitrarily selected 
base temperature for calculation of enthaljiies, and L\ is the total width of 
the fluid stream. Where variation of p and Cp over the section arc negligible, 
the above equation reduces to 


^ dS Q (10a) 

The bulk temperature is readily measurc'd expiTiinentally by allowing the 
fluid to discharge adiabatically, determining its temperature after complete 
mixing. 

It is clear that in the practical engineering problem one will 
usually be fon^ed to integrate the equation dq/dA =hA in the 
direction parallel to the surface of contact, over the range of 
changing conditions of temperature and fluid properties involved. 
Furthermore, the intc^gration must be made in the light of the 
influence on operating conditions of the source of the energy 
supply to the contac^t surface. In the following, discussion of 
this step of integration is i)niceded by analysis of point conditions 
for certain important cases. For others, however, point condi- 
tions are so completely determined by the history of the fluid 
at other points of the contact surface that segregation of the two 
steps of analysis loses utility; in these cases, the whole treatment 
is given under the second heading. 
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Iniiuencc of Point Conditions on k 

Film Concept. — It must bo kept in mind that, when a liquid or 
a gas is in contact with a solid, there is strong evidence to show 
the presence of a relatively slowly moving film* of fluid on the 
surface of th(^ solid, a film which becomes thinner as the velocity 
of the fluid parallel to the surface increases. Through such a 
film, heat can be transmitted by conduction only, although once 
the heat has penetrated the film the hot molecules are picked 
up and carried away mechanically by the swirling motion of 
the main body of the fluid, ^.c., the transfer is then mainly a 
matter of convection . Since most liquids and gases are exceed- 
ingly poor conductors of heat, one finds a large resistance to 
hciat flow at the bcjundary of a fluid and a solid, and also at the 
boundary of a liquid and a gas. 

From the mechanism of the transmission, it is not surprising 
that the coefficic'iit h is by no means c()nstant, even for a given 
fluid, but is a complex 1 unction of a number of variable\s such as 
the physical properties of the fluid, the nature and shape of the 
solid surface, and th(^ velocity of the fluid past the solid boundary. 
In ca.es of engin(‘(‘ring importance, h varies for different fluids 
over 20,000-fold. Fre(iuently, the capacity of heat-transfer 
apparatus is limited by the thermal r(\sistances of the fluid films 
rather than by that of the retaining wall, and hence the magni- 
tud(\s of the individual film resistance's become controlling 
factors in the size of apparatus needed for a given heat-trans- 
mission capacity. In all attempts to reduce the boundary 
resistance betwe'cn fluid and solid, expeTic'iice has proved that 
the most effective means are those tending to reduce the thick- 
ness of the surface film. Thus a rapid movement of the body 
of the liquid or gas past the surface can greatly reduce the resist- 
ance by reducing the thickness of the insulating film of fluid. 

Fluids in Circular Pipes. — The general approach can best 
be appreciated by considering a specific case, that of fluids 

* Sec chapter on Fluid Filins, and Figs. 6 and 7, pp. 35 and 36. 
t Actually the resistance 1 / h equals the sum of the conduction resistance 
L/k of the true film and tlu^ thermal resistance R' of the fluid lying outside 
the true film. If desired, h may be visualized as equal to k/B^ where B is 
the so-called “effective” or “Active” thickness of the film. Except where 
is negligible compared with L//c, B exceeds L. 



no 


PRINCIPLES OF CHEMICAL ENGINEERING 


flowing through pipes of circular section. One wishes to be able 
to determine the density of the heat current, dq/dA. This will 
certainly be influenced by temperature difference and, in view 
of the film concept, by the absolute thermal conductivity k of 
the fluid. It will likewise depend upon factors influencing the 
character of flow:* diameter D, density p, velocity w and viscosity 
/i. Furthermore, the heat-carrying capacity of a given quantity 
of the moving fluid must be relevant. This is clearly proportional 
to its specific heat C. It seems unsafe to omit any one of these 
factors from consideration, despite the fact that their number 
apparently involves complication to the point of confusion. 

However, the problem can be simplified by pr(4iminary 
analysis. In the first place, the total effect of dq/dA and A 
has been arbitrarily expressed as h = dq/A dA^ so that h may be 
chosen as a single factor combining all effects of these two. 
Since temperature varies across the section, there is corresponding 
variation in the properties of the fluid, particularly p and p. 
Friction induces a similar variation in u (see par^e 79). One 
must therefore decide what values of all these variables to 
employ. However, it is not unlikely that at least the major 
effec^t of velo(*ity and density may be expressed in terms of their 
product, the mass velocity G = pu {e,g., as they apj ear in the 
Reynolds number), thus eliminating all uncertainty as to ^he 
value of p and u to be employed, t This reduces the a&sumed 
ultimate variables to the following list: ft, D, G, C, p and k. 
Upon applying dimensional analysis, as shown on page 75, one 
finds that three dimensionless ratios are involved. For the case 
under discussion, the ratios usually chosen arc DG/p, Cp/k and, 
for the third, h/CG or hD/k, the last equaling the product of 
the other three. The group Cp/k is called the Prandtl number. 

If one wishes to use these ratios as the independent variables 
in the attempt to correlate experimental data, one is immediately 
faced with uncertainty as to the value of p to be employed, 
varying as it does with the temperature of the fluid, which in 
turn varies across any given section of the pipe.f This difficulty 

♦ Pressure and temperature are probably without effect ex(*e*pt as they 
influence properties of the fluid. 

t Variation in /x is further discussed below. 

t Variation in C and k due to radial temperature gradient is a theoretical 
difficulty, but almost always too small numerically to be significant. 
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can be met in part by choice of experimental conditions of low 
temperature difference to minimize variation in temperature 
and hence in visc^osity, but a radial temperature gradient is 
inseparable from heat flow. However, in view of the. mechanism 
of heat exchange which has been presented, one would expect 
as the major effect of viscosity its influence on the thickness of 
the film. This in turn should depend largely on the viscosity 
of the film itself. This is still not specific because of the tem- 
perature gradient through the film, but use of an average film 
viscosity /z/, corresponding to arithmetic-mean temperature 
between that of the wall and the bulk of the flowing fluid, cannot 
be far in error. 

When the mass of data available is analyzed on this basis, 
an extraordinarily effective correlation is discovered, which 
can be given the empirical form 

Qi/C,jU) = 0.023 (11) 

This remarkable equation enables one to calculate for a given 
set of conditions a value of h that shows a maximum deviation 
from the most carefully collected data of various investigators 
of perhaps 50 per cent and a probable error of roughly one-third 
as much. This is all the more striking when one remembers that 
h varies over a thousand-fold from case to case, the Reynolds 
number one-hundred-fold, the Prandtl number forty-fold, and 
pipe diameter twelvefold. It is conveniently used in graphical 
form and is plotted as curve AC on Fig. 40. 

The equation is unfortunately often inconvenient in use {e.g., 
wdiere wall temperature is the unknown sought). If one will 
use in the formula, instead of /z/, the viscosity /z, corresponding 
to the bulk temperature of the fluid, one will obviously compute 
a value of h that is too high if the fluid is being cooled and too low 
if heated. An attempt has been made to compensate for this 
by modification of the function, writing 

(/i/Cp(?)(C^/zA)” = 0.023(Z)G//z)-‘'-2 (12^ 

where n = 0.6 if the fluid is being heated and ?? =0.7 if it is being 
cooled. This equation gives satisfactory correlation if the ratio 
of the film viscosity to the main-body viscosity does not differ 
too greatly from unity. For /z///z outside the range, Eq. 11 is 
more dependable, although even in such cases Eq. 12 may be 
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used for preliminary orientation. Upon multiplying both sides 
of Eq. 12 by DGjix^ one obtains the familiar form 

(A2)//c) = 0.023 {DG/tiY-\ (12a) 

However, one must not lose sight of the limitations of these 
equations for turbulent flow, whore Re exceeds 2100.* Knowl- 
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Fig. 40. — Heating and cooling of fluids by forced convection (and conduction). 


edge of the true surface temperature of the wall is assumed. 
They have no corrections for end effects, and are probably in 
error when applif^d to very short tubes. These equations are 
based on results for smooth tubes, and the effect of surface 
roughness is uncertain. Even more important, th('y apply 
strictly only to a given cross section of a tu})e and must be 
integrated or averaged when used for the tube as a whole. 

For the common gases the physical properties involved in 
this equation are so related that for them Eqs. 11 and 12 may 

* In the neighborhood of the critical value of the Reynolds number, 
irregularities develop which are discussed on pp. 123 to 130, 
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be simplified to give the following dimensional equation: 

h = Q.0U4CpG^-yD^^. (12b) 

For water at ordinary temperatures, Eq. 12 may be simplified to 
the dimensional equation 

b = 16()(l+0.010(V«)“V(^')°*' (12c) 

whore t represents the average water temperature in degrees 
Fahrenheit; Vs the average water velocity in feet per second, 
bas(Hl on a density of 62.3 lb. per (;u. ft.,* i)' the actual inside 
diameter, expressed in inches; and as, usual, h is expressed in 
B.t.u./(hr.) (sq. ft. of inside surface) (deg. F.). 

Analogy between Heat Transfer and Friction. — Extensive 
theoreti(!al study of the reflation between heat transfer and 
friction has h'd various investigators to (conclude that h/CG 
should be proportional to the friction factor / and some function 
of C pixf Ik, the exact form of the latter being in doubt. Indeed, 
inspection of Eq. 11 shows that h/CG is inversely proportional 
to the 0.2 power of Rc/ and study of Fig. 27, page 78, indicates 
that, in the ra]ige of turbulence, / falls off with increases in Re 
at about the same rate, an approximate empirical equation for 
the friction factor being /=0.046iiJc/“‘^-2. Substituting in Eq. 11 
gives^^^ 

{}i/Cfi){C,y.f/kf^^f/2. (11a) 

Flow of Liquid in Layer Form /^c>2100. — Instead of allow- 
ing the liquid to fill the jnpe, it is often advantagi'ous to allow 
the liipiid to flow by gravity in layer form down the inside or 
outside wall of a vertical pipe. Where tlu' layer flows in turbu- 
lent motion, i.c., where Re exceeds, say, 2100, one would expect 
Eq. 11a to apply, and comparison with data^^-^^ shows that this 
is a fair approximation. It will b(^ recalled that the Reynolds 
number based on film viscrosity is A^mG/txf, that the mass velocity 
equals w/S and that the hydraulic radius m equals S/p', where 
p' is the wetted perimeter. Hence Rcf equals 4ie/p'/x/, ordinarily 
written 4r//x/, where F represents th(i ratio w/p'. Therefore, 
with a given film viscosity, mass-flow rate and wetted perimeter, 
Rcf is the same regardless of whether or not the pipe is full. 


That is, y.=G/(3600X62.3). 
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Since for turbulent flow the relation between the friction factor 
and the Reynolds iiumber is approximately the same both for 
full pipes and for flow in layer form down vertical walls, the right- 
hand side of Eq. 11a will be the same in both cases. Because 
the physical properties ^ are the same, it is clear from 

Eq. 11a that the values of h/G will be the same in both cases. 
Since the cross section S of the fluid stream is less for flow in 
layer form than when the pipe is full, the mass velocity (G = w/S) 
and consequently the coefficient of heat transfer between pipe 
wall and fluid is greater for flow in layer form. As the mass- 
flow rate w is increased, this advantage gradually disappears. 

Since in the falling-film case the fri(‘tion loss equals the tube 
height, the Fanning equation reduces to = 2(/m. Noting 
that G equals v)/S and tliat m equals S/p\ one obtains 



This equation will break down as G approaches AwI'kIY^, The 
heat-transfer coefficients pn^dictc^d by com]>iniiig P^qs. 11a and 


lib 


h _^i;y ^ Y 

C„^'2gpH' 2 ^ \C^pj) 


(11c)* 


agree satisfactorily with experimental data^''*^^ for heating water 
flowing at Reynolds numbers ranging from 3000 to 60,000 down 
the vertical walls of a clean 2-in. pipe Since / is approximately 
proportional to h should be proportional to 

The analytical and experimental study of heat interchange 
between homogeneous fluids inside pipes and pipe wall has been 
far more extensive than for other types of contact of fluid and 
solid. The problems involved in these latter will probably be 
solved ultimately by methods analogous to those just presented. 
Meanwhile, one must use the best approximations available, 
even though these may not be so dependable as one would desire. 
The following is a summary of what is considered to represent 
best engineering practice at the present time. 

Flow of Liquids and Gases Outside and Parallel to Tubes. — 

Few data are available for these conditions, but, as would be 

* In evaluating g, one should remember to use the same unit of time as 
employed in evaluating G^ w and r. 
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expected by analogy with the case of flow inside tubes, the data 
for turbulent flow in the annular spaces between concentric pipes 
are approximated by using the relations for turbulent flow inside 
tubes, with D interpreted as an equivalent diameter equal to 
four times the hydraulic radius (page 94). 

Flow Normal to Tubes. — Data for single tubes are of value 
in connection with the interpretation of pyrometer readings 
obtained with the gas and surroundings at unequal temperatures 
(page 163). Curve GH of Fig. 40 shows the recommended 
relation for the hciating or cooling of gases flowing normal to a 
single tube. For air at ordinary temperatures, and with DGfuf 
above 1000, a simplified dimensional equation is 

h = (13) 

Data for th(i important case of the heating or cooling of a gas 
or liquid flowing normal to a bank of staggered tubes are tentatively 
correlated^^) \yy (.nrve JK of Fig. 40, page 112, in terms of 
dim(^nsionless ratios. For air flowing normal to a bank of 
staggered tubes, an approximate dimensional equation^*^^ is 

= (14) 

wlu^rc^ T represents gas (not film) temperature in degrees Fahren- 
heit absolute, is expressed in pounds per second per square 
foot of minimum cross section, and D' is in inches. 

Other cases are discussed later. 

Overall Coefficients. — In case of interchange of heat between 
a fluid and a solid through an interfacial surface, the heat current 
is frequently maintained by flow through a second interface 
from or into a second fluid, as shown diagrammati(^ally in Fig. 
41. D represents the cross section of the solid wall separating 
the fluids. F is the main body of the fluid receiving heat and E 
th(i surface film of this fluid. The temperature gradient normal 
to the surface at the point in question is indicated. The bulk 
temperature of the colder fluid is ^7, although parts of it are at 
the somewhat lower temperature, U. The colder side of the wall 
is at h. However, the continuous loss of heat from the wall 
surface demands a corresponding supply which is maintained by 
the temperature drop, ^4 — ^5, through the solid wall. Consider- 
ing a differential area dA of the wall surface beneath the fluid 
film Ef the corresponding heat current dq equals ft' dA A, where 



116 


PRINCIPLES OF CHEMICAL ENGINEERING 


— Similarly, this same heat current must be given by 
the equation dq = k dA A' /L, where k is the conductivity of the 
wall, L its thickness and dA' its average area of cross section 
(see page 104), and A' = ti — h. Similarly, the film coefficient 
of the fluid at the left of the wall being designated by A" and the 
corresponding area as dA'\ one may write dq = h” dA*' A'\ 
where A'' = Solving these equations for the individual 

temperature drops and adding the equations, noting that the same 
heat current flows through the various parts of the path, gives 


'Eofdies^ 


Flu/of fi/m^ 

^ .EoioHes 



Fig. 41. — Diagram illustrating temperature gradients in transferring heat from 
fluid A through the wall D to fluid F. 


dq — A^lZPt^ where Ao equals the overall-temperature 
difference U — hj and equals the total resistance, = 
{l/W dA) + {L/k dA')-\-{^/h'^ dA^'), Indeed, assuming the 
existence of a deposit C {e.g.y a film of corrosion products or 
scale), granting that it has the conductivity and thickness 
Lay its resistance La/ka dA", can be added into the total, giving: 



h'dA^kdA' 



1 

h" dA" 


(15) 


Instead of dealing with the total resistance, its reciprocal can 
be treated as a conductance U dA, whence 


dq= U dA Ao. (15o) 

The overall coefficient of heat transmission U for a case of this 
type is defined by the equation: 


1/U dA = S(l/A dA) + S(L/A: dA) (156) 

where the indicated summation involved the addition of all 
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thermal resistances in the path of flow of the heat. Frequently, 
e.g., where wall thickness is small compared with diameter, the 
relative differences in the various areas involved may be neg- 
lected, and one may write l/U = 2(l/h) + Z(L/k). 

From the discussion of individual film coefficients, it is clear 
that the overall coefficient U must be an extraordinarily complex 
function of operating conditions. Wherever possible, it should 
be evaluated by determination of the individual film coefficients 
for the case in question, together with the resistances of the 
intei veiling solids as determined by their physical properties. 
While the use of such overall coefficients is frequently allowable 
and extremely convenient, one should never lose sight of their 
complex nature as defined by the above equations. 

Integration in the Direction of the Surface 

It has been emjihasized that heat transmission through an 
intervening wall from one fluid to another almost universally 
involves modification of the conditions from point to point, i.e., 
change in temperature of one or both of the fluids with cor- 
resiionding changes in properties, and hence in film coefficients, 
and cons(^quently in overall coefficients used. This demands 
integration along the total area of the intervening wall in order 
to determine the total heat-transmission effec.t. 

The heat current at a given point on the wall surface is dq = 
UAdAj where U is determined by Eq. 15b. Inspection of that 
equation shows that the major variables in U are usually the 
film coefficients /z, which depend upon the properties of the fluids, 
which in turn are freqiu'ntly determined by their temperatures. 
Now, in the great majority of cases the temperatures and other 
properties of the two fluids at a given cross section can be determined 
by a combination of energy and material balances on the equipment 
up to the section in question. This is equivalent to saying that 
both V and A are known or determinable functions of q. Conse- 
quently, one (^an separate the variables by writing the differential 
equation as dq/UA = dA , so that immediate integration is possible, 
graphically or otherwise. Fundamentally, this is the proper 
approach to the solution of any problem of heat transmission 
between fluids, through an intervening wall and under steady 
conditions of operation. This ultimate solution is frequently 
tedious, but there are certain special cases in which the Integra- 
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tion leads to relatively simple practical rules of importance. 
However, the student must always keep in mind the fact that 
these rules are merely short-cut practical methods of performing 
the integration and, furthermore, that they are applicable only 
in certain specific circumstances, the existence of which must 
be established before the rules are employed.* 

Single-phase Fluids Flowing through Uniform Cross Section. — 
In the case of a fluid flowing steadily past the surface without 
change in phase, the ctoss section perpendicular to the direction 
of flow being constant, inspection of the equation for point 
conditions shows that variations in II from point to point in the 
apparatus must be due to variations in the physical properties 
of the flowing fluid. As long as changes in tf'inperaturc and 
pressure of the fluid are moderate, the specific heat and thermal 
conductivity usually change but little, and in many cases even 
the viscosity is reasonably constant. If the variation in the 
physical properties is in fact negligible, it follows that the value 
of U is also substantially constant. If, now, these conditions 
obtain on both si(l(\s of the intervening wall in both fluids flowing 
through an equipment, oik^ can neglect variations in both the film 
coefficients. If, furthermore, wall thickness and its conductivity 
are likewise constant, and one can neglect either interfering 
deposits or their variations from point to point in the equipment, 
it follows that one can use a single C(jnstant value of I/, applicable 
throughout the equipineiit. The probhun reduces itself to the 
allowance for variation in temperature difference from point to 
point in the equipment, using the basic differential equation, 
dq/U^ = dA. While this problem can be treated under the 
g(meral case and must be so handled when tlui variation in A is 
complex, it can be solved in simple form for the special case in 
which change in temperature difference is j^roportioiial to the 
amount of heat transf(Tred. 

Logarithmic-mcan Temperature Difference . — In the case of heat 
exchange between two fluids under steady conditions of flow, 

* Where the cross section of flow of the fluid varies progressively through 
a piece of apparatus, this results in variation of velocity, whic.h in turn may 
result in variation in individual film coefficients. In such case, direct 
separation of the geometric variables comprised in the term dAy from the 
thermal variables segregated in the expression dq/UAy may be impossible, 
but indirect methods of integration of the differential equation are available. 
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either parallel or countercurrent, call dq the heat transferred 
per unit time from one fluid to the other through the differential 
contact area dA. The contact may be either direct or indirect. 
Designating conditions of one fluid by primes and of the other 
by double primes, an energy balance requires that dq = C^w^ dt = 
± C"iy" the sign of the last expression depending on relative 
directions of fluid flow. Because conditions are steady, 
and ic" are constants. If C' and 
C" can also be assumed constant,* 
it follows that both V and are 
linear in q, as shown in Fig. 42. 

Since A = — i", A is also linear in q. 

From a study of the plot of A vs. 
q, one may write 

dA_ (Ag — Ai) , dA 

dq 


9o 


or 


dq = qo 


(A2 — Ai) 



Equating this to the rate equation, 
dq= f/A dAj and rearranging gives 
dA/(/A= (A 2 — Ai) dAlqo. If U van 
be assumed constant through the 
apparatus, integration from 0 to A and from Ai to A 2 gives: 


Fiti. 42. — Diagram used in deri- 
vation of logarithmic-mean tem- 
perature difference. 


ln(A2/Ai) = r"A(A2 — Ai)/go. 


(16) 


This is the integrated overall expression for tlie case in hand, 
but it is ordinarily used in a slightly modified way. Granting 
one prefers to use the heat-flow equation in the form qo= UAoA^., 
where Am. is the mean temperature difference, inspection shows 
this procedure is correct if one wall define 


A„.= 


A2 — Ai 
1 A2 

ir 

Ai 


(16a) 


the so-called logarithmic-mean temperature difference. 

Study of this equation shows that the logarithmic mean 
becomes identical with the arithmetic as the relative difference 

* Constancy of temperature on one side, e.g.^ a monovariant change in 
state, is equivalent to an infinite value of C. In this event, direction of 
fluid flow is immaterial. 
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between A2 and Ai becomes small. For A2/Ai = 2 , the difference 
between the two means is only 4 per cent ; since this is within the 
accuracy of much engineering work, one often uses the simpler 
arithmetic mean for lower ratios. The logarithmic mean is 
of especial value where the ratio A2/A1 is high, ^.e., for large 
fractional variation in temperature difference in the apparatus, 
under which conditions the arithmetic mean is useless. 

Study of the derivation shows that it assumes steady adiabatic 
conditions of operation in a given apparatus and constancy of 
heat capacities and overall coefficient f/. However, the use 
of the logarithmic-mean temperature difference in c.on junction 
with arithmetic average values of the lu^at capacities and the 
overall coefficient is a good approximation, frequently emi)loy('d, 
where fractional variation in the quantities mentioned is moderate 
but that in temperature difference is large. 

j A similar derivation shows that the logarithmic mean A also 
applies to batch operation, where time is the varial^le, again 
assuming constam^y of specific heats and overall (x)efficieiit and 
adiabatic operation. 

The factor that most frequently rules out the use of the 
logarithmic mean, in cases where it is otherwises applicable, is 
variation in (/. However, if V is linear in A (or, what is equiva- 
lent, linear in V or t'')^ a derivation similar to the above gives the 
relation 


(70 _ rMA2— (^'^2 Ai 
Ao ln((/iA2/(/2A,) 

for parallel or counter current conditions of steady flow; and 
for batch operations Qo/O — Ao{UiA2— U 2A1) /\n{U iA2/ U 2A1) . 
Frequently it is a satisfactory approximation to assume U linear 
in A, calculating the values of Ui and U2 carefully for the case 
in hand, but one should also check one or two intermediate values 
to make sure the linear assumption is not seriously in error. 

Ulustration 2. — It is desiml to heat 13,400 lb. /hr. of a hydrocarbon oil 
from 80 to 217°F., while flowing through a horizontal standard 2-in. steel 
pipe externally heated by dry saturated steam condensing at 227°F. Calcu- 
late the length of pipe required. 

Data . — The oil has a mean specific heat of 0.47, and the following overall 
coefficients C/, based on the inside surface, have been calculated from Fig. 40. 
with the aid of a curve of viscosity vs. femperature. 
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t 

80 

95 1 

no 

130 

160 

190 

217 

u 

29.5 

38 

47 

51 

70 

81.5 

91.7 


Solution . — Upon plotting JJ vs. A three approximately straight lines are 
obtained from 80 to 110, 1 10 to 160, and 160 to 217°F. The equation (17) 
is then applied to each of the three zones in which C7 is linear in t, and the 
total inside surface is found l,o be 37.9+59.8-1-143 or 241 sq. ft., correspond- 
ing to 445 lin. ft. of pipci having an inside diameter of 2.07 in. An alter- 
natives method would have been to plot l/f/A vs. <, noting that the area 
under thes curve was A/ivC, but the method illustrated is more convenient 
in this case. 

Multi-pass Flow of Fluids without Change in Phase . — As already 
indicated, from the point of view of effective utilization of heat, 
it is almost always preferable in transferring heat from one 
fluid to another without change of phase to use counterflow, 
although in specific cases parallel flow may be desirable for other 
reasons. However, the practical construction of equipment for 
either true countercurrent or parallel flow is often quite difficult. 
Instead it is usually convenient to enclose a larg(i bundle of tubes 
within a single cylindrical shell in su(di a manner that one fluid 
passers through the tubes and the other outside them but within 
the shell. In order to establish the fluid velocities compatible 
with the economic transfer of heat, it is frequently necessary to 
arrange the paths of flow so that either or both of the fluids must 
reverse directions one or more times in passing through the unit. 
In such equipment, the flow is seldom truly countercurrent or 
parallel but a combination of the two, called reversed flow. 

That the logarithmic-mean temperature difference is generally 
inapplic.able to tlu^ d(‘sign of such units can be easily shown. 
Visualize a heat exchangcT consisting of a U-tube placed inside 
a pipe with its n't urn bend upstream to the fluid flowing through 
the jacket. If the colder fluid is passed through the U-tube, 
operating conditions could be such that this fluid is heated in the 
entrance pass of the tube and actually cooled in the return pass. 
Obviously, calculation of the length of the U-tube required to 
produce a given temperature change in either of the two fluids 
under fixed conditions of flow and inlet temperatures might be 
seriously in error if calculated by the usual methods employing 
the logarithmic-mean temperature difference. Failure to recog- 





122 


PRINCIPLES OF CHEMICAL ENGINEERING 


nize this fact often leads to performance specifications on such a 
unit which are thermodynamically impossible. 

Assume such an apparatus in which the distance through it in the direction 
of the flow of the fluid entering the U-tube is x (see Fig. 43). Call the mass 
of fluid entering the IJ-tube u\ its specific heat Cj, its temperature at any 
point in the first pass t' and that in the exit pass t". Designate the mass of 
the other fluid flowing always in the -x dire(;tion by TF, its specific heat by 
C 2 and its temperature at any point by T. Call the wall area per unit 
length of apparatus a\ Assume that the specific lu^ats of tlu^ fluids and the 
overall coefficiemt of hc^at transfer U are constant and that the shell-sid(i 
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Fig. 43. — Diagram of exchanger with two tube passes. 


fluid is at a uniform temperature over any cross section. Focusing atten- 
tion on a differential length of the exchanger dx, it is ch^ar that the following 
relations apply: 

wCi dr = U{a'/2){dx){T- V). 

- wCi dl" = U{a/2){dx){T-l"). 

WC2dT = wCt(dr-dr'). 


Solution of these simultaneous equations in terms of Am., defined by the 
equation qo = wC](t 2 — ti) = Ua'NAui. — f/AA,„., gives^^"^ 

A.„. = ■■ (17a) 

1 2 ~ ^ t ~f2 4~ \ / ( T I ~ T‘l )^-\-{i2 —t\)^ 

T\-\-T2 — ti — /.2 — y/ {T 1 — 7’2)" + (f'2 —t\)^ 

Thus it can bo seen that the true mean temperature difference 
Am. can be quite different from the logarithmic mean, Ai.,,,. 
However, where tlu^ temperature of either fluid remains constant 
(^.c., Ti = T 2 or — the above expression reduces to the 
logarithmic-mean temperature difference}. For the more com- 
plex flow paths, the expressions for the mean temperature differ- 
ence become even more complicated. 

Many commercial exchangers conform essentially to the 
description above, although there may b(} many U-tubes con- 
nected in parallel through common headers at both ends, as 
in Fig. 44. Units of this type may have a single pass on the shell 
side and two passes on the tube side; more tube-side passes are 
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I’orined by connecting groups of the parallel-connected U-tubes 
in series. More complex flow paths are encountered where 
several tube bundles of this type are enclosed in a shell divided 
into compartments by longitudinal baffles, giving two or more 
shell-side passes with two or more tube-side passes per shell 
pass. 

For these cases, mathematical relationships between the 
true mean temperature difference and certain dimensionless 
ratios have been obtained, based on the assumptions of constant 
overall heat-transfer (coefficient and specific heats, of uniform 



Fj(}. 44. Exchanger with two passes in the tubes and one i)ass in the baffled 
shell. {Courtesy of Struthers~W eUs Co.). 

temperature of shell-side fluid at any (cross section of each pass* 
and of equal heating surface per pass. These relationships are 
plotted in Figs. 456,^^^ 450,^^""^ and 45c,^^''^ in terms 

of F, the ratio of the true mean to the counterflow logarithmic- 
mean temj)erature differeiKce. Similarly Fig. 45/' shows values of 
F for the cas(c in which the shell-side fluid flows at right angles 
to a single-pass tube bundle and in which the shell-side fluid is 
at a uniform tcm])(*rature at any cross section normal to its direc- 
tion of flow. 

Although these reversed flow arrangements give a smaller 
mean temp(crature diffenmee than is obtainable with true 
counterflow, yet their use is often justified by the increase in U 
due to the higher velo(cities. The disadvantage of reversed or 
cross flow may be partially offset by placing a number of units 
in series with counterflow of fluids through the battery. 

Streamline Flow in Tubes {DG/jj. <2100 ). — If there is flowing 
through a straight pipe at low Re a fluid whose viscosity changes 
but little with temperature, the radial change in properties may 
be negligible, even though it is being heated or cooled through 

* This uniformity is closely approached by heavily baflfling the shell side. 
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the pipe wall, provided the temperature difference is small. 
In such event, the flow will practically follow Poiseuille’s law. 
The heat transmission is by pure conduction, and, since the 
velocity distribution is known (page 80), one can set up the 




F 




Fig. 45. — one shell pass and two or more tube passes (reference 7); 
two shell passes and four or more tube passes (reference 7) ; three shell passes 
and six or more tube passes (reference 7c); 1>, four shell passes and ei^ht or 
more tube passes (reference 7c) ; E, six shell passes and twelve or more tube 
passes (reference 7c) ; F, cross flow, one shell pass and one tube pass (reference 75). 

N omencJalure 

T\ = inlet temperature of hotter fluid. 

T‘i = outlet temperature of hotter fluid. 

t\ = inlet temperature of colder fluid. 

U = outlet temperature of colder fluid. 

z = (ri-r,)/(/'2~b). 

^ ^ mean temperature difference 

loKarithmic-mean temperature difference for counterflow 


differential equations for heat flow, treating the problem purely 
theoretically, as in analysis of streamline flow itself. These have 
been integrated for the specific case of constant wall temperature 
but can be evaluated only if the radial temperature distribution 
is known at some section. Granting uniform temperature at 
inlet, the rise in bulk temperature at any section of the straight 
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pipe at distance N is found to be the product of a series function 
of the dimensionless ratio Wcj,/kN and the initial temperature 
difference Ai. It is usually easier to work in terms of /i, particu- 
larly so if one may employ an arithmetic-mean temperature 
difference, From the above relation it follows algebraically 

that, using Aa.,n. and an equivalent coefficient, h^„,D/K 

is a modified function of wCp/kN. The complicated theoretical 
function is approximated for normally encountered values of 
wCp/kN by the empirical forrn^®^ usually emifioyed: 

= 1.6!)iwCJkNy\ (18) * 

If, however, one assum(\s a long tube (large N) and low rate of 
flow (small w), equivalent to assuming a very low value of 
wCp/kN, the fluid is exi)osed to a large surface for a long time 
and henc(j will come practically to wall temperature (A 2 = 0). 
Since, by definition, Q/6-wC(t2 — ti)=h^,^n,irDNi^ay and in this 
case t2 — twj then = 2wC p/irN , or 

D/k = (2/Tr){wCp/kN). (19) 

In the range in which this equation applies it is obvious that 
change in tlu^ operating conditions makes no (iliange in the useful 
result (i.e.f temperature change of the fluid). In this sense it 
has no direct utility. 

Both the^s(^ equations are only special cases, but, in addition 
to their value in limiting the field of variation, they disclose 
the significance of the ratio wCp/kN in heat transfer f and its 
general effect in streamline flow; for, if it is the determining 
independent variable in the limiting case, it must so appear in 
the general case as to reduce to the forms given above on elimina- 
tion of other variables. 

For large and even moderate temperature differences, these 
equations must obviously be modified. The theoretical approach 
now becomes more complicated, and unfortunately the amount of 
dependable experimental data available is limited. The follow- 
ing is a tentative correlation of these. Comparing two viscous 
liquids, identical in properties and conditions of flow, except 
that the first has a low temperature coefficient of viscosity 

* The term N is defined in Fig. 43, p. 122. 

t Note that this constitutes an additional method of discovering a 
significant dimensionless ratio in the general analysis of a problem. 
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and the second a high one, the first will conform approximately to 
Eq. 18. The second, however, if heated, drops in viscosity near 
the wall, and hence fluid velocity will increase in that neighbor- 
hood, resulting in increased heat transmission, increased h. 
Cooling the liquid obviously has an opposite effect. To allow 
for this behavior, introduction ol the ratio /x/^/ has been sug- 
gested; the data indicate that, in Eq. 18, wCp/kN should be 
multiplied by it. A second, more involved phenomenon is the 
convective mixing, the swirling circulation induced by change 
in density of the' liquid with temperature, whi(di can completely 
distort the streamlines and conespondingly hasten distribution 
of heat through the fluid. This must depend primarily on the 
volumetric coefficient of thermal expansion of the fluid p. Its 
effect will be proportional to the temiierature differences involved, 
measured by A, and to the gravitational or other field of force 
which alone indu(^(^s the circulation, f.c., to g. The density p 
of the fluid is significant in that both the density differences 
developed (whicli in turn arc the effective cause of the iduuiome- 
non) and any inertia effects are proportional to it. Fluid 
viscosity should damp the action but tube diameter in(*reases 
its scope. The magnitude of the effe(^t must depend on the 
inclination of the tube. All these factors but the last are com- 
bined in the dimensionless ratio known as 

the Grashof number, Gr, film viscosity being used since the major 
effects are i)robably near the wall. Because its effec.t must vanish 
at A = 0, Gr cannot \w. used as a multipli(‘r in Eq. 18. The data 
indicate that for horizontal pipes h^,,,D/k is proportional to 
the term 1+0.015 -^Gr. The working equatioih^^ recommended 
therefore becomes 

This equation is presented graphically as curves A, B, C and D 
of Fig. 46, where represents the term [-^p/p/(l+0.015-^Crr)]. 
Curve EF corresponds to Eq. 19, and represents the asymptote 
which the preceding form approaches at low values of wCp/kN. 
In the case of gases, streamline motion requires such low rates of 
flow that in tubes of ordinary length the low values of wCp/kN 
make curve EF a good approximation, f.e., the gases practically 
reach tube-wall temperature. 
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While these equations are based on the assumption of constant 
tube-wall temperature, since in their final form they become an 
expression for the coefficient it seems probable that they 
may be used dependably to estimate average values of 
even in cases in which wall temperature change's from point to 



kN 


4G_Curvoa^, Ji, C\ and D iiro based on Vai. 20; curve liiF is based on 
Eq. 19. The term N is defined m Fig. 43, ii. 122. 

point, providfnl there is not undue viiriation in the individual 
factors appearing in them. 

For litpiids of liigh vi.scosity, such as viscous oils, flowing in 
tubes of ordinary dianu'ter, the Grashof number is small and the 
term 1.66(1+0.015^^) becomes approximately 2.0. The 
effect of viscosity gradient may be expressed conveniently in 
terms of the ratio giving <““> 



Critical Region— In order to compare Eq. 20 for streamline 
flow with Eq. llo for turbulent flow, both equations are plotted 
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to logarithmic scales in Fig. 47^^^ with the term (h/CpG){CpHf/kf^ 
as ordinates versus Re/ as abscissae. The range of strong turbu- 
lence {Re>csi. 7000) is represented by curve AB based on Eq. 
11a, the ordinates being equal to f/2. Since wCp/kN equals 
{ir/A){D/N){Cptif/k){DG/nf) and hD/k equals {h/CpG){CpHf/k) 
{DG/fif)j for a given situation Eq. 20 reduces to 


\C„g)\ k ) “Vm/) 


whore aequalsl.5(D/Ar)’''^(/i//i./)*'^(l+0.015-v^^) = 1.5{D/N)^<I>^''. 
In the three cas('s illustrated by curves DE, FG and HKy 

of Fig. 47, fji/fjLf was arbitrarily 
tak('n as 2/1, and, taking the 
critical value of Rc as 2100, 
(Rej)t would be 4200. Where 
the Grashof group is small, as 
for viscous oils (Case 1), DE 
and BA must be joined by a 
curve such as DBj whi(*h goes 
, _ through a minimum at D. 

— ► However, for water (Case 3), 

Fig. 47.— Curves for entieal region, th(^ CUrV(' IIK joillS BA by a 

forM/wof2. as HE. When 

working in the critical n^gion, say Re ranging from 2100 to 7000, 
Eqs. 20tt and 11 an^ used in this way to estimatci th(^ I)robable 
values of h.* The nntural convection mixing that at^companies 
a large Grashof numl)('r is important in the streamline region 
(cf. HK and DE), but the effect fades out asyrniitotically in the 
region of strong turbulence. 

WIk'Ii w^orking with viscous oils in the (‘ritical region, where 
Rc lies between 2100 and 7000, the substantial effect of heated 
length, shown by Eq. 20a for streamline flow% fades out asymp- 
totically at high Rc, as shown in Fig. 48.^*“^ 

Resume for Smglc-phase Flow inside Tafecs. - Summarizing, the 
recommendations for predicting the heat-transfer (coefficient for 
flow inside tubes anc as follows: 



* Of course, if the apparatus is overdesigned, so that A 2 is nearly zero, 
Eq. 19 would replace Eq. 20. 
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1. If DG/ix is above 7000, use Eq. 11 or 11a or curve AB of 
Fig. 40, or Eqs. 12 to 12c as approximations. 

2. If DG/fi is below 2100, use Fig. 46, which is based on Eqs. 
19 and 20, or Eq. 20a for viscous oils. 



Fkj. 48. — Heating and cooling of viscous oils flowing inside tubes. The curves 
for Re below 2100 are based on E(i. 20a. 

3. If DG/n lies between 2100 and 7000, use the procedure 
illustrated in Fig. 47, based on Eq. 206 and 11, or Fig. 48 for 
viscous oils. 

Illustration 3. — It is desired to beat 81,000 lb. /hr. of a hydrocarbon oil 
in a tubular exchanger from 75 to 200°F. with steam eondcuising at 240°F. 
The oil is to be pumped (hrough the tubes at a velocity uf 3 ft. /set!. Tubes 
are to be 16 ft. long, made of Admiralty metal, 1 in. o.d. and 0.902 in i.d. 
Calculate the number of tube passes and the total heating surface required. 

Data. — Over this range of temperatures, the specific h(*at of the oil may 
be taken as constant at 0.52 H.t.u./(lb.)(deg. F.), the density at 56.4 Ib./cu. 
ft., the thermal conductivity at 0.091 B.t.u./(hr.)(sq. ft.) (deg. F./ft.). 
The viscosity of the oil at .several temperatures is: 


Deg. F 

60 

80 

100 

120 

160 

200 

240 

Mlb./(hr.)(ft.) 

66 

40 

26 5 

18 

10 

6.2 

4.2 


Assuming that the combined coefficient for steam and scale is 1000 based 
on the outside tube area, the overall resistance, based on the inside 

area, is 


1 0.049/12 1 

h ■^60(0.951/0.902) ■*■1000(1 .00/07902) 


=1+0.00097 

tl 
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where h is the individual coefficient for the oil film. The coefficient h, and 
hence f/, will vary from one end of the exchanger to the other as the viscosity 
of the oil changes with temperature. At the oil inlot the oil temperature 
is 75°F., and from a plot of /x vs. temperature its viscosity is 45.4 lb. /(hr.) 
(ft.); the corresponding Reynolds number is (0.902/12) (3) (56.4) (3600) /45.4 
= 1010. From Fig. 48, page 129 at Re = m0 and A/D = (16)(12)/0.902 
= 213, the value of the ordinate is 0.0031. Then 

(0.003 1)(C;,D)/ M Y 1 (0.0031)1 (0.52) (3 X3600 X56.4)]/45.4Y 

(6V/x/fc)H VmJ ' (0.52X45.4/0.691)5^ \ ) 

= 24 (45.4/)u„, )"■''. 


For the moment assume that /x^, =4.7; then /i = 24(45.4/4.7)“-'^ =32.8, and 
the corresponding nvsistance is 1/32.8=0.0305. The sum of the resistances 
of the condensate film, scale and pii)o wall is 0.00097. Using the resistance 
concept, the temperature of IIk^ inside wall of the tube is 


240- 


0.00097 

6.00097+0.0305 


(240-75) =235°F. 


and the corresponding nw in 4.5. Assuming = 235°F., rc'calculation gives 
a new value of h of 33 and a new wall temp(‘ratur(5 of 234.9'’F., which 
satisfactorily checks the assumed value. At h of 33, l/f/, =0.00097 + ^3, 
whence f/=32. By a similar process <h(‘ following table was prepared: 


t, (IcR. F. 

75 

80 

100 

110 

J20 

140 

160 

180 

200 

u. . . . 

32 

31 5 

30 

29 

42 

64 

82 

96 

108 


In order to calculate the total length of each fluid path through the 
exchanger, the equation wC dt = U{dA)(T —t) may be integrated graphically 
by plotting l/U{T—t) vs. /. The area under th(^ curve, which is equal to 
AjwC, is found to be 0.0235. Taking orui fluid path as a basis, w equals 
(3600X3) (56.4) (7r/4) (0.902/12)2 or 2700 Ib./hr., whence A eipials (0.0235) 
(2700) (0.52) or 33 sq. ft. The corresponding length of the fluid path is 
140 ft. Since each tube is to be 16 ft. long, —8.75 passes are required" 

9 passes would be used. 

The total number of fluid paths in parallel w’ould be 81,000/2700 = 30, and 
the total inside tube area is 30X33 =990 sq. ft. 

Gravity Flow of Liquids in Layer Form (Er<2100). — This 
case is analogous to tliat of streamline flow in full pipes, and the 
theoretical method of attack is the same. Tlie results are 
apparently not substantially afTect(*d by natural convection, 
since the fluid flowing down the inner walls fills only a small 
fraction of the total cross section and the fluid velocities are 
consequently much higher than with the same rate of fluid flow 
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in full pipes. The data are best correlated graphically by the 
curve^^^ of Fig. 49, which involves the dimensionless coordinates 
hL/k and CLT/kN^ and the parameter m/mw The latter term 
allows for the distortion of the velocity gradient, owing to the 
fact that varies with the temperature. Over the range where 



kN 

Fi(i. 49. — Gravity flow of liquid in layer form down vertical walls, based on 
Kqs. 21 and 21a, 41V/i<2100. 

tlu! curve's A to F are straiglit, they may be represented by the 
equation 



where L = Tiie 45-deg. curve, which is the asymp- 

tote of curves A to F inclusive, is the analogue of Eq. 19 for full 
j)ipes and (lorresponds to the equation 

K.,«.L_2{Cm (21a) 

k kN 

Figure 49 and Eqs. 21 and 21a apply to liquid layers flowing down 
the inside or outside of vertical pipes, where 4r/^ is less than 2100. 

Under certain operating conditions in the streamline region, 
higher coefficients are obtained with gravity flow of layers down 
the walls of vertical pipes than with full pipes. For example, 
in heating an oil flowing at the rate of 100 lb. per hr. through a 
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pipe having an inside diameter of 1 in. and a length of 6 ft., 
given m = 40, fc = 0.0826, C = 0.455 and ai//x«, = 2, the average 
coefficient for the falling-film case is 26 compared to 9 for the full 
pipe, a ratio of approximately 3 to 1. 

For the so-called trombone cooler, where the liquid flows by 
gravity over a tier of n horizontal pipes, each having length N\ 
the available data agree satisfactorily with those for the vertical 
pipes if N is taken as n7rD/2, and F is taken as wl2N'. 

Gas Flow Parallel to a Plane. — In this case the average coeffi- 
cient of heat transfer would be expected to depend on the length 
of travel of the fluid along the plane, as is also true of the friction 
factor for flow along a plane. Indeed an equation^^) analogous 
to Eq. 11a, page 113, may be employed: 



where and p«, are the linear velocity and density of the main 
stream of fluid measured at a substantial distance from the plane, 
where the velocity is uniform; and f/2 is 
above NV^p^/p of 16,200, and is 0S6{NV^p^/p)~^'^ below 
NV^p^/p of 16,200. The average value of the coefficient of heat 
transfer is basc^d on the temperature difference between the sur- 
face of the plane and the average temperature of the main gas 
stream, i.c.. 

Equation 22 is shown graphically as curve EF on Fig. 40, page 

112 . 

Natural Convection from Tubes and Planes. — A study of the 
variables involved leads to the dimensionless groups: hL'Ik, 
Cpp/ky and L^p^g/p^, where L' is a shape factor having linear 
dimensions. The bulk of the experimental study of natural 
convection has been devoted to single horizontal cylinders, 
ranging in size from small wires to large pipes, exposed to gases 
or liquids. These data are well correlated by the equation 

y = <t>x (23) 

where y equals hD/kf and x equals the complex term (FFp/^g/pf^) 
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{0A)(Cpfi/k)y which is the product of the Grashof and Prandtl 
groups. The coordinates of the logarithmic plot follow: 


log X 

-4 

-2 

0 

2 

4 

6 

8 

log y 

-0.31 

0 18 

+0.035 

0.325 

0.73 

1.21 

1.71 


For heat loss from pipes to the air of a room, this function reduces 
to the dimensional equation: 

( A 

jp) . (23a) 

For the heat loss from various shapes to the air of the room the 
following simplified equations are available: 

Long vertical pipes, h — 0A(A/D^)^‘^^ (236) 

Small vertical plates, /i = 0.28(A///)®-26 (23c) 

Large vertical plates, h = (23d) 

Horizontal plat(is, facing upward, /i = 0.38A°-25 (23c) 

Horizontal plates, facing downward, /i = 0.2A^-‘-^^ (23/) 

In these simi)lified equations, (23a) to (23/), which are not 
dimensionless, it is necessary to use the units of the nomenclature 
table on page 143, noting that Z>' is expressed in inches and the 
height II in feet. 


B. Condensing Vapors 

When a inire saturated vapor comes into contact with an inert 
surface maintained at lower temperature, condensation ensues. 
If the surface is wettable by the condensate, a continuous film 
of liquid tends to form. Further condensation can occur only on 
the outer surface of this film. Moreover, because the heat of 
condensation is released entirely at the locus of change of phase, 
the i)rocess can continue only as the heat is transmitted through 
the film. Since most liquids are poor conductors of heat, the 
film offers the major if not the only thermal resistance between 
the vapor and the cooling surface. If, on the other hand, the 
surface is non wettable, surface tension draws the condensate 
into isolated drops which soon grow large enough to fall off 
unless the surface is horizontal. This keeps a large fraction of 
the cooling surface bare and hence available for condensation of 





134 


PRINCIPLES OF CHEMICAL ENGINEERING 


additional vapor, resulting in far higher coefficients of heat 
transfer between cooling surface and vapor.* 

1. Film-type Condensation of Puref Vapor. — Visualize a 
vertical tube, the wall surface of which, in contact with a pure 
saturated vapor, is maintained at a constant temperature below 
that of the vapor and is wetted by the condensate.! Focus 
attention first on the surface near the top of th(^ tube. The 
condensate will flow down tlie tube wall under gravity, but, 
because there is but little liquid at this point, the film will be 
thin and its motion streamline. § At points progressively 
lower on the tube surface the cumulative amount of condensate 
flowing past the point is larger and the film of liquid correspond- 
ingly thicker. The heat of condensation Ix'ing absorbed from the 
vapor must, therefore, flow through the thicker film of con- 
densate, resulting in progressively lower value of the surface 
coefficient h. While one can deal with the value of h at a given 
point, it is usually more convenient to consider an average 
value, Aav., for the tube as a whole. 

Take as basis unit horizontal width moasiirod aloiis the periphery of the 
condensing wall, and consider a point AT ft. below the point wlxire condensa- 
tion starts, motion still being streamline. The total amount of (!ondensatc 
formed vertically above the point and flowing past it is 1’’ lb. per unit time. 
Call the thiciknf^ss of the liquid film at this point, L. If one may neglect 
variation of physical properties of the liquid, particularly viscosity, due to 
temperature gradient through the film, from Eq. 19, page 94, the average 
velocity of the liquid is u = pgL^/Ztxf^ wheii(!c r = piiL = p^gL^IZp /. However, 
because there is no turbulence, the heat goes through the film by pure con- 
duction, i.e.. 



The rate of condensation dr in the area dN is dr =/iA dN /r, as defined by the 

* Occasionally one part of a given surface may be wettable and another 
not. 

t What follows is equally applicable to condensation of a constant boiling 
mixture of miscible liquids. Irarniscibility of the (iondensing (‘onstituents 
would obviously interfere with flow. 

t The vapor may be either outside or inside the tube, but preferably the 
former, since in the latter case all vapor condensed in the tubes must enter 
at the ends, tending to develop a pressure gradient interfering with 
condensation. 

§ This may not be true if the rate of condensation is excessive and the 
velocity of approach of vapor to the surface correspondingly high. 
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hoat-transmission equation, where r is the latent heat of the material con- 
densing. Differentiation of the above flow expression gives dr —p^gL^ dLl/ji/, 
and integration (noting that L equals 0 at iV equals 0) gives N =rgp*L*/ 4k 
However, granting one may use an average surface coefficient from 
the top to the point in question, this will be defined by the equation, = 
1Y/A^A, or, since T—p^gL^/^pf, h^^,=rgp^L^/3p/NA. Eliminating L from 
the expressions for /lav. and N and rearranging in dimensionless groups, one 
obtains the Nusselt equation 


h^.N 

k 



rgp^N^ 

kfi/A 


(25)* 


which may bo rearranged as 


jk gp^ 

3 Si'ipsT 




(25a) 


Comparing the equations for the local and average coefficients, 
Eqs. 24 and 25a, it is found that, at any distance N from the 
point where condensation starts, the local coefficient is three- 
quarters of the average coc^fficient for the length N. 

For a single horizontal tube, condensation occurring on the 
external surface and dri])ping off, analogous reasoning^®^ leads 
to the expression t 


equivalent to 


k \ kfifA 

(26) 

A.v. = 0.76fc^^- 

(26a) 


For n horizontal tubes lying in a vertical bank, so that the 
condensate drips from one tube to the next below, one is obviously 
increasing the effective vertical height. Inspection of Eq. 26 
shows that in that case h^^, is inversely proportional to the fourth 
root of the vertical height. Hence for horizontal tubes vertically 
bank('d one us(\s Eq. 26 and divides the value of /lav. thus obtained 
by the fourth root of n. Staggered tube arrangements arc fre-' 
quently equivalent to vertical banks in this sense. 

* One must remember to use the same time unit in evaluating g, p and k. 

t This equation is far less plausible than the preceding one, e.g.^ because 
it neglects the distortion of the film by surface tension, likely to be consider- 
able. particularly on the undersurface of the pipe. 
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In each case the first form of the equations is convenient in 
problems in which A is known, and the second in those in which 
the total condensation per unit horizontal length (tube length 
for horizontal tubes or perimeter irD for vertical ones) is given. 

Analysis of the equations shows that a tube of given dimensions 
is more effective in a horizontal than in a vertical position for 
the usual case where N/Dn>2.76. Thus, if N/Dn is 100, 
horizontal tubes give an average surface coefficient approxi- 
mately 2.5 times that for the vertical tubes. 

The longer the vertical travel, the more condensate passes 
a given point and the thicker the film. Tliis will finally develop 
turbulence, after which these equations must break down. This 
probably occurs in the neighborhood of Re = 4:mup/iJi = 2100. 
The expression for Reynolds number reducx's to Re = 4:V/iJL for 
either a vertical or a horizontal tube. As Re increase's above 
2100, the total thickness of the condensate layer increases, but 
so does turbulence; the result is a decrease in the thickness of 
that portion of the layer which flows in str(*amline motion and 
an increase in the local individual coefficie'nt of heat transfer. 
Provided the r('gion bc'yond the (‘ritical point is not great, for a 
vertical tube it is safe to assume that the local h is constant at its 
critical minimum value, z.c., at h — k^gp^/Sp^2i00p/A) = 
k^gp^/1575p^. It will be recalled that this is 75 per cent of 
the value of /i^v. for the streamline region up to the critical point. 
\ similar analysis l)reaks down for horizontal tubes Ix'cause of 
the variability in slope of the surface. However, for (conditions 
in the beginning of the turbulent range in banks of superimposed 
tub(\s, one will probably not be greatly in error in assuming, by 
analogy, the turbulent coefficient to be three-fourths of h^y, for 
streamline flow at the critical limit. 

In practical engineering work tube-wall temperature is never constant, 
so that one must integrate for its variation, as well as that of film thickness. 
In the important case of vertical tube condensers, operating under steady 
conditions, cooled by a fluid of substantially (constant heat capacity over 
the temperature range involved, flowing in such a way that variation in the 
surface coefficient h of the cooling medium may be n(?glected and ignoring 
sensible relative to latent heat abstracted from the condensate, this is 
readily done. 

Denoting by Ai the overall temperature difference between condensing 
vapor and cooling fluid at the top of the tube, overall temperature difference 
is clearly ±bVf where & is a constant equal to the ratio of the latent 



FLOW OF HEAT 


137 


heat of the vapor to the product of mc^s rate and specific heat of the cooling 
fluid, and where the sign is positive if cooling fluid flows upward, negative 
if downward. 



}0 l 0.1 1.0 10 \00 

Fig. 50. — Function appearing in Kq 27. 


Likowi.sc, the overall coefficient U is given by the relation, 

where h is the cooling-fluid surface; coeffici(*nt, a. is the ratic 
of cooling to eondensing-wall ar(*n, L' is wall tliickness; k' is w all conductivity, 
L is condensate film thickness and k is its conductivity. Calling 

k^{a^ ~Jk^Ti/iy Integrating in the manner employed on page 135, 
one obtains 

=rr 1 +j ] (27) 


where the values of ^(Aa/Ai)* are shown in Fig. 50. The seeond term in the 
bracket is obviously the eorrection for the effect of the film of condensate. 


Condensation of a Single Superheated Vapor , — As brought out 
by the work of Merkel and of others, with corresponding steam 
pressures and wall temperatures, superheated steam transfers 
heat at only a slightly higher rate than saturated steam. The 
rate per unit area, q/ A, is obtained approximately by multiplying 
h for the saturated vapor by the difference between the saturation 

* Cullingz=g. ‘,^*,anegative8ignindicating 

down-flow of coohng fluid. 
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temperature tg and that of the wall L. Of course, if the wall 
temperature is above the saturation temperature, no condensation 
results and the steam is merely desuperheated, the coefficient 
being given by Eq. 11a, page 113. 

2. Dropwise Condensation of Pure Vapor. — Impurities, often 
of the nature of fatty acids, which are sometimes accidentally 
present in boiler steam, or which are purposely added, such as 
benzyl mercaptan, are found to favor dropwise condensation. 
While a complete list of the action of various compounds on the 
various metals and the amounts of promoter required to produce 
dropwise condensation for stated periods of time are not available, 
it is known that the coefficients of heat transfer h with fine- 
grained dropwise condensation of steam range from 11,000 to 
17,000 B.t.u./(hr.) (sq. ft.) (deg. F. diff.) on copper or chromium- 
plated tubes^^^ and 3000 to 4000 with brass. These coeffi- 
cients are so large, and the corresponding resistances are so small 
compared with the other resistances usually encountered, that 
the other resistances tend to be of controlling importance. 
In surface condensers with copper tubes where the velocity of 
the cooling water is 6 ft. per sec., the overall coefficacmt U is 
increased roughly 70 per cent when the steam condenses in drop- 
wise fashion instead of forming a continuous film. 

Allowance for Scale Deposits . — Clearly the thermal resistances 
of scale deposits will depend upon the nature and thickness of the 
deposit. In the absence of specific information, the following 

scale-deposit factors^’ hs = kJLgy expressed in B.t.u./(hr.) 
(sq. ft.)(deg. F. diff.), are suggested for use in Eq. 15, page 116: 

For condensing steam: 3000. 

For condensing petroleum vapors: 500. 

For heating clear water: 3000. 

For heating muddy water: 600. 

For heating topped crude or petroleum residue: 200. 

Illustration 4. — It is desired to design a tubular surface condenser to 
handle 300,000 lb. /hr. of dry saturated steam condensing at an absolute 
pressure of 1.5 in. of mercury. It is planned to use Admiral ty-metal tubes, 
A; =63, having outside and inside diameters of 1.00 in. and 0.902 in., respec- 
tively. Clean cooling water is available at 70°F., and it is planned tenta- 
tively to permit the cooling water to rise 15°, and to employ a water velocity 
of 7 ft. /sec. The following items are to be calculated: (o) gal. /min. of 
cooling water, (6) number of tubes 'n parallel, and (c) length of each tube. 
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Solution, a. Using data from the steam tables and neglecting heat 
losses and changes in kinetic energy, the cooling water rate is found to be 
300,000(1041)/(15)(8.33)(60) or 41,500 U. S. gal./min. 

h. At the specified water velocity, each tube handles (0.785) (0.902/12)* 
(7) (60) (7.48) or 13.94 gal./min., and the number of tubes in parallel is 
hence 41,500/13.94 or 2970. 

c. By Eq. 12c the water-side coefficient is 160(1 +0.75) (7)° ®/(0.902)°-^ = 
1350. Using a steam-side coefficient of 3000 and ‘‘scale-deposit factors^* 
ki/La of 3000 on both steam and water sides, by the resistance concept: 

J_ = _i_ _L 

U\ hvAv~ka.vAv~ kmA^^. ~ ka,wA2~ hviAu> 

3000^3000 ^ 12(03) (0.951) ^3000(0.902) ^1350(0.902) 
=0.000333 +0.000333 +0.000068 +0.000369 +0.000822 = }i20- 

The terminal temperature differences are 91.8 — 70=21.8 and 6.8. Since 
the overall coefficient is substantially constant, the logarithmic-mean 
temperature difference (12.9°F.) applies. By the heat-transfer equation 
the total outside surface is 300,000(1 041 )/(520)( 12.9) or 46,500 sq. ft. 

The external surface per tube equals 46,500/2970 or 15.7, which corre- 
sponds to a tube length of 15.7(12/7r) =60 ft. Since this length is longer 
than convenicirit, throe or four passes could be us('d on the water side. 
Because the temperatun^ of oik; of the fluids is substantially constant, the 
use of rev(;rsed flow would not reduce the m(‘an temperature difference. In 
practice other water velocities and temp(;rature rises would be investigated 
to determine thost* at which annual charges would be a minimum. 

3. Condensation in Presence of a Noncondensable Gas. — 

Kx(;ept in the nniisual cas(\s where the presence of a small con- 
centration of noncondensable gas causes a shift from film to 
dropwise condensation, the; presence of the inert gas seriously 
reduces the coefficient of heat transfer, owing to the presence of 
the gas film of low thermal conductivity. For this reason vapor- 
heated apparatus should be well vented to prevent the accumula- 
tion of inert gas. 

If the cooling surface is at a temperature below the dew point 
or saturation temperature, condensation results even though the 
main body of the mixture is highly superheated. Owing to a 
difftTence in partial pressures, the condensable vapor diffuses 
through the gas film and liquefies at the interface between the 
gas and condensate films. Owing to a temperature difference, 
sensible heat is transferred through the gas film. Both sensible 
and latent heat quantities are transferred through the condensate 
film and the tube wall to the cooling medium on the other side. 
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Quantitative treatment^ of this case involves the vapor-difFu- 
sion equation, heat- transfer equation and material and energy 
balances, as developed in Chap. XV III. 

C. Boiling Liquids 

Forced Circulation Type. — In this type of evaporator the 
unevaporated liquid from the vapor-liquid separator is recircu- 
lated by a pump through vertical or inclined tubes, usually 
externally heated by condensing vapor. 
Although the liquid is at the temperature 
corresponding to the boiling point at the pres- 
Q sure in the overhead separator, the pressure at 
the bottom of the tubes is greater than this, 
y owing to the fluid head and friction loss in the 
tubes, and hence as the liquid flows through the 
first part of the tubes only s(?nsible h(‘at is 
transferred, unless boiling should occur in the 
film next to the walls of the' tube. As the liquid 
progresses up the tube, it becomes warmc'r and 
the pressure de(*Teases, and it finally reaches a 
point wIktc boiling occi rs. Since above this 
point the pressure drops off evim faster than 
before, because of increased friction due to increased volume, 
the temperature will fall. This analysis is supported by the data 
of Fig. wherein the temperatures of both the fluid and the 

inner wall of the tube are plotted vs. the height of the vertical 
tube. If most of the tube length was used for warming the fluid, 
it would be expected that the coefficients would be of the general 
order of magnitude of those given by Eq. 12 for heating fluids 
without vaporization. This was found to be the case for data 
on sugar solutions and a number of organic liquids, including 
aqueous solutions of methanol.^^^^ 

In forced-circulation types involving horizontal tubes, the 
situation must be similar to that for the vertical types, exc^ept that 
the decrease in pressure is due only to friction and increase in 
kinetic energy. 

Natural Circulation Evaporators. — As noted on pages 393 to 
399, there are many types of natural-circailation evaporators, 
but general equations for h in the various types of evaporators 
are not available. However, since with aqueous solutions of 



Fig. 51. 
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low viscosity the individual coefficients are large and the cor- 
responding resistance is small, the effect of scale deposits is apt 
to reduce materially the overall coefficient. Substances such as 
calcium sulfate, which become less 
soluble with increase in temperature, 
are notorious as scale formers. 

In the range of small to moderate 
temperature differences (2 to 20°), the 
individual coefficients from tube to 
liquid are found by several observers 
to increase with the 2.4 power of the 
temperature difference from tube to 
liquid.* Howeve^r, as the temperature difference is further 
increased, this rule eventually breaks down before the maximum 




Fig. 52.0 — Boiling of ethyl acetate at atmospheric pressure by a steam-heated 
aluminum tube. The left-hand picture was taken when the steam pressure 
was 12 lb. per sq. in. gauge, the overall temperature difference A was 73°F., 
and the heat-transfer rate was 41,000 B.t.u. per hr. per sq. ft. The right- 
hand picture was taken when the steam pressure was 40 lb. per sq. ’u. gauge, 
the overall temperature difference was 104°F., and the heat-transfer rate was 
6800 B.t.u. per hr. per sq. ft. These data were taken from the recent work of 
E. T. Sauer (S.M. Thesis in Chemical Engineering, Massachusetts Institute of 
Technology, 1937). Photographs were taken with an exposure of 1/100,000 sec. 
by W. B. Tucker, using the Edgerton technique. 

heat current density is reached, at B in Fig. 52. In the zone 
CD where the heating surface is insulated from the liquid by a 

* For a given small temperature difference from metal to liquid, the 
individual coofTicient from metal to boiling water was the highest of 11 
liquids tested and w-butaiiol gave less than 1 per cent of that result. 
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nearly continuous film of vapor, the rate of heat transfer by 
conduction and radiation through the vapor film is relatively 
small. The so-called “critical temperature difference’' Ac is 
considerably smaller for some organic liquids, such as benzene, 
toluene and methanol, than for water, and consequently 
operation in the undesirabh' range CD is infrequently encountered 
with water but is easily obtained with low-boiling organic liquids 
(see Fig. 52a). 

Heat transfer in evaporators is further discussed in the chapter 
on Evaporation. 

Spray Chambers^ Packed Towers^ Etc.— In some types of 
heat-transfer apparatus the two fluids are brought into direct 
contact in an apparatus where the exact extcnit of the heat- 
transf(^r surface is difficult or impossibki to evaluate. To handle 
such cases, the usual equation dq = IJ dA A is modific^d by 
substituting the relation dA—aSdN^ where a represents the 
square feet of heat-transfer surface per cubic foot of apparatus, 
having the volume S dN cu. ft., where S is the cross section and 
dN the length. This gives 

dq = iiIa)(SdN)(A) (28) 

and the produ(d; of the two unknowns, U and a, is evaluated as a 
single term Va, being expressed as B.t.u./(hr.) (cu. ft.) (deg. F. 
diff.). This concept of a coefficient on a volumetric basis is 
applied in later chapters. 

Optimum Velocity {Economic Balance ). — In the above equations 
it will be noted that velocity is an important variable and one 
largely within the control of the designer. Thus, in air heaters 
for ventilating systems, driers, humidifiers, etc., one may use a 
high air velocity, thereby securing a high coefficient of heat 
transfer, but this is done at the expense of a high pressure drop. 
If desired, one may go to the other extreme and use a very low 
air velocity, requiring therefore a large luxating surface but 
involving a low pressure drop and accordingly only a small 
pow(T consumy)tion. The decision as to the velocity to be 
employed in a given case requires an economic balance between 
cost of power and cost of heating surface. The curves in Fig. 
53 have been calculated for the heating of 10,000 cu. ft. per min. 
of air from 70 to 150°F., using steam condensing at 220°F. in 
a heater made of staggered standard 1-in. pipes. The coefficients 
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were determined from Fig. 40, page 112, and the pressure drops 

from Eq. 21, page 96. The cost of heating surface was taken 

as $1.40 per sq. ft. including all installation costs. The cost of 

power delivered to the air, corrected for efficiencies of fan and 

motor, was assumed to be 5 cents per kw.-hr. The drier for 

which this apparatus was designed operates 7200 hr. per year, 

i.c.j 300 days. The annual charge against the heating surface 

for depreciation, interest, taxes, 

maintenance, etc., was taken as ^ 

15 per cent. C* 

It will be noted that the point ^ 

of lowest total cost corresponds ^ 

to a linear velocity of only 8 ft. J 

per sec. through the minimum ^ 

. o 100 

clear area. The explanation for i 
this result is that the percentage < 
charged off against df^preciation 
is lower than is justifiable und(ir 
other than (*xc(q)tional condi- 
tions. High fixed charges demand high velocities; high power 
cost, the reverse. There is often a tendency on the part of the 
designer to reduce initial iuvestinent by an installation that is 
in reality uneconomical because of excessive operating costs. 

Nomenclature 

(Tho units arc based on feet, pounds, hours, degrees Fahrenheit and 
B.t.u. Any other e.onsisUuit set may be used in the dimensionless relations 
given, but for the few duiuaisiona! oquatiob ..lie units of this table must be 
used.) 

A =area of heat-transfer surface, sq. ft. 

Aav. = average value of A, sq. ft. 

a = heat-transfer surface per unit volume of apparatus, sq. 
ft./cu. ft. 

a'=a ratio, A/A, sq. ft./ft. 

B= effective thickness of film, ft.; B=k/h. 

&=a constant. 

C, c=spo(!ific heats. 

(7p=specific heat at constant pressure, B.t.u. /(lb.) (deg. F.) 
d=prefix, indicating differential. 

D =diameter, ft. 

Deq. = equivalent diameter, ft. 

D'= diameter, inches. 
e =base of natural logarithms, 2.718. 



5 6 7 8 9 10 II 12 13 14 

Vmox.tf+Pe'' Sec.) 

Fi(i. 53. 
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ratio of true mean temperature difference to that for coun- 
terflow. 

/ = friction factor in Fanning equation, dimensionless. 

G=mas 8 velocity, equals w/S, lb./(hr.)(sq. ft. of cross section 
occupied by fluid). 

Gjoa^x. =mass velocity through minimum free area in a row of pipes 
normal to the fluid stream, lb./(hr.)(sq. ft.). 

G'umx. =mass velocity, lb./( 8 ec.)(sq. ft.). 

= acceleration due to gravity, 4.18X10** ft. /(hr.) (hr.), 
if = height of vertical plane, ft. 

local individual coefficient of heat transfer, equals dqjdA A, 
B.t.u./(hr.)(sq. ft.) (deg. F. diff.). 

=mean value of h for entire apparatus, based on Am.. 

^a.m. = average; /i, arbitrarily based on arithmetic-mean tenip(;rature 
difference. 

/ia=scale factor = conductivity of scale/lhickness of scale. 
A;=thermal conductivity of fluid, B.t.u./(lir.)(sq. ft.) (unit tem- 
perature gradient, deg. F./ft.). 

Ifcav. "^(^2 f|)* 

k/=k at the temperature, f./ = (t-j-lu>)/2. 

Z/=imear dimension; tliickness of conductor, ft. 

M =mass. 

m=hydrauli(! radius, ft.; ecpials S/p'. 

= length of heat-transfer surfa(!e, heated hmgtli, ft. S(*e Fig. 43. 
n = number, dimensionless. 

7 /= perimeter in contact with fluid, ft. 

Q=quaiitity of heat, B.t.u. 
g, 90 = rate of heat flow, B.t.u. /hr. 

= individual thermal resistance, L/k^y,A^^,. 

Re — Reynolds number. AmG/ix =4r/M. 

Rc/^Re at film temperature f/, where — 
r=latent heat of condensation, B.t.u. /lb. 

S = cross section, filled by fluid, in plane normal to direction of 
fluid flow, sq. ft. 

T = temperature, deg. F. abs. 

Tu 7^2 = inlet and outlet bulk temperatures, respectively, of ivarmer 
fluid, deg. F. 

^=bulk temperature (based on heat balance), deg. F. 
ts = saturation temperature of vapor, deg. F. 
fu>=wall temperature, deg. F. 

ti, < 2 = inlet and outlet bulk temperatures of colder fluid, deg. F. 
too = temperature of stream of great depth, ambient temperature, 
deg. F. 

t = temperature difference (in discussion of dimensions), 
t', t" =bulk temperature of fluid at any point in entrance and exit 
passes, respectively, of U-tube in discussion of Am. in 
multi-pass exchangers. 
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I7=overall coefficient of heat transfer, B.t.u./(hr.)(sq. ft.) 
(deg. F.). 

V, u— average velocity, volumetric rate divided by cross section 
filled by fluid, ft. /hr. 

= velocity of stream of great depth, ft. /hr. 

V 3 = value of F, ft. /sec. 

TF, i/;=mass rate of flow per tube, lb. /(hr.) (tube). 

X, 1 /, z= variables. 

Z = {T,-T^,)/{U-U). 

a = alpha, a ratio. 

^=beta, voluirKitric coefficient of thermal expansion, having 
units of reciprocal of temperature. 

r=gamma (capital), mass rate of flow, lb. /(hr.) (ft. of wetted 
periphery measured on a plane normal to direction of 
fluid flow); wIttD for a vertical and wl2N for a hori- 
zontal tube. 

7 =gamma (lower case), surface tension, lb. /hr.® 

A = delta, temperature difference, deg. F., either overall or 
individual. 

Aa.m., Ai.ni. == arithmetic and logarithmic means of terminal temperature 
differences, respectively, deg. F. 

Am. = true mean value of the lerminal temperature differences, 
d(\g. F. 

d= delta, partial derivative. 

Q = theta, time, hr. 

jLi=mu, viscosity at bulk temperature, lb. /(hr.) (ft.); equals 
2.42 times (Hmtipoises. 

/X/ =viscosity, lb./(hr.)(ft.), at arithmetic mean of wall and fluid 
temperatures. 

/Xu, = viscosity at wall temperatun*, lb./(hr.Hft.). 

TT =pi, 3.141G. 

p=rho, density, Ib./cu. ft. 

density of stream of great depth, Ib./cu. ft. 

0=phi, function defined by = (/x//x/)^'‘(i d-O.OlS-^Crr). 

\p =psi, function. 

PART III. RADIATION 

Introduction. — All bodies emit radiant energy and the rate of 
energy emission always rises with the temperature of the body.* 
Furthermore, the spectra of the radiation emitted by solids and 
liquids arc always continuous. When radiation strikes a body, 
part of it is absorbed and quantitatively transformed into heat, 
part is reflected, and part may be transmitted unchanged if 

* The type of radiation under discussion is called thermal radiation, in 
contradistinction to fluorescence, phosphorescence, radiation excited by 
electric discharge, and the like. 
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the body is not completely opaque. The total emissive power E 
of a surface is the total radiant energy emitted per unit time from 
a unit area. If the surface is exposed to uniform radiation from 
a source that fills the field of view of the surface, the fraction of 
the incident radiant energy which is absorbed is termed the 
hemispherical absorptivity of the surface, hereinafter called 
merely the absorptivity a; similarly, the fraction reflected \ij 
called the reflectivity. For opaque bodies, to which all later 
treatment is restricted, the sum of absorptivity and reflectivity 
ecpials unity. Certain bodies, such as lampblack or a surface 
coated with it, absorb nearly all the radiation falling upon them. 
An ideal body which absorbs all the radiation striking its surface 
is defined as the black body. No actual surfaces are absolutely 
black ill this sense, but many nonmetallic bodies absorb approxi- 
mately 90 per cent of the incident radiation. The emissivity p 
of an actual surface is d(*fined as the total emissive power E of 
the surface divided by the emissive power of a black body at the 
same temperature, p = PJ/Eb^* 

Visualize two parallel plane surfaces, S\ and ^> 2 , having 
a^eas that are large relative to the distance between them. Both 
surfaces are maintained at the same temperature; Si is a black 
body, absorbing all the radiation falling upon it; iln) other, S 2 , 
has an absorptivity less than unity. The spa(*e between is 
evacuated so there is nothing to interfere with the travel of 
radiant energy. The absorption of eiuTgy from the blacrk body 
by the surface S 2 is Eun, and the reflection from S 2 to S\ is 
Eb{1—ci)- The emission from S 2 is EbP and must be of such 
magnitude that the sum of it and the reflected energy must equal 
the emission Eb from Si, since otherwise there would be a net 
transfer of heat between two bodies at the same temperature. 
Therefore, Eb{1—(i) plus Enp equals Eb, and the absorptivity a 
equals the emissivity p under these isothermal conditions. Since 
the absorptivity of a surface can never exceed unity, the above 
relation indicates that the emissivity can never exceed unity. 
i.e., no surface can emit more radiation than a black body a^ 

* The reader is cautioned to bear in mind the frequent loose use of terms 
in the literature, where for example “absorptive power” is sometimes used 
to cover the term herein called “absorptivity.” “Absorptive power” con- 
notes an actual amount of energy per unit time. Absorptivity and reflec- 
tivity are merely numerical ratios. 
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the same temperature, and hence the black body is sometimes 
called the perfect radiator. 

In the light of the preceding paragraph, it is clear that, if 
a small peephole were made in the surface of the black body in the 
above case, the amount of energy per unit time streaming through 
this peephole (the sum of emission and reflection from the non- 
black surface) must be equal to that emitted from a black body 
at the same temperature. A more detailed analysis shows that 
this conclusion is valid regardless of th(j shape or material of 
construction of the enclosure, so long as 
it is isothermal. Indeed, the isother- 
mal enclosure provided with a peephole 
serves as the basis of all temperature 
standards above the range of the gas 
thermometer. 

Investigation of the spectra of black- 
body radiation gives curves such as 
those shown in Fig. 54. These curves, 
which show the distribution of radiant 
energy throughout the range of wave- 
length, are fixed at any given tempera- 
ture and are a function of temperature 
only. The energy lying between the 
wavelengths X and \+d\ is obviously proportional to d\ and 
equals d\ wluire (\b is the monochromatic emissive power 
of the black body per unit wavelength, expressed as energy per 
unit time per unit area and per unit wavelength. The value of 
cxB always reaches a maximum at a characteristic wavelength Xm 
dependent on the temperature; exi)ressirig wavelength in microns 
and temperature in degrees Fahrenheit absolute, \m equals 
6200/T. As the temperature rises, the whole curve rises and the 
maximum moves in the direction of shorter wavelength (see 
Fig. 54). It is clear that the total emissive power Eh of the black 
body at any given temperature is the integral of the area under 
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the corresponding curve, i.e.. Eh equals d\. 

The ratio of the monochromatic emissive power e\ of an 
actual surface to that of the black body at the same temperature 
is called the monochromatic emissivity, ^.c., p = ex/exB. The 
statements made as to the equality of emissivity and absorptivity 
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of a given surface as applied to radiation of all wavelengths must 
apply likewise to each individual wavelength, since otherwise the 
character of th(^ black-body spectrum would depend on the sur- 
face. Hence the monochromatic cmissivity p\ ecpials the mono- 
chromatic absorptivity Ox for any wavelength and dei)ends only 
upon the character of the specific surface and its temperature. 
Because the radiation from a black body, both monochromatic 

and total, is fixed at a given temi)era- 
ture, the value of p\ or of p at that 
temperature fixes definitely the energy 
emitted from the surface. On the 
other hand, the amount of energy 
al)S()rbed by a surface is a function of 
the nature and intensity of the radia- 
tion to whi(‘h it is exposc^d as well as of 
the surface absorptivities and a. 
The character and tompt^raturti of th(' 
surface are therefore inadequate to 

0 2 4 6 8 10 define fully th(' energy n'ceived by 

Wavelength in Microns ahHorpiio 7 i. Theni is no ex jx^ri mental 

evidence that the absorptivity is 
materially affected by the intensity of the incident radiation. 

If the values of px for an actual body were constant at all 
wavelengths, its spectral divStribulion curve, cx vs. X, would be 
similar in shape to that for a black body at the sam(' temperature, 
and at each wavelength the height of the curve, cx, would be the 
same fraction of Vxn (Fig. 55). Such a body is defined fis a gray 
body.* In the treatment of gray bodies one can d(\‘d directly 
with total emissive power and ignore the monochromatic efTec.ts 
when considering total energy exchange. While the phenomena 
of radiation are extraordinarily complex, fortunately, under the 
conditions encounteri'd in most engineering work, the interrela- 
tionships can be greatly simplified. Thus, the temperature 
levels encountered in engineering i)ractice arc such that the bulk 
of the energy li(\s in the infrared spectrum in contrast to sunlight 

* Since experimental evidence indicates that px> the emissivity at any 
wavelength, is but little affected by temperature, a truly gray body 
will have a total absorptivity a and a total emissivity p unaffected by 
temperature. 
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which has its maximum intensity in the visible spectrum.* The 
great majority of solids except polished metals, approximate 
the gray-body state under vsuch conditions of infrared radiation 
and can be reasonably treated as gray bodies. Reliable data 
on p and a are meager, and factors such as differences due to 
surface roughness and degn^e of glazing cause variations in the 
results obtained. However, for most surfaces except polished 
metals, t p and a are high and range from 0.7 to 0.97, indicating 
the use of a value of 0.9 where other data are unavailable. 

With polished metals the values of a and p are low at low 
temperatures and increase with temperature, owing to consider- 
able variations of a\ and px witli wavelength. Despite this, for 
many probUms a singles average value for a and p for a given 
metal is a workable approximation. 

Stefan-Boltzmann Radiation Law for Black Bodies. — Based 
on Tyndall’s in(\‘isur('m(mts of th(‘ emission of radiation from 
I)latinum blac^k, Stefan noted in 1879 that the rate of energy 
emission was proportional to the fourth i)()wer of the al)solute 
temperature. A f(nv years lai.(T Boltzmann deduced this 
relation for black bodi(\s by thermodynamic reasoning. The 
relation known as the Stefan-Boltziiiaim law for black bodies is 
Eii = aT^j in wliieh a is the Siefaii-Boltzrnann constant, revis(‘d 
several times as experimental technique improved. The present 
value of cr is 0.173 X10~^ wlien En is exj^ressed in B.t.u. per hour 
per scpiare foot and T is ex]m*ssed in degrees Fahrenlieit abso- 
lute 4 Employing these units, the Stefan-Boltzmann law 
becomes: 

(29) 

Let A represent the surface of the black ]) 0 (ly exi)ressed in square 
feet and q the rate of emission in B.t.u. per hour. If all parts 

* At a given temperature the absorptivity of a surface for sunlight may be 
consideralily different from its absorptivity for the longer wavelengths pre- 
dominating in low-temperature radiation. 

t Unoxidized aluminum plate and foil have emissivities of 0.04 to 0.06; 
even when oxidized at llOO^F.; because of the transparency of the thin 
coating of oxide, p is only 0.2. 

t When Eb is expressed in gram calories per second per square centimeter, 
and T in degrees centigrade absolute, cr is 1.37X10"^®. 
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of the blaek emitting surface are at a uniform temperature, 
q = EBA] if the surface temperature varies, q = jEB dA. 

Interchange between Black Surfaces 

If one observes at a distance the thermal radiation from a 
black body of any shape whatever, the result is identical with 
the radiation one would receive from another black body, at the 
same temperature, whose actual surface in position and area is 
identical with the projected area of the first body. It is fre- 
quently assumed that the same is true for bodies that are not 
black bodi(\s, assuming that the projected surface is identical in 
character with the actual one. This is approximat(‘ly true in the 
case of many industrial surfaces that have high emissivities, but 
breaks down in the case of the polished metals. This rule is (capa- 
ble of mathematical formulation in terms of the important cosine 
law. 


Derivation of General Differential Equation. — Consider a small blac^k- 
surfacc eleincnt rlAj of total emissive power Eb radiating in all directions 
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from one side. The problem is to didermine what 
portion of its radiatiotn is int(?rcepted by some other 
small black surface of element dA2. Figure 5 () presents 
the details of the problem. Obviously the radiation 
per unit time from dA\ intercepted by ^.42 is 

proportional to the apparent area dA[ as vic^wed from 
dA^. Furthermore, the interception of the emitted 
beam is proportional to the apparent area dA^ of dA^ 
tak(*n normal to the beam. Also the radiation received 


at dA2 will vary inversely as the square of the distance or radius r s(*parat- 


ing dAi and dA2. Algebraically stated, th(*se nda- 
tions give the equation 

dq,-,2=ii{dA[)(dA'.)/r^ (30) 

where ii is a proportionality constant. Thi.s is the 
“square-of-the distance law” familiar from pihysics 
experiments in illumination. Since dA^ equals dAi 
cos 01* and equals dA z cos 02, this may be written 



A F B 


dq\-^ 2 —i\{dAi cos 0 i)(dA 2 cos 02 ) /r^. (30a) Fig. 67. 


This equation is sometimes expressed in a different form. Let the small 

* This may be seen from Fig. 57 , which shows an enlarged view of dAi 
having side AB, and of dA[ having side BC. Since AB and BC^ enclosing 
angle ABC, are, respectively, perpendicular to EF and DF, BC j AB equals 
cos ABC. Since BCjAB equals dA'jdAi, dA\ equals dAi cos 0i. 
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solid angle subtended by dA 2 at dAi be called dtai (see Fig. 58). By definition 
a solid angle is numerically the area subtended on a sphere of unit radius, or, 
for a sphere of radius r, the intercepted area divided by r®. Hence one may 
write do)i=dA!jr’^—dA 2 cos </> 2 /r^ and Eq. 30a becomes 

dq\-* 2 =i\ dAi cos 0i dwi. (305) 

Sin(;e Eq. 30a is symmetrical with respect to dAi and 
dA^y and to cos «/>i, and cos a third way of writing 
E(p 30a is 

dq\-^ 2 =i\ dA-i cos da) 2 . (30c) 

The various forms of Eq. 30 are completely equivalent; 
the choi(;e among them in subsequent use will depend 
on the* particular proble'in. The proportionality factor ii will be referred 
to as the intensity of radiation from the surface^ dAx. 

The rate of radiation dqi in all directions from one side of 
clA 1 is given by integration of Eq. 305 over the complete hemi- 
spherical angle 7r/2 above dAi; dqi = dAiiifd'joi cos <^i. Since by 
definition Ebi equals dqi/dAi^ the relation between Ebi and ii is 
obtained by 





(30d) 


Referring to Fig. 59, dos(*ribe a hemisphere of radius r around 

dAi. Let dA^ be a small surface 
element of the surface of the 
hemisphere, the ladius r making 
the angle <t>i with the normal to 
dAi. Considering as an element 
of area of the hemisphere, a 
ring of width r d<t>i and a length 
of 2wr sin </>!, the area dA 2 is 
2wr^ sin <t>i d<t>i. Substitution 
of this value of dA 2 in Eq. SOd gives 

I T 

EBi = 2wiiJ^ sin <t>i cos d<;>i = ii^sin2 0i^^=7rii. 



Thus the intensity i of the cosine law is found to he the total emissive 
'power of a black body, divided by tt; 
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The same result is obtained by considering the upper surface to 
be an infinite plate parallel to dAi, rather than the hemisphere 
considered above. 

Of the radiation emitted p(T unit time by the black element 
the amount dq^^i intercepted by dAi is given by equations 
like h]qs. 30tt, 30b and 30c, except that ii is replaced by ^ 2 . 
Since for tlu^ present case of black bodies all radiation intercepted 
is absorbed, the net rate of interchange, or dqi^ 2 , minus dg 2 — i, 

is given by equations like Eqs. 
30a, 30b and 30c, except that ii 
is replaced by 1 ^ — 12 , which 
(equals (^lii /tt. 

Net Rate of Radiation between Two 
Finite Black Bodies.- -The applica- 
tion of lliis relation to the evaluation 
of the net intercliajij^e betwc'en finite 
black surfa.ces will Ix^ illustrated by a 
siniide ease, that of two parallel disks 
directly oiijiosed, separated by the dis- 
tance' /v. Fij^ure fiO shows the details 
of the jirobleni. Tlie larger and 
smaller disks havi‘, radii a and 6, and 
areas Ai and A 2, respeitively. The 
angles xpx and \j/2 are measured from the 
n ferenei' plane A BCD. The elemen- 
tary surfaces d/li and dA2 lie at local radii pi and respectively. Eejua- 
tion 30 , with the replacement of i by the term (E;n — is convenient 

to use: 



Fig. go. 


dQnot — 


(Ebi—FbA dd 1 cos 01 dA 2 cos 02 


(30/) 


By examination of Fig. 60 , the terms in this ecpiation may be identified as 
follows : 


dAi — dpi pi dipi] dd 2 — dpn p2 d\l/2] 
c.Oi^ <t)i=K/r; cos 02 = /v/r; 
r = 'v/pi2-j-p2^— 2piP2 cos 

(Substituting these five relat ions in Eq. 30 / and inserting limits to cover the 
whole area of each disk give the relation 


p]P2^^ dpi dp2 d0i d02 
+ ~2pip2 cos (^2~^l)^+^^] 


j *2ir r2v fa fl 

0 Jo jo jo 


( 31 ) 
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Since the radiant-heat interchange between the disk of area A] and an 
infinite parallel plane replacing is {Eb\ —EB‘i)Ayy it is seen that the bracket 
in Eq. 31 reprejsents AiFi_»2, where F|_^2 rtiprcsents the fraction of the 
radiation leaving one side of A i in all directions, which is intercepted by 
disk A 2. By the symmetry of the problem, the bracket may alternatively 
be considered to be represented by Sinfre either Ai(=wb^) or 

A2(=7ra2) may be factonul out of the bracket, the choice of Ai gives one 
value to Fi_» 2 and the choice of A 2 another value of F2-4]. 

I'he general equation of radiant-heat intercdiange between two 
black surfaces is conscHiuently 

= = (31a) 

in whi(di A is the area (jf on(' of the surfaces and Fa is a geometrical 
factor dependent only on the shape of the system and on which 
of the two surfaces is used for evaluating A. 

In the case of a small black body of area A i and temperature 
Ti completely enclosed, it is obvious that all the radiation leaving 
A I ill all directions is intercepted by the walls of the enclosure 
at T 2 , i.c.j Fi _2 is unity. The net exchange is then 

= = (31«>) 

The value of Fa corresponding to the case of finite disks con- 
sidered in detail above is jiresented as curve 1 of Fig. 61 for 
the special case of disks of equal radius. Figun* 61 also includes 
as curve 2 the factor Fa for scjuanss. The factors for many 
other shap(\s of industrial importance are available in algebraic 
or giaphical form. 

Intkkohan(3k between Gray Stjkfai^es 

Analysis of the problem of interchange between surfaces 

makes it clear that structures having identical surface character- 
istics, relative temperature distributions and shape factors, but 
differing in dimensions will have at all i)oiiits identical rates of 
total radiation inter(*bange per unit area at corres})ondiiig points. 
Since this is true, the total rate of energy interchange over a 
given area will be i)roportional to that area, despite the possibility 
of considerable variations from point to point in the area. 

Granting that the heat exchange is due predominantly to the 
maintenance of a relatively uniform high temperature Ti over one 
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portion of the area of the structure and a relatively constant 
lower temperature T 2 over another, and that net energy quantities 
transferred from other areas arc negligible, this is equivalent to 
saying that the total energy interchange per unit time can be 
expressed by an equation of the form 

( 32 ) 

in which q represents the net rate of heat radiation, B.t.u. per 
hour; A the area of one of the two surfaces, square feet; Fae a 
factor which allows for the average angle throughout which one 
surfa(;e views the other and is dependent on which surface is 
chosen to use in the area term A, and also makes allowance 
for the emissivities pi and p 2 of the two surfaces. From the 
character of the preceding discussion it should be cl(\ar that for 
any structure of a specific gc'ometrical shape, built of surfaces 
of specific radiation characteristics, it ought to be possible to 
evaluate the function Fae by integration of the fundamental 
equation given. Howevc^r, it is not surprising to find that 
the integrations themselves are extraordinarily complicated. 
Indeed, in many cases one can only make approximations, which 
are not too accurate. However, these int(;grations have been 
carried out for a relatively large number of cases of engineering 
importance. It has been found possible to approximate the 
factor of Eq. 32 by tli(» product of two factors: the geometrical 
factor already discussed, and a factor to allow for the nonblack 
character of the surfaces. Equation 32 then becomes 




Tli(^ factors Fa and Fu are tabulated for a number of important 
(^ases in Table I, accompanied by Figs. 61 and 62. For other 
cas(\s oc.casioiially (encountered one must go to the literature. 
Since in the expri^ssioii for Fe th(i fai^tor p must serve as the 
(emissivity of th(^ surface and as its absorptivity for radiation 
from the other surface (which is at a different temperature), 
and since absorptivity depends more on the ^ temperature of 
the radiation being absorlx'd than on the temperature of the 
absorber, the value of p for the sink should b(^ evaluated at the 
temperature of the source. Since the radiation emitted by 
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the sink is small compared to that from the source, the emissivity 
of the source is more important than its absorptivity for radia- 
tion of a lower “temperature’^; hence the value of p for the source 
should also be evaluated at the temperature of the source. The 




approximation here involved is well within the precision with 
which emissivities are known for most industrial surfaces. The 
use of Eq. 32a with values of Fa and Fe of Table I is theoretically 
restricted to cases where the source and sink are at a uniform 
temperature. 
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Table — Radiation between Solids. Factors for Use in Eq. 32a 

(Hoilel) 


Case 

Surfaces between which radiation 
is being interchanged 

Area, 

A 

Angle factor. 

Emissivity factor, Fe 

1 

Infinite parallel planes 

Either 

1 

1 

-+--1 

Pi Pi 

2 

Completely enclosed body, small 
comparea with enclosing body. 
(Subscripts 1 refer to enclosed 
body.) 

Ai 

(Note 

a) 

1 

pi 

3 

Concentric spheres or infinite cylin- 
ders. (Subscripts 1 refer to en- 
closed bodies, 2 to surroundings ) 

Ai 

1 

pi A2\P2 / 

1 

or- 

-^-H~-l(Note b) 

pi Pi 

4 

Element dA and semi-infinite sur- 
face, latter generated by line mov- 
ing parallel to its original position 
and to plane of dA. Pass plane 
through normal to dA , perpen- 
dicular to generating line of other 
surface. In this plane 4>' and 0 ” 
are angles made by lines connect- 
ing dA to edges of surface, with 
the normal to dA. 

dA 

Bin 0 ' — sin 0 ” 

2 

Only plane 
angles are in- 
volved 

PiPi 


Two equal parallel circular disks 
with centers on same normal to 
their planes. 

Either 

Fig. 61, line 1 

V ViPi<Fb, 

1 ? >Fjf 

>-+--1 
[ pi P2 

I (Note d) 

' (Note /) 

6 

Two equal squares in parallel planes 
and directly opposite one another 

Either 

Fig. 61, line 2 

7 

Two equal rectangles in parallel 
planes and directly opposite one 
another. 

Eitln r 

Fa = 

's/Fa'XFa" 
(Note c) 

8 

Two rectangles wuth a common side, 
in perpendicular planes. 

Either 

Fig 01 

piP'i, approximate 
(Note /) 

9 

Parallel squares or disks, connected 
by nonconducting but reradiuting 
black walls. 

Either 

Fig. 61, line 3 

Pit's, approximate 
(Note f) 

10 

Parallel rectangles connected by 
nonconducting but reradiating 
black walls. 

Either 

(Note c) 

Pi 7 > 2 , approximate 
(Note /) 


a. EnoloBcd body must contain no nogative curvature if Ai is used. Keplace any “dim- 
ples’' in surface by equivalent planes in evaluating Au and raise "effective” emissivity from 
pi toward unity in proportion to depth of dimple. 

b. First form results from assumption of completely diffuse reflection, second if reflection 
is completely specular (mirrorlike). True value will be very much nearer first than second. 

c. F.*' “factor obtained for Case 6, for squares equivalent to smaller side of rectangle. 

Fa" “Same factor, for squares equivalent to larger side of rectangle. 

d. Exact treatment is dependent on kind of reflection, when areas are small compared 
to distance apart, Fb is nearer pxvz] when areas are large or close together, Fj is nearer 

1 



e. Obtained from Case 9 aS Case 7 is obtained from Case 6. See Note c and Fig. 61. 

/. An exact formulation is impossible unless the entire system is completely described. 
However, where pi^d pz are 0.8 or higher, the approximations given are satisfactory. 
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Enclosures at Nonuniform Temperature. — Although it is 
beyond the province of this book to treat fully the complex cases 
of enclosures of nonuniform temperature, certain simplified cases 
will be considered to indicate the method of attack. If an 
enclosure consisting of black surfaces can be divided into a 
number of zones, each at a uniform temperature, the fraction of 
the total radiation from any one of the zones, which is intercepted 
by one of the other zones, may be evaluated by suitable integra- 
tion or by the use of plots giving the geometrical factor Fa for 
Eq. 32a. Generally in a design probkim the temperature of 
not more than two of the zones will be specified, the source and 
the sink. Other zones will take up equilibrium temperatures 
obtainable by a heat balance on the zone, which may involve 
allowance for external heat losses. The sole objective in a 
problem is frequently the determination of the net interchange 
between the source and the sink, including both direct inter- 
change and reradiation from other surfaces. This need not 
always involve a determination of the temperatures of the other 
surfaces present. 

In some enclosures the temperature varies continuously along 
the wall. Certain cases of this type may be treated exactly, 
such as the interchange between two disks at uniform but dif- 
ferent temperatures, connected by noncondu(;ting but reradiating 
walls. Although the solution of this problem is quite complex, 
the results can be presented in simple form (curve 3, Fig. 61). 
It is found that the actual heat interchange per unit area is a 
fraction of that which would occur if the two disks were separated 
by an infinitesimal distance (i.c., the case of infinite parallel 
planes), and that this fraction is independent of the temperatures 
of the disks and completely determined by the ratio of their 
diameter to distance apart. This factor of interchange between 
planes is presented in Fig. 61 as curves 3, 4 and 5. It is clear 
that the case just discussed covers such industrial cases as the 
loss of heat through furnace peepholes and the interchange of 
heat in certain types of electric furnaces. 

Illustration 6. — A muffle-type furnace, in which the carborundum muffle 
forms a continuous floor of dimensions 15 by 20 ft., has its ultimate heat- 
receiving surface in the form of several rows of tubes above and parallel 
to the muffle, the distance from the muffle top to the lowest row of tubes 
being 10 ft. The tubes fill the furnace top, equal in area to that of the 
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carborundum floor. The average temperature of the upper surface of the 
floor is 2100°F.; the tubes are at 600°F. The side walls of the chamber are 
assumed substantially nonconducting but reradiating, and are at some 
equilibrium temperature between 600“ and 2100°F., such that they radiate 
just as much heat as they receive. The tubes are steel, oxidized. Find (a) 
the total net radiation between the two surfaces, taking into account the 
reradiation from the side walls and {h) the direct radiant-heat interchange 
between the tubes and the 15-ft. by 10-ft. back wall, if the latter has an 
average temperature of 1500°F. 

Solution, a. The net radiation between the carborundum and the tubes, 
with allowance made for the effect of the roradiating side walls, is obtained 
by evaluating for Case 10 instead of Case 5. From curve 4 (Fig. 61), 
F^=0.63 and F^=0.69, Then Fa = V^(0.63) (0.69) =0.66, which means 
that the carborundum and tubes interchange directly and indirectly, by the 
aid of the side walls, 66 per cent as much radiant heat as if they were so close 
together that they could be considered infinite parallel planes, viewing 
nothing but each other: 

5=0.173(300)[(25.0)^-(10.6)^](0.66)(0.9)(0.7) =8,960,000 H.t.u./hr. 

h. Since the tubes represent a 15- by 20-ft. rectangle, this problem may be 
classified under Case 8, Tables I, interchange between two rectangles, 15 by 
20 ft. and 15 by 10 ft., in perpendicular planes, and having a common 15-ft. 
side. Figure 62 shows that the interchange of h(‘at may be based on either 
area. Let A equal the plane of the tubes, 15 by 20 ft. Then, F = 
2%’5=1.33, Z = ^^*f5=0.67 and F^=0.13. If the emissivity of the back 
wall is assumed to be 0.85, 

g=0.173(300)[(19.6)^-(10.6)^](0.13)(0.85)(0.90) =693,000 B.t.u./hr. 

Illustration 6 . — The distribution of radiant heat to the different rows 
of tubes in a tube nest irradiated from one side falls under Case 4 of Table 
I. Figure 63 represents the summarized results obtained by the applica- 
tion of the mcithod described in Case 4 to the special problem of radiation 
from a plane to one or two rows above and parallel to the plane when the 
tubes are staggered and placed on equilateral triangular centers. 

a. Suppose it is desinni to con.sider the case? of 4t^-in. tubes on 9-in. 
centers. The heat interchange between two infinite parallel planes will 
be taken as a basis of comparison. If one plane is replaced by a nest of 
tubes, many rows deep, the heat interchange will be the same. According 
to Fig. 63, curve 3, the first row of the tubes will intercept 0.66 of the total. 
According to curve 1, the second row will intercept 0.21 of the total, leaving 
1—0.66—0.21 =0.13 to be intercepted by the remaining rows. 

h. Suppose the one plane had been replaced by a single row of tubes with a 
refractory back wall instead of by a nest of tubes. The fraction 0.66 of the 
radiation from the other plane would still be intercepted by the row of tubes, 
the fraction 0.34 going through and being absorbed by the back wall. If 
it is assumed that there is no external heat loss from the back wall, the 
latter must take up an equilibrium temperature between that of the tubes 
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and that of the other radiating plane and must radiate back as much heat 
as it absorbed. This back radiation, 0.34, will be 66 per cent intercepted 
by the tubes, the other 34 per cent of it returning to the original radiator. 
The total heat picked up by the tube is, therefore, 0.66+0.66(0.34) =0.88, a 
value that could have been read from Fig. 63, curve 6. A single tube 
and back wall ¥dll, therefore, be 88 per cent as effective a heat receiver 
as an infinite number of rows, so far as radiant-heat transmission is 
concerned. 

c. Suppose the one plane had been replaced by two rows of tubes with 
refractory back wall, instead of by a single row. According to Fig. 63, 



Fig. — Radiation from a jilane to one or two rows of tubes above and 

parallel to the plane. Tubes on equilateral-triangular centers; nonconducting, 
but reradiating refractory surface above tubes. The ordinates are expressed 
on the basis of heat transferred from a plane to a plane replacing the tubes or 
to an infinite number of rows of tubes. Curves 3 and 1 apply to direct radiation 
to the first and second rows, respectively. 

curves 4 and 2, the total radiation to the first row is 0.69, to the second 0.29, 
and to both 0.69+0.29, or 0.98 a.s much as to an infinite number of rows (or 
to a continuous plane). 

From Fig. 63, it is seen that only when the tubes are of small diameter, 
relative to their distance apart, is there any considerable quantity of radiant- 
heat penetration beyond the second row. 

Simplified Equation for Radiation. — As shown on page 107, 
the heat transfer between solid and gas by convection is given 
by the equation 

qc = hMT.-T,) (33) 

wherein Qc represents the rate of transfer by convection j B.t.u. 
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per hour; A the surface area, square feet; and Tg the tem- 
peratures of the surface and of the gas, respectively, in degrees 
Fahrenheit absolute; and he the coefficient of heat transfer by 
convection, B.t.u./(hr.)(sq. ft.)(dcg. F.) (see pages 112 and 115). 
As shown for Case 2 in Table I, the heat loss by radiation from 
a body small in size compared to the enclosure, as, for example, a 
steam pipe in a room, is given by the equation 

{^y] 

wherein Qr is the rate of heat transfer from pipe to room by 
radiatioriy B.t.u. per hour; p is the emissivity of the surface 
of the pipe; and Tg and Tr are the temperatures of the pipe and 
room, respectively, in degrees Fahrenheit absolute. It is 
sometimes convenient to evaluate Qt by the simplified equation 
for radiation: 

qr = hrA{T.-Tr) (35) 


wherein K is a factor called the coefficient of radiant-heat transfer 
from solid to solid, expressed in B.t.u./(hr.)(sq. ft.) (dog. F. diff. 
between surface and room), and is evaluated from a chart or 
the equation 


hr = 


0.173p| 


[\100/ VlOO/ J 


(36) 


T,-Tr 


Figure 64 shows values of hr for a black body, based on p = l. 
Where both the air and the walls of the room are at the same 
temperature, Tg = Tr, the combined heat loss by convection and 
radiation is obtained by adding Eqs. 33 and 36: 

qc'\-qr= {hc+hr){A){T8—Tr). (37) 

The temperature difference in Eqs. 33 and 37 may be expressed 
in degrees Fahrenheit, which is the same as the difference in 
the temperatures on the Fahrenheit absolute scale. Observed 
values of the combined coefficient hc+K have been determined 
for bare pipes (Fig. 65) and may be employed directly, instead 
of evaluating he and K separately. 

Heat Losses from Lagged Pipes. — The optimum thickness of 
insulation is that thickness which gives the maximum net saving, 
i.e., the difference between the value of the heat saved and the 



FLOW OF HEAT 


161 


total charges against the covering. The literature contains 
numerous examples of such calculations. Obviously the opti- 
mum thickness for a given pipe size varies with the value of heat 
and the cost of lagging the pipe. 



Surface Temperature^ Deg. F 
Fiu. 64. — Coefficients for use in Eq. 35, based on Eq. 36. 

Illustration 7. — Cabnilatc the heat loss from 100 liii. ft. of standard 4-in. 
steel pipe carrying saturated steam at 360T. Tlu; i^ipe is (;overed with a 
1-in. thickness of 85 per cent magnesia lagging (A;— 0.042 English hour 
units), and the t(unporaturc of the air surnmnding it is 80°F. 

Solution . — The internal and external diameters of the pipe are 4.026 and 
4.50 in., respectively. Denoting by 272 the sum of the resistances to heat 
flow offered by steam film, metal wall, lagging and air film, 

SA 360—80 

® ~ ~ 1 '7 " 1 ■ 

h.A,'^ k„A „ '^kUL (he +Ar) A. 
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Take h, as 3000. A. = lOO(ir) (4.03) /12 = 105.5 sq. ft. 
fc„=26. A„ = 100(7r)(4.03 +4.50)/(2Xl2) = 111.5 sq. ft. 
iTi =0.042. ^t = 100(jr) (4.50+6.50)7(2X12) = 144 sq. ft. 

A. = 100(7r)(6.50)/12 = 170 sq. ft. 

Assuming that the external temperature of the lagging is 130°F., (hc+h,) 
is found to be 2.0 from Fig. 65. Hence 

280 280 

^ ^ bloooooai 6 +0.0000668 +01)138 +0.0dM “ 6.01W ^ B.t.u./hr. 

To check the assumption of 130°F. as the external lagging temperature; 



0 100 200 300 400 500 600 700 

T5“T^= Temperature Difference, Deg.f 


Fig. 65. — Coeffirierits of heat transfer by radiation, eonduction and natural 
convection from bare stool pipes to surroundings at room tenii>erature, for use 
in Eq. 37. 

note that Ao = g/(/if+/ir)>4 =16700XU.()029=49°F., which gives 129°F. as 
the temperature in question, a good check of the original assumption. 

If the pipe had been bare, a similar calculation shows that the heat loss 
would have 104,000 B.t.u. per hr. Estimating the value of heat at $0.30 
per 10“ B.t.u., the value of the heat saved per 300-day year is 87,000 X 24 X 
300 X0.30/10“ =$188 per yr. 

It is possible to have the heat loss from a pipe increased rather 
than decreased by putting a layer around it. However, this can 
occur only under exc^eptional conditions involving a combination 
of poor insulation with small size of pipe. This principle is 
exploited by the electrical engineer in insulating wires to secure 
a combination of electrical insulation with increased cooling effect 
on an overloaded wire. 
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Radiation Errors in P3rrometry. — An ordinary mercury 
thermometer on a thermocouple is often used to measure the 
temperature of a gas when the temperature of the surroundings 
is different from that of the gas. Under such conditions the 
thermometer will indicate an apparent gas temperature some- 
where between that of the gas and that of the surroundings; if 
the gas is the hotter, the thermometer reading will be too low; 
if the wall is the hotter, the reading will be too high. The 
factors that tend to develop a large error are: large difference 
between the true temperature of gas and surroundings, high 
temperature of either the thermometer or the surroundings, and 
a small value of he. 

The mechanism by which the error is developed may be 
illustrated by considering a thermocouple inserted in the gas 
stream passing through a duct, the walls of which are hotter than 
the gas, under conditions such that the true temperatures of 
the walls and gas remain constant. The walls radiate heat 
to the couple, which tc'iids to raise its temperature, but the couple 
loses heat to the gas stream by conduction through the gas 
film on the couple and thence by convection to the main body 
of the gas. These two opposing factors soon counterbalance, 
thereby establishing a constant reading on the couple. Under 
this condition of dynamic equilibrium the rate of heat flow by 
radiation must be exactly equal to that by conduction and 
convection, as otherwise the temperature of the couple would 
change. Algebraically stated, 

i.0.173p,[(^)‘-(4)‘].4.CI'.-r,) (38) 

in which the temperatures are expressed in degrees Fahrenheit 
absolute. The method of calculation is simple; the observa- 
tions required are the temperatures of the wall and thermocouple, 
the gas velocity, and the diameter of the thermocouple or the 
tube housing it, the latter item being required in the estimation 
of the coefficient he between gas and couple. The auxiliary 
data necessary are the emissivity p of the couple and an equation 
from which he may be (calculated. Estimation of the error is 
often worth while, as it may be as high as several hundred 
degrees in some cases. For the ordinary glass and mercury 
thermometers, at temperatures not above 800°F., a value of 
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p of 0.96 is suggested, while for thermocouples covered with a 
film of oxide the value of 0.9 is recommended. 

Radiation from Nonluminous Gases. — In the preceding pages 
interchange of thermal radiation between surfaces was treated 
as independent of the nature of the intervening fluid. In the 
range of wavelengths important in engineering practice, gases 
with symmetrical molecules, such as oxygen, nitrogen and 
hydrogen, have not been found to show absorption bands, and 
hence the treatment given is adequate for the purpose; however, 
certain gases with asymmetrical molecules, such as carbon 
dioxide, water vapor, sulfur dioxide and ammonia, show absorp- 
tion bands of sufficient importance to merit allowance for this 
factor. Thus in the economizer sections of pipe stills, where 
the gas velocities and consequently convection coefficients are 
small, a large fraction of the heat absorbed by the tubes is 
transferred by radiation from carbon dioxide and steam in the 
flue gases. The general problem of heat transfer in combustion 
chambers is treated edsewhere.^-^^ 


Derivation of Differential Equation for Unsteady-state Conduction. — The 

differential equation for unst(‘ady-state conduction of heat is obtained from 
the familiar (equation for the conduction of heat in one dire'ction, 
dQ= —k{di/dL){A){dd). Using rectangular coordinates x, y and z, consider 
an ('Jement of volume dx dy dz. The lK;at eiite'ring along thci r-axis, at right 
angles to the area dy dz, is (dQ),,, and the heat leaving along tlic a:-axis is 
dQout- The net heat remaining in the element is 

{dQ}r = {'iy){dz)ile dx. 


Along all three axe\s the heat remaining is equated to the heat stored in the 
(element: 


dx dy <^y 



giving the general differential equation for unst(‘ady-state heat conduction, 
expressed in rectangular coordinates: 




For a homogeneous and isotrojiic solid, k is taken outsider- the parenthesis, 
giving t he term kjpCp, called the thermal diff usivily, a, which has the dimen- 
sions L^/0. 

The dcjsired temperature-tiine-position rcilations for the heating or cooling 
of various shapes are obtained by integration of Eq. 39, substituting the 
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appropriate boundary conditions. Where the heat flow is unidirectional, 
Eq. 39 reduces to 

/ dH \ dt 


Consider a slab of thickness 2R, heated from both sides and having a negli- 
gible surface resistance corresponding to an infinite value of the surface 
coefficient hr. The initial temperature is uniform at U. The boundary 
conditions are then t = T at a:=0 and at x = 2R\ t=ti at 0=0; and i = T at 
0= ao. A solution is given by the rapidly converging infinite series: 


T—ti 7r\ 


. ttX , 1 _ 


, . SttX . 1 . !}TrX . 

’"■"^+6* W+- 


•) 


(40) 


where fi represents the dimensionless term (Tr/2)^a0/R^. Since for this 
special case the time and the square of the thi(;kness enter only as a ratio, 
this means that the time required to attain a given temperature distribution 
is directly proportional to the square of the thickness and inversely propor- 
tional to the thermal difTusivity. 

The total heat Q absorbed by the slab up to any time 0 is obtained by 
evaluating the integral of {t—ti)pCpA dx, from 0 to 2Ry giving 

2BX*T7-^ ■“+■ ■ ■ )• <■"> 


In the general case of a finite surface resistance, corresponding to a definite 
and constant value of hrj the boundary conditions become 


-k 






= hT{T-Q; 


i=ti at 0=0; and t = T at 0= <». For given values of T, b, R, hr and 
a, integration leads to a relation between these factors and the variables, 
t, X and 0. Similar integrations have long been available for various solid 
shapes, and the results are conveniently plotted in terms of a number of 
dimensionless ratios/^^^ Less restricted cases are readily solved by an 
approximate method. 


Nomenclature for Radiation 

A =area of surface, sq. ft. 

a=ahsorptivityj i.e., the radiant energy absorbed and con- 
verted into heat, expressed as a fraction of the 
radiation incident on the surface. 
oX = value of a, considering energy of any wavelength X. 

Gy b= radii of disks. 

d= prefix indicating differential. 
du>i = small solid angle. 

^ = radiant emissive power, B.t.u./(hr.) (sq. ft.), equals 
^ 00 

I C\ d\. 
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value of E for the ideal black body, equals exs d\., 
equals <rT*. 

ex = radiant energy of a wavelength X emitted per unit time 
per unit area, B.t.u./(hr.)(sq. ft.) (micron), 
value of ex for the ideal black body. 

Fa = geometrical factor, dependent on the shape of the system 
and on which of the two surfaces is used for evaluat- 
ing A. 

Fe = €missivity factor, a function of the einissivitics of the 
surfaces involved. 

Fit® = a function of the shape of the system and the emissivities 
of the surface. 

/ic = coefficient of heat transfer by conduction and convection, 
B.t.u./(hr.)(sq. ft.)(deg. K). 
coefficient of heat transfer by radiation in simplified 
equation for radiation, B.t.u./(hr.)(sq. ft.)(deg. F.). 
^4-^ = combined coefficient of heat transfer by conduction 
and convection and by radiation, B.t.u./(hr.) 
(sq. ft.) (deg. F.). 

i = intensity of black-body radiation, B.t.u./(hr.)(sq. ft.), 
equals Eb/tt. 

25l= normal distance between parallel disks, ft. 

p—emissivity^ equals E/Eb- 
=r»^onochromatic emissivity. equals CxIcb. 
g, radiant energy per unit time, B.t.u./hr. 

gc=rate of heat transfer by conduction and convection, 
equals hcAA. 

r= normal distance between two surface (d(*ments, ft. 

T = absolute temperature, deg. F. abs. 

f = thermometric temperature, deg. F. 

7f, Tgj Ttj Tg, 7’u,= values of T of pyrometer, gas, room, surface and wall, 
res])ectively. 

F, ijj Zj z= items d(;fined in Fig. 62, page 1 55. 

Greek Letters 

X= lambda, wavelength, microns. 

Xm = wavelength at which exB reaches a maximum, at the temperature 
involved, Xm equals 5200/7". 

IT =pi, 3.1416. 
p=rho, local radius. 

<r=sigma, Stefan-Boltzmann constant, equals EbIT*. 

<^=plii, plane angle. 

^=psi, plane angle. 
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CHAPTER V 

FUELS AND POWER 

The commercially important sources of energy are fuels and 
water power; the commercially important forms of energy are 
heat, mechanical energy and electrical energy. The energy 
content of fuels is always first transformed into heat energy, which 
may be utilized directly, or transformed into mechanical energy 
by the use of either the steam engine or the internal-combustion 
engine. The mechanical energy may be transformed into 
el(H?trical energy and then finally into either chemical energy or 
heat. The utilization of water power is always carried out 
through the production of mechanical energy, which may then 
be transformed into electrical or heat energy if desired. 

FUELS 

The basis of the commercially important finds is (carbon and 
its compounds with hydrogen. They are classified, first, into 
primarj'' or natural fuels, such as wood, lignite, coal, crude petro- 
leum and natural gas, and, s('(‘ond, into secondary or prepared 
fuels, such as charcoal, coke, fuel oil, wati^r gas and producer gas. 
A second classification freipiently met, although of minor impor- 
tance, is bas(^d upon whether the fuel considered is solid, liquid or 
gaseous. The natural fuels have similar origin and represent 
progressive stages of the transformation that vegetable matter 
slowly undergoes when protec^ted from complete oxidation. 

Upon ultimate analysis these fuels are found to contain (car- 
bon, hydrogen, sulfur, nitrogen, oxygen and ash, the mineral 
constituents (other than sulfur) being grouped together under 
the last head. It is not definitely known how these elements are 
combined, but it is convenient for purposes of calculation to 
arrange the analytical results as follows: 

1. Moisture (loss in weight at 100°C.). 

2. Cornbiniid water. 

3. Carbon. 

4. Free hydrogen (other than that in moisture and combined 
water). 
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5. Sulfur, nitrogen, etc., in small amounts. 

6. Ash. 

In fuel calculations, the sulfur and nitrogen are often neg- 
lected, though usually present in amounts from 1 to 3 per cent. 
Since the hydrogen content is always in excess of that neces- 
sary to form water with the oxygen, it is often assumed for 
purposes of calculation and comparison that all the oxygen is in 
the form of water of chemical combination, and the excess of 
hydrogen may be termed ^^frec’^ or “net’' hydrogen. The car- 
bon content of coals increases and the percentage of oxygen (or 
combined water) decreases in the following order: lignites, brown, 
sub-bituminous, bituminous and anthracite coals. 

The usual approximate method of expressing the composition 
of a fuel is to assume it to consist of moisture, combustible matter 
and ash. Upon ignition in the absence of air under specified con- 
ditions of time and temperature (covered platinum crucible), the 
fuels lose all the combined water and hydrogen and a large 
proportion of carbon in the form of volatile hydrocarbons, leaving 
the ash and the residual carbon. This loss upon ignition is called 
“volatile combustibles matter.” The combustible left after this 
ignition is called “fixed carbon.” The ash is the residue left 
from the complete combustion of the sample in the open air, the 
sum of moisture, volatile combustible matter, fixed carbon and 
ash being 100 per cent. The coals mentioned above deesrease 
in content of volatile combustible matter in the order named. 


The ultimate analysis of coal is difficult and is often omitted. 
Bureau of Mines Bulletin 29 contains the analyses of coals 
from practi (sally all American fields of importance. Where the 
origin of the coal in question is known, it is usually safe to assume 
the ultimate analysis of its combustible matter to be identical with 
that givc'n for the same field. The same bulletin shows that the 
heating value of a coal is within narrow limits a function of the 
ratio of its carbon content to oxygen plus ash. The curve given 
in that bulletin can be satisfactorily represented by the following 
equation. 


B.t.u. = 16,750- 


17,230 

r+0.98 
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r is the ratio of carbon to oxygen plus ash. The equation may be 
applied to a coal on either a wet or dry basis and is often useful in 
estimating the carbon content of a coal. 

Comparison of the Commercial Sources of Mechanical 
Energy. — The commercially important primary sources of 
mechanical energy are water power and solid, liquid and gaseous 
fuels. The two latter are capable of direct utilization for the 
production of mechanical energy in internal-combustion engines 
with an energy efficiency as high as 20 or 25 per cent. On the 
other hand, the price of liquid and gaseous fuels is excessive except 
in certain localities, and their use for industrial work is usually 
restricted on this account. Furthermore, internal-combustion 
engines have certain disadvantages which will be pointed out on 
page 172. As a r(\sult relatively small amounts of commercial 
power are de^veloped from primary liquid and gaseous fuels. 

The major commercial sources of mechanical energy are there- 
fore water power and solid fueds. The energy of the latter can be 
obtained in mechanical form by the use of either the steam 
engine or the internal-combustion engine, and a comparison of 
watc'r power with the two latter is therefore essential. 

The enc^rgy utilized by harnessing water costs nothing directly, 
and it is therefore freciuently assumed that water power must in 
consequence be cheap. As a matter of fact, while water power is 
the sourcie of the cheapc'st mechanical energy known, the condi- 
tions where such chea]) energy is available from water are rela- 
tively rare and very frequently water power fails to compete with 
fuel j)ower. Water power is cheap where a large storage supply is 
available, insuring constancy of flow throughout the year, where 
the mechanic^al development can be made at small (expense by the 
construction of a relatively small dam with short transportation 
of the water to the whc'cds, where the expense of (mostly water 
rights is not involved, and where effective industrial utilization 
of the pow'cr is possible at the point of generation. 

If constancy of flow throughout the year is not assured, it is 
necessary to shut down the industrial plants depending upon this 
power when water is low or else to provide a fuel plant capable 
of handling the load. This involves an inv6\stment for a fuel 
plant which will lie idle a large fraction of the year. The 
mechanical development of a water power is often very expensive 
where proper foundations arc not available and large dams and 
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expensive penstocks are required. Most especially is it true 
that water rights are likely to tie up very large amounts of capital, 
and finally, while modern high-tension distribution is relatively 
efficient from an energy point of view, it is none the less expensive 
in money cost. So rarely does a water power meet all these 
requirements that the cases where water power can compete 
with fuel are surprisingly few. 

Since large-scale distribution of power is usually electrical, 
power costs an? generally quoted in electrical units. The cheap- 
est powers known are certain developments in Scandinavia, 
Iceland and Canada, costing from $3.50 to $5 per kilowatt-year* 
at the generating switchboard. Niagara power probably costs 
under $10, though on account of the demand in the immediate 
district it cannot be bought for that figure. Through the rest of 
the United States $20 to $25 represents an extremely cheap 
water power, and such figures (^an be realized only in large instal- 
lations; $40 to $60 may be taken as normal for powers of moderate 
size, and $75 is rarely exceeded, f 

Where fuel is to be transformed into mechanical energy, a 
choice must be mad(^ between the two methods of transformation, 
^.c., between the steam engine or turbine and the internal-com- 
bustion engiiK^. For the us(^ of the latter, solid fuel must be gasi- 
fied by one of the methods given above, almost always by the 
generation of producer gas. The steam turbine will under the 
b(\st conditions give a thermal efficiency of over 20 per (?ent, but 
from 10 to 15 per cent is satisfactory. On the other hand, 
the internal-combustion engine will, under the best conditions, 
give a fuel efficiency of over 25 per cent, and 20 per cent is not 
infrequently realized. This being the cast;, it would at first seem 
that th(3 steam engine or turbine cannot possibly compete with 
the gas engine. This is, however, by no means true. In 

* Note tliJit this is a unit of energy. 

t No coTumodity sold (U)niTTiereially varies more in selling price than 
electrical energy. It is available in quantity in Norway at less than a twen- 
ti('th of a cent a kilowatt-hour. It is sold to houst'holders as lighting power 
at around 10 cents, 200 times as much. The sale of it in the form of dry 
cells is an important industry and in this form the price is over $10 per 
kilowatt-hour. Thus the variation in market price of it is over 20,000- 
fold. The fact of the matter is that the commodity sought is not so much 
energy itself as that factor which the power engineer calls “readiness to 


serve. 
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the first place, for a given output the investment in a gas- 
engine plant is much greater than that in a steam-engine plant. 
In the second place, a gas-engine plant possesses very little 
overload capacity, because neither the gas producer nor the gas 
engine can be forced much beyond its normal rating; on the 
other hand, the steam-engine plant, botli the boiler and the 
engine, is capable of overloads even exceeding 200 per cent. 
Furthermore, for moderate overloads the efficiency of the steam- 
engine plant does not decrease greatly. Inasmuch as a plant 
must be designed for its maximum load, this means that in any 
plant subject to occasional excessive overloads the investment 
required for a gas-engine plant is very much larger than that 
necessary for a steam plant. Again, the wear and tear and con- 
sequently the depreciation in a gas-engine plant are heavier 
expenses than in a steam-engine plant. Against all these 
disadvantages is the single advantage of fuel economy, and the 
rejsult is that the gas engine is utilized as a prime mover where 
fuel is high or where load conditions are unusually uniform, but 
where fuel is relatively cheap and loads fluctuate it is unable to 
compete with steam generation. In excei)tional cases, however, 
where large amounts of cheap gas are available, as in the steel 
hidustry, gas engines are used extensively. 

When? oil is sufficiently cheap, I)ies('l engines are used for 
power generation. 
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COMBUSTION 

Fuels are substances capable of combining with oxygen with 
evolution of heat, and their utilization for energy production 
almost always involves a reaction with air. All combustion 
reactions are therefore gas reactions, and the characteristics of all 
gas reactions apply to tlu'm and control (combustion processes. 
The major reactions involved are 

1. C+O2 =C()2+94,30() cal* 

2. CO2+C =2CO-41,000 cal. 

3. 2C+O2 =200 + 53,300 cal. 

4. 2CO+O2 =2002+135,300 cal. 

5. 2H2+O2 =2H20+115,500 cal. 

6.1120+0 =CO+H2-31,100cal. 

7. 2H2O+C =002+2H2-21,200 cal. 

8. 00+H20 = 002+H2+9900 cal. 

9. 20H+H2=2H20+127,500 cal. 

The heat quantities quoted apply to the combination of the 
nuiubc'r of gram mols of reacting substances indicated on the left- 
hand side of each ecpiation, at room temperature (60°F.), at con- 
stant jjressure. The symbol H2O indicates gaseous water in all 
cases. The reaction heats change with the temperature, the 
change b('ing calculable from the specific heats of the rca(cting 
substances. 

The following facts must constantly be kept in mind in regard 
to all combustion proc(;sses. 

1 . Equilibria . — All these reactions are reversible. In the 
case of most reversible reactions that liberate heat, equilibrium 
is displaced backward by a rise in temperature (principle of Le 
Chatelier). The first reaction, it is true, does not reverse directly, 
but CO2 breaks down first into CO and O2 by the reversal of the 
fourth reaction. This dissociation of CO2 is scarcely measurable 

* This heat of combustion is for carbon as graphite; an average value for 
carbon as in coke is 97,000. 
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below 1400 or 1500°C., but above this temperature it increases. 
Carbon monoxide decomposes into carbon and oxygen by the 
reversal of the third reaction, beginning at approximately 2500°C. 
and increasing with the temperature.* The point at which this 
reaction is nearly reversed is not, however, known. The com- 
bination of the reversal of reactions 4 and 3 accomplishes the 
reversal of reaction 1. Reaction 2 goes to the right only at high 
temperatures, nearly quantitatively above 1000°C., but rapidly 
reversing below that temperature, so that at 500°C. it is almost 
quantitatively reversed. In other words, above 1000°C. only 
carbon monoxide can exist in appreciable amounts at equilibrium 
in the presence of carbon, the fraction of carbon dioxide being 
very small, while at low temperatures carbon is incapable of 
reducing carbon dioxide to carbon monoxide except to a sliglit 
extent. Reactions 5 and 9 begin to reverse ai)preciably at about 
1300°C. and at 1600° or 1700°C. the reversal is distinct. Neither 
the sixth nor the seventh reaction is comi)lete, nor can it take 
place by itself alone, but in the presence of water and carbon 
the CO and CO 2 produced by both these reactions interact with 
the excess carbon according to reaction 2. Reaction 2 or 6 is 
important in tlui production of secondary gaseous fu(ds. The 
conclusions of Lewis and von Elbe<^^ as to the equilibrium 
constants of these reactions as functions of the temperature. 


* This sia])ility of CO is 0110 of tlu* iniporlant n^fisons for tho value of the 
oxyaeetylene flame. Aeetyl(*ne is very rieh in eiirbon, and, if burned with 
(‘iiough oxygen to form CO only, gives reaction products stable up to 2500°C. 
Were more oxygen used, much more heat would be set free at low tern peraiurcs, 
but above 1500 to 1800° the CO 2 and H 2 O formed would dissociate, reabsorb- 
ing the heat evolved by their formation, and serve as diluents to keep down 
the reaction temperature. While, therefore, th(j production of CO evolves 
less heat, it is available at a much higher temperature. Fortunately, too, 
a(!etylene has a negative heat of formation from the elements, carbon and 
hydrogen, and upon combustion this is available in addition to the heat of 
formation of CO, thereby increasing the heat effect. Furtln^rmore, the 
flame produced under these conditions, consisting mainly of CO and H 2 , is 
strongly reducing in character, so that metals heated with it are protected 
from oxidation. This is because the afTinity of carbon for oxygen (to form 
CO, though not to form CO 2 ) is so much greater than the affinity of most of 
the metals for oxygen. Finally, the .affinity of (*-arbon for oxygen is also so 
much greater than that of the metals for carbon that very little carbon is 
absorbed by the metal from t he flame, thus avoiding the brittleness and other 
evils resulting from the formation of metallic carbides. 
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based on a critical survey of all data in the literature, are shown 
in Fig. 66. These curves correspond to equilibrium with carbon 
in the form of graphite. 

2. Specific Reaction Rates . — The rates at which these reac- 
tions proceed are of vital importance. All gas reactions are 
relatively slow, but some are much more rapid than others. 



Fig. G6. — Equilibrium coiistiints, Kp, of oombustion reactions, carbon as 
graphite. These constants are in terms of partial pressures, expressed in atmos- 
pheres. I'hey are based on the equations as written on the chart. Thus for the 
reaction C+j-iOz =CO, Kp =Pc;o/\/ POz- 


Reaction 1 is extremely rapid at high temperatures (above 
800°C.) ; reaction 2 is negligible in comparison with reaction 1 at 
combustion tcmperatur(\s, though not below 600°C. Both of 
these reactions involve an interaction of a gas with solid carbon 
and therefore, other things being equal, the rates are proportional 
to the surface of carbon exposed. On the other hand, carbon is 
characterized by the fact that it changes its condition upon pro- 
longed heating, assuming denser and more compact forms. The 
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less dense forms of carbon react with gases far more rapidly than 
the more compact sorts. Thus charcoal and the carbon from 
soft coal react rapidly, whereas coke, especially if burned at 
high temperature, and anthracite coal react relatively slowly. 
This applies to the interaction of all gases with these different 
forms of carbon. Reactions 4 and 5 are purely gas reactions, 
but arc relatively slow. The data indicate that reaction 5 is 
approximately four times as fast as reaction 4. Reactions 6 and 7 
involve interaction of a gas with solid carbon, and the influence 
of the form of carbon upon the rat(' is similar to that in the first 
three reactions. The bases for these generalizations will appear 
later. 

3. Contact Catalysis. — Almost all gas reactions are greatly 
increased in rate by contact with hot surfaces , ix., hot surfaces act as 
catalysts of gas reactions. It is, of course, well known that 
specific bodies, e.g.j platinum, nickel, etc., act as si)ecific catalysts 
for certain reactions, but it is equally true that all hot bodies 
(*atalyze gas reactions to a mark(‘d d('gre(\ (las reactions which 
take i)lace very slowly IikUmhI in the interior of a large mass of gas 
proceed much more ra])idly on the surface of that mass where 
the gas is in contact with the hot walls of the container.* To 
accelerate gas reactions, it is then'fore merely necessary to bring 
the reacting gases into contact with hot bodies. Thus reaction 
8 is capaVjle of catalysis by hot carbon iiidependcaitly of inter- 
action with it. 

4. Temperature Effect. — Most gas reactions^ as with many 
chemical reactions, are greatly accelerated by rise in temperature^ 
and the degree of acceleration is nearly the same for many reac- 
tions. The rate ai)i)roximately doubles for every 10°C. at 
ordinary temperatures but this rate of increase falls off greatly 
at high temperatures. Thus at lOOO'^C. it requires an increase 
of roughly 100° to double the rate. It is impossible, however, to 
accelerate any one chemical reaction by rise in temperature 
without at the same time accelerating all other reactions that 
are possible under the conditions involved. 

6. Interactions of Solids and Gases. — In order for the com- 
bustion of a solid fuel to proceed at a rate practicable for the 
industrial generation of heat, the fuel must be raised to a rela- 

* This experimental difficulty is the reason for the lack of data on rates of 
gas reactions at high temperatures. 
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tively high temperature — at the very least 700 to SOO'^C. Before 
such a temperature is reached, the volatile constituents of the 
fuel are almost completely distilled* out, so that the combus- 
tion of the solid fuel is that of carbon itself (coke or charcoal). It 
should, however, be noted that the gaseous distillation products 
may burn long before combustion of the solid residue starts. 

When coal distills as it is bcang heated to incandescence, it 
evolves hydrocarbons which upon further heating themselves 
thermally decompose crack ^0, with deposition of extremely 
finely divided carbon (smoke, soot). This carbon, once formed, is 
swept away in suspension in the gases to zones in the furnace 
where oxygen concentration is low (and where, as will appear 
later, it is very d(\sirable to keep it low) and it is consequently 
V(‘ry difficult to burn. Fortunately, however, its formation in the 
first place can be prevc^nted by taking advantage of the observa- 
tion of Bone^ 2 ) f tlu^se hydrocarbons, which are formed at tem- 
I)eratures below tluar ignition i)oint, if heatcid mixed with oxygen, 
combine with it, not burning to CO or CO 2 but forming addition 
products which on thermal decomposition deposit no carbon. 
The affinity of carbon for oxygen to form CO is so great, that, if 
oxygen is presemt in the molecule, it will (combine with any carbon 
that might otherwise be formed on furtln^r heating. Hence, to 
prevent smoke formation it is necessary only to coke the coal in a 
str(^am of air. This is especially important in the case of the high- 
grade (high heating value), high-volatile bituminous coals. In 
th(i (^ase of the lignit(\s and brown coal, the volatile matter, though 
large in amount, is so rich in oxygen (combined water) that carbon 
formation is less. The smoke from these' coals is easier to burn, 
but unfortunately the furnace temperatures re'alized are so low 
that this advantage is largely counterbalanced by the consequent 
lower reaction rate. 

* Tho volMtilization of niatorial from relativrly nonvolatile organic 
substances by the process of thermal decomposition at high teiripcraturos 
is called destructive distillation. 

In the case of liquid hydrocarbons the thermal decomposition itself is 
called cracking f whether or not associated with volatilization. The phe- 
nomenon must not be confused with ordinary distillation, which takes 
place without chemical decomposition (see Chap. XVI, p. 514). 

Whenever the term distillation is employed in this and the next two suc- 
ceeding chapters, it refers to destructive distillation and not to ordinary 
distillation. 
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In high-grade bituminous or anthracite coals the heat absorbed 
by this distillation is a small fraction of the total heat evolved 
upon combustion, but fuels containing large quantities of water, 
cither free or combined (lignites, brown coals, etc.), consume a 
great deal. This heat absorption chills the furnace and accord- 
ingly interferes with combustion. 

Solid fuels may be burned in two ways: they may be supported 
upon a grate designed to admit the air necessary for combustion, 
or finely divided fuel (powdered coal, sawdust or shavings) may 
be blown into the furnace in such a way that each particle passes 
through the combustion space along with and surrounded by the 
air requisite for its own complete combustion. The former is the 
more usual method, and, because a study of this type of combus- 
tion well illustrates the underlying facts and principles, it will be 
considered in detail here. 

Primary Comhustion . — Consider a grate upon which rests a 
bed of coke formed by the distillation of the coal. Through this 
hot coke rises a stream of air, which supports its combustion. If 
one samples and analyzes the gases at various points in this fuel 
bed, and plots the gas analyses as ordinates against the height 
of the point of sampling above the level of the grate bars, as 
abscissas, one obtains curves similar to Fig. 67. These curves 
will vary somewhat with the character of the coal, with its size 
and with the air velocity. However, wide variations in these 
controlling conditions cause relatively small changes in th(' curves, 
especially in their positions relative to (^a(‘h oth(*r. Thus the 
percentage of oxygen has usually fallen to 2 or 3 per cent within 
2 to 4 in. above the grate. 

The temperature in the fuel bed is surprisingly uniform. It 
is, of course, low at the grate because of the', cooling effect of the 
entering air. It rises at first sharply and then gradually to a 
maximum a few inches bc'low the upper surface of the fuel bed 
and then decreases slightly. Obviously, the combustion reac- 
tioas cannot progress until the temperature has reached the igni- 
tion point, 600 to 800°C. Although the cold air entering the fuel 
bed through the grate bars chills the mass at this point, heat flows 
down through the fuel bed at a very high rate by both conduction 
and radiation. Furthermore, the instant ignition starts, reaction 
is so rapid, owing to the high concentration of oxygen, that heat 
generation at the bottom of the fuel bed is very great. In the 
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case of petroleum coke (very low in ash) these factors keep the 
temperature at the bottom of the bed so high that it is almost 
impossible to avoid burning the grate bars. However, with coal 
and ordinary coke the residual ash protects the grate bars and 
dilutes the combustible to such an extent that the temperature 
rise above the grate bars is less sharp. It is general practice in 
burning petroleum coke to use enough coal to form and maintain 
a protective bed of ashes on the grate. 

Owing to these effects the combustion reactions do not ordi- 
narily start sharply at the grate bars but a little above them. In 
Fig. 67* the curves starting along the line BC are those obtained 



I 0 B Absc/ssas ® disiance above the grate bars up through the solid 
* "^fue/ bed ( but not extending above level of bed) 


Fig. 6V. “ 

ill the burning of petroleum coke without admixed coal, while the 
curves starting along the line AO arc the normal type. It will 
be noted that the two sets of curves become identical a short 
distance above the grate bars. Because of the absence of compli- 
cation due to ash, discussion will be limited to the curves starting 
from BC. 

For a given coke — whether fired as such or produced on the 
grate itself by the distillation of the coal — of a given lump size or 
size distribution (i.e., screen analysis), the O 2 curve and the early 
part of the CO 2 curve both remain practically unchangedf what- 
ever the air velocity through the fuel bed. Also, at the start each 

* Based on data of Kreisinqer, Ovitz, and Augustine, Bureau of Mines. 
Tech. Paver 137 (1917). 

t Within the experimental error, which is admittedly large. 
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is symmetrical with respect to the other, the CO2 curve plotted 
up being identical with the O2 curve plotted down from the initial 
oxygen content of the entering air, 21 per cent. Furthermore, 
in this region each is a logarithmic curve, i.e.y the CO2 curve is a 
straight line if plotted directly on semi logarithmic paper, as is 
also the case if 21 minus the O2 content be so plotted. 

These facts demonstrate that the rates of oxygen disappearance 
and carbon dioxide formation are equal and ea(di proportional 
to the oxygen content of the gas at a given point in the fuel bed, 
i.e.j that the primary reaction in the combustion of carbon in air 
is C+02 = C02, and this reaction is monomolecular with regard 
to O2. Furthermore, the fact that these curves do not change 
with increasing air velocity, despite the accompanying increase in 
temperature, indicates that the rate of combustion is controlled, 
not by the rate of chemical combination on the surface of the 
carbon, but by th(i rate of diffusion of the oxygen through the 
surface film of air around each carbon particle (see page 34). 
Doubling the air velocity approximately halves the thickness of 
this film. Conseqiumtly, with the same gradient in oxygen 
concentration, twice as iniit^h oxygen diffuses into tlie surface 
of the carbon, where, at the temperatures of the fuel bed, its 
combination with the carbon is practically instantaneous. The 
CO2 now diffuses out against the oxygen diffusing in. 

Change of diffusion velocity wuth temperature is small within 
the range involved. One might assume that the rise in tem]M^ra- 
ture with higher air velocity increases the reaction rate just suffi- 
ciently to keep the rate of CO2 formation proportional to velocity, 
but such exact adjustment of temperature to velocity under the 
widely varying conditions of heat dissipation seems out of the 
question. The above facts are compatible with the assumption 
of CO as the primary product of oxidation, this being oxidized to 
CO 2 as it diffuses through the air film, but the simultaneous 
presence of O2 and CO farther above the grate demonstratf^s that 
the rate of combustion of these two is not sufficient to explain the 
absence of CO at the bottom of the fuel bed. CO2 is therefore 
the primary product of combustion. 

The CO curve starts out asymptotic to the horizontal axis, and 
its slope is at all points roughly proportional to the CO2 content 
of the gases. It is, however, much flatter than the two preceding 
curves. At its right-hand end (after O2 has disappeared) it 
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becomes symmetrical with the CO2 curve with respect to two hori- 
zontal asymptotes corresponding to the equilibrium between CO2, 
CO and carbon. If air velocity is increased, the CO curve and 
the right-hand end of the CO2 curve both flatten and move to the 
right, but the displacement to the right is much less than pro- 
portional to the velocity. These facts signify that CO is formed 
by the reaction C02+C = 2C0; that the rate of this reaction is 
controlled, not by gas diffusion through the gas film around the 
carbon particles, but by the rate of chemical interaction of CO2 
and carbon; that with the increasing temperature corresponding 
to increasing air velocity the reaction rate increases, but less 
rapidly than the air supply; and finally that, even at high tem- 
peratures, this reaction is much slower than the formation of CO2 
from O2, HO that equilibrium is approached only with very deep 
fuel beds and long time of contact of gas and carbon. 

It is obviously impossible to operate a fire properly with too 
thin a fuel bed. It must be at the very least 3 to 6 in. deep to 
avoid chimneys and thin spots which render proper control out of 
the question, and it is usually wiser to use much thicker beds. 
Inspe(^tion of these curves shows that the gases leaving the bed 
carry With or no oxygen, but do contain monoxide, which repre- 
sents incompletely burned fuel. It is therefore necessary to mix 
additional air with the gases leaving the fuel bed and to give 
opportunity for oxidation of this monoxide, of any hydrogen 
formed by decomposition of water vapor in tl^e air or left in the 
coke, and of the hydrocarbons formed by initial distillation of 
the coal. The reactions in the fuel bed itself are si)oken of as 
'primary combustion, while the burning of the gaseous products 
evolved is called secondary combustion. 

Producer Gas . — Gaseous fuels are relatively clean and free from 
ash, and, mainly because of the limited amount of fuel in the 
furnace at any one instant, admit of exact control of temperature 
and heat supply. Of the secondary gaseous fuels, coal gas has the 
highest heating value and is therefore the easiest to distribute, 
but its cost is too high for most industrial furnaces. Hard coal or 
coke can be gasified by decomposition with steam (water gas) but 
this reaction absorbs heat which has to be supplied by alternately 
blowing with air. Mere primary combustion of a solid fuel with 
a thick fuel bed obviously 3delds combustible gas and this 
method is sometimes used, but the fuel bed gets very hot at the 
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bottom (where the coke is burning almost quantitatively to CO 2 ), 
resulting in trouble from fusion of the ash. One may, however, 
introduce steam (or occasionally CO 2 in the form of flue gas) with 
the air, thus absorbing the excess heat yielding producer gas. 
This may be used directly as hot, raw producer gas, or it may be 
cooled and purified. Raw gas can be used only in a furnace 



Fig. 68.^^^ — Water-gas formation. Buses for ordinates and abscissas are 
H2O + H2; numerals represent centigrade temperatures in hundreds of degrees. 


directly connected with the producer. The main disadvantage 
of producer gas is its low heating lvalue, due to the diluent 
nitrogen from the air, but this can be largely overcome by the use 
of proper preheating and heat-recovery devices (see page 207). 

Since producer gas is formed by the interaction of steam and 
carbon superimposed upon primary combustion with air, especial 
attention must be paid to the steam reactions. It is found that, 
if the reaction products of steam alone are plotted as shown in 
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Fig. 68, the curves obtained are the same whatever the char- 
acter (fineness, porosity, etc.) of the carbon* or the pressure of 
the steam or the time of contact of steam with carbon. Further- 
more, temperature has only a slight influence. All these varia- 
bles, however, profoundly affect the extent to which the 
decomposition goes in a given time. 

As just stated, change in pressure of the steam used does not 
affect those curves. It will be noted, however, that the curves are 
so plotted as to eliminate as a variable time of contact of the 
steam with the carbon. The experimental results also show that 
the time required to get the same identical effect, other things 
being equal, is inversely proportional to the pressure. These 
facts demonstrate, first, that, if water vapor takes part in more 
than one reaction, the order of each of these reactions must be the 
same with respect to it, since otherwise change in pressure would 
change the rate of one reaction more than another and therefore 
throw the net results off the curve; and second, that all these 
reactions must be monomolecular with respect to water, since 
otherwis(j the influence of pressure could not be proportional to 
the effect of time. It will be noted that the CO 2 and CO curves 
both have finite slopes at the start. This means that both these 
gases arc produced simultaneously by the 'primary reactions 
between steam and carbon. This can be explained only on the 
assumption that the two primary reactions are those given as 
reactions 6 and 7, page 173: 

6. H 2 O+C =H2+C0. 

7. 2H20+C = 2H2+C02. 

The second reaction must, however, be monomolecular with 
respect to water as indicated above. This means that the mech- 
anism of this reaction is unknown. 

Since these njactions arc found to be independent of the 
amount of carbon surface exposed, the influence of carbon on all 
reactions taking place simultaneously must be the same. Indeed 
study of the data shows that time, pressure and surface are sub- 
stantially equivalent to each other in their effect; i.e., if one 
doubles the surface at constant pressure, one halves the time 
required to secure the same results, etc. 

* Except that wood charcoal gives entirely different results, with higher 

COa. 
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Theye curves can be represented quantitatively with reason- 
able precision by assuming the following three simultaneous 
reactions, the reaction rate constants being fee, k^ and k 2 respec- 
tively, and the ratios of these being substantially constant 
from 1000 to 1200°C., the approximate temperature range in 
which they are commercially used. 

6. H 2 O+C ->H2+C0. 

7. 2H20+C~^2H2+C02. 

2. CO 2 +C ->2CO. 

The usual reaction rate equations are most conveniently set up 
by assuming one part of entering steam or, what is equivak'iit to 
the same thing, a basis of H 2 O+H 2 in the gas, since this is con- 
stant. On this basis call the residual water remaining unde- 
composed, X) the CO 2 , V] and the time d. Therefore, the rate of 
disai)pearancc of water is 

— dx/dB={kii+2h)x 
and the rate of formation of CO 2 is 


dv/dB = k^x — k2Vj 

whence 

dv _^v—x 
dx ax ^ 

where 


P^k^/ki and a — 2-{-{k^/k’i). 
The solution of this ecpiation is 

^ {fi — a)v = x — x^^'^. 

For the curves of Fig. 68, 


whence 


^ = 4.18, a = 3.17. 


l.Oly- a;— 


For the use of these equations, see page 237. 

These curves do not, however, tell the story of reaction rates, 
which increase with temperature and carbon surface. Below 
800°C. they are very slow. In the neighborhood of 1000°C. 



COMBUSTION 


186 


these reactions approximately double in rate for each 100® rise 
in temperature, but the temperature increment required to double 
the rate steadily increases with the temperature (roughly 
inversely proportionally to the square of the absolute tempera- 
ture). In producer-gas practice the temperature is kept as high 
as possible without fusion of the ash in order to keep up reaction 
rate and secure maximum capacity for the apparatus. 

In producer practice reactions 1 and 6 start simultaneously. 
Reaction 8 plays almost no part. Reaction 1 quickly completes 
itself, after which reactions 6 and 2 go hand in hand, reaction 6 
being much the more rapid. 

6. Combustion of Liquids. — All combustible liquids volatilize 
largely if not wholly before reaching combustion temperature, 
many of them decomposing thermally (cracking) rather than 
vaporizing unchanged. Those which vaporize readily without 
decomposition may be mixed with air before ignition as in 
internal-combustion engines but in furnace practice the liquid is 
usually broken up by atomization into an exceedingly fine spray 
mixed with the air necessary for its own combustion. Under 
these conditions the processes of distillation, cracking and 
primary and secondary combustion take place almost simul- 
taneously. Because of the large surface exposed, the combustion 
rate is (‘xtremely high, and, because of the small amount of fuel 
in the combustion zone at any one instant, control is excellent. 

7. Combustion of Gases. — As already staled, the rate of oxi- 
dation of all the combustible gases is slow except at very high 
temperatures and in sufficiently high concentration of the gases 
and oxygen. Where the concentration of the gas and oxygen is 
such that combustion following ignition at one point generates 
enough heat to raise the neighboring portions of the mixture to 
ignition temperature, it is obvious that a flame once started will 
propagate itself with great rapidity. This point constitutes the 
lower explosive limit. If the amount of combustible gas is 
increased sufficiently, it will itself finally act as a diluent sufficient 
to prevent combustion, thus determining the upper explosive 
limit. 

In furnace practice the first problem of combustion is complete 
mixing of the gas and air and the next is the provision of sufficient 
time for the combustion reactions to complete themselves. 
These will be discussed in Chap. VII. 
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It has already been pointed out that hot surfaces serve as 
catalysts for all gas reactions. It is therefore highly desirable 
to bring the gases into intimate contact with hot refractory sur- 
faces in order to complete combustion in the least possible time. 
That combustion by catalysis may be of controlling importance 
is shown by the fact that at low temperatures the combustion of 
mixtures of hydrogen and oxygen is proportional, not to the time 
of exposure of the gases to combustion temperatures, but to the 
surface of the container. That the mechanism of combustion 
by surface catalysis is entirely different from that of oxidation 
in the gaseous phase is demonstrated by the experimentally 
determined fact that, whereas the combustion of hydrogen cata- 
lytically is monomolecular with respect to hydrogen, combustion 
in the gaseous phase is dimolecular. Quantitatively very little is 
known concerning the specific reaction rates or the influence of 
the character of catalytic surfaces upon them. 
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FURNACES AND KILNS 

In order to utilize to the greatest advantage the heat energy 
made available by combustion, it must be set free in an enclosed 
space made of fire brick or other heat-resistant material, known 
as a furnace, kiln, retort or oven. Although furnace construction 
was practiced many centuries befon; the principles of combustion 
just presented wore understood, the design and operation of 
modern furnaces in accordance with these principles are an impor- 
tant chapter in the economy of chemical engineering. 

Furnaces may in general be divided into two classes according 
to whether, first, the heat of combustion is transferred by direcd 
contact from the fuel, flame or hot gases to the material to be 
heated, or, se(H)nd, the heat is transmitted from the combustion 
space through some containing wall or partition to the charge, the 
flame and produces of combustion being separated completely 
from the charg(' by the us(! of a muifle, retort, still or other similar 
container such as sagger or crucible. The first type of furnace 
has the great advantage of cheaper construction, lower cost of 
maintenance and operation, and more rapid heating and cooling, 
and is adapted to maintain a higher temperature. The disad- 
vantages are that the charge is contaminated with the flue dust 
and other products of combustion which are in many (iases objec- 
tionable, that the treatment of the charge is limited to chemical 
conditions compatible with satisfactory combustion of the fuel, 
and even so is subject to changing conditions of oxidation and 
reduction resulting from unequal firing, and that any product of 
the reacting mass which is volatile is lost in the large volume of 
flue gas. On the other hand, the second type — the muflies, 
retorts or stills — has the obvious advantages of easy manipulation 
of the products of the reacting mass and a more uniform control 
of the temperature and of the chemi(ial conditions of the atmos- 
phere in the furnace. If the temperature is relatively low and 
the containing wall is of metal, as in a still, low beat-transmission 
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capacity due to poor conductivity is avoided, but in muffles of 
heavy fire brick construction the temperature drop through the 
wall is great and for rapid heating the combustion space must be 
maintained at a much higher temperature than the interior of the 
vessel, wuth consequent loss of heat in the flue gases and low heat 
efficiency. 

In some cases the fuel may be mixed directly with the charge 
and the most intimate contact may be obtained between the 
source of heat and the object to be heated. This advantage 
finds its most perfect realization in those electric furnaces in 
which the charge forms its own resistance; such furnaces, of 
course, do not use fuel, but, as in the case where fuel is mixed 
with the charge, the heat is greatest at the point where it is to 
be utilized. However, in order to maintain through the mass a 
free passage for the air nec(\ssary for combustion, either a strong 
blast must be used or the charge must remain rigid and lumpy 
throughout the opc'ration. This type of furnace has, therefore, 
in the past been limited to vsuch purposes as tlu^ blast furnace in 
metallurgical work, tlie old-type lime kiln wdiere the fuel was 
added with limestone, and brick and ])ottery firing. 

A third special type of furnace includes those in which the fuel 
itself is the only charge (beehive coke ovens, charcoal heaps, 
etc.). 

A second classification of furnaces es])ecially useful as a basis 
for discussion d('p(‘nds u])on tlic character of the fuel: 

1. Furnaces using solid fuels (not powdered or directly 
admixed w'ith charge), 

2. Furnaces using liquid or powdered solid fuel, 

3. Furnaces using gaseous fuel, 

4. Furnaces using solid (or liquid) fuel directly mixed with 
charge. 

1. FURNACES USING SOLID FUEL ON GRATES; FUEL NOT 
POWDERED OR DIRECTLY ADMIXED WITH CHARGE 

Furnaces of this type must support the fuel on a grate and 
carry out i)rimary combustion at that point. Steam boilers are 
by far the most important illustration of this type and well 
exemplify the problems of design, construction and operation, 
but, as will appear later, most chemical furnaces must diverge 
sharply from boiler practice in certain regards. 
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1. Coking. — The first problem is to bring the fuel up to 
incandescence and this involves the coking of the coal, which 
takes place before ignition temperature is reached. This coking 
must be carried out in a stream of air if smoke is to be avoided 
(sec page 177). Consequently the coal must not be coked by 
throwing it on the incandescent fuel bed, since the gases rising 
from this are oxygen-free. The air rising through the cold fuel 
must, however, not be large in amount, as otherwise it will 
exceed that necessary for secondary combustion. In the case of 
a hand-fired grate, proper conditions for coking can be maintained 
by firing the fresh coal on a small area of clean grate bars immedi- 
ately in front of the fire door, secured by pushing the incandescent 
fuel back from this area onto the remainder of the fuel bed. This 
cold fuel is heated by conduction from the incandescent fuel 
beside it and by radiation from the furnace walls. It distills 
with an excess of fr(\sh air rising through it, the excess being 
later available for secondary combustion. When coked, it 
should be pushed with the hoe back upon the rest of the bed 
and fresh coal again supplied at this point. 

This method is eff(‘clive in preventing smoko formation but 
it is laborious in tliat it n^iuires constant attention to the fire, 
since it is necessary to add the coal in successive small quantities 
at frequent intervals. In consequence, it is difficult to get the 
fireman to use this nudliod, all the more since no recording or even 
indicating instruiiKoit for smoke measununent has been devised, 
so that there is no ch(‘ck on the operation except when the 
inspector happens to be looking at the top of the stack. One of 
the major advantage's of mechanical stokers is thedr solution of 
this problem. Both the horizontal chain grate and the inclined 
rocking grate feed the' coal slowly and continuously into the fur- 
nace, where it cokes with air rising through it. The latter by its 
motion rolls the coked fuel down over the rest of the fued bed, 
keeping this of uniform thickness, a thing the chain grate fails to 
do. However, both these automatic, types have in common 
with the hand-fired grate (when operated as recommended above) 
the shortcoming of letting a certain amount of fresh coal fall 
through the grate bars, where it is difficult to avoid losing it with 
the ash. The underfed stoker eliminates this difficulty and is 
peculiarly efficient in the conditions under which it cokes the 
coal. 
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2. Maintenance of Fuel Bed and Removal of Ash. — The next 
problem is to maintain a uniform fuel bed and to remove the ash 
free from unburned combustible. In a hand-fired furnace, using 
a coal with nonpacking, nonfusing ash, this is easily done. The 
bed is kept uniform by poking, and the ash is worked through the 
grate by shaking, keeping on the grate, however, a layer of ashes 
sufficiently thick to burn out the carbon completely. If the 
ash packs, it chokes the draft and the grates must be k(‘pt so well 
shaken that combustibh^ is sure to be lost with the ashes. Condi- 
tions are even worse with a fusing ash since the effort to g(it the 
clinkers through the grate works combustible through with it. 
The horizontal chain grate is poor in this rc^gard as it leaves a thin 
fuel bed at the end of its travel. If operated to burn out all the 
combustible, it is prone to let through too imndi air. It is especi- 
ally unsatisfactory with badly clinkering coals. The incliiK^d 
grate k('eps a very uniform fuel b(‘d but with clink('ring ash the 
grinding of the grates necessary for its removal balls up large 
amounts of combustible with the fused ash, since the point of 
grate movemcMit for ash removal is so closer to the high-tempera- 
turc zone of the fuel bed. As high as 50 per cent combustible 
in the ash has bcnui observed from a fiiriuK^e of this type. The 
underfed stoker is especially unsatisfa(*tory in separation of ash 
from combustible. 

3. Combustion Rates. — As indicated on page 180, at furnace 
temj)eratures the rate of combination of coke with oxyg(m to 
form CO 2 is proi)ortional to th(' air velocity, so that there is no 
limit to the amount of (!oal that can be burned on a given grate 
surface, provided the draft is sufficient to pull the necessary air 
through the grate and fuel bed until an air velocity is reached 
sufficient to blow the coal off the grate. 

As air velocity through the grate increases, tlu^ amount of heat 
evolved by primary combustion increavses slightly more than 
proportionally. A substantial fraction of this heat is removed as 
sensible heat in the gaseous products of primary combustion, and 
this heat quantity obviously increases with the temperature of 
thos(j gases. Where, however, there is in the furnace an object 
to be heated in ‘^sig}lt” of the fuel bed, either directly or by 
reflection, a great deal of heat flows by radiation from the fuel 
bed to this object, especially in the former case. In boiler prac- 
tice the boiler is at a temperature so low in comparison with that 
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of the fuel bed that a large fraction of the total heat of primary 
combustion reaches the boiler in this way. Furthermore, since 
radiation rises as the fourth power of the absolute temperature, 
almost all the excess heat evolved in primary combustion with 
increasing combustion rate goes to the boilers as radiant energy, 
and this requires very little increase in temperature of the fuel 
bed. However, in many chemical furnaces there is no body with 
adequate heat-absorption capacity available for taking up this 
radiation and therefore in su(;h cases the temperature of the fuel 
bed rises rapidly with increase in com))ustion rate. If not con- 
trolh'd, this will result in localized overheating in the furnace, in 
fusion of the ash and even in burning out of the grate bars. Con- 
sequently, cli('mical furnaces with limited heat-absorption 
capacity in ‘^sight” of the fuel bed must, in general, be operated 
at very carefully limited rates of combustion. 

Hand-fired boiler furnaces can be operated successfully at com- 
bustion rat(\s of 10 to 20 lb. of coal p(^r sq. ft. of grate area 
per hr., while mechanical stokers can be forced to 40 or 50 lb. 
Indec^d, combustion rates of 80 lb. have been realizc^d but it is 
imi^ractical to maintain these commercially. In chemical fur- 
nac(‘S the coml)iistion rate is, as stated above, limited by the maxi- 
mum allow^able teirqx'rature of the furnace, by its heat-absorption 
capacity and by the necessity for uniformity of heat distribution. 
Not infrequently in such furnaces combustion rates must be held 
b(4ow from 2 to 5 lb. of coal jx^r sq. ft. of grate area per hr. 

So large is th(' heat radiation from boiler fires that, where low- 
grade fuels, such as wet wood waste, taiibark, lignite, etc., are 
used, it is necessary to construct the furnace so that the boiler 
cannot “see” the fire, as otherwise the radiation will cool the 
fire below combustion temperatures. This is done by building 
the furnaces entirely in front of the boiler and separating the two 
by a high bridge w^all (Dutch-oven construction). 

This possibility of an almost unlimited combustion rate on the 
grate, coupled with the direct transmission of most of the heat 
evolved by radiation to the point required and its almost com- 
plete absorption there, is the basis of the tremendous overload 
capacity of boiler furnaces. The main disadvantage of thus 
forcing the boiler is slightly lowered (efficiency due to imperfect 
secondary combustion. Modern practice tends to provide ade- 
quate space for secondary combustion to meet this need. 
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4. Secondary Combustion. — From tho fuel bed there rise the 
distillation products of the volatile combustible matter of the fuel 
and the gaseous products of primary combustion rich in carbon 
monoxide and containing some hydrogen from the moisture in the 
air. In the former gases there should be some oxygen if the fuel 
has been properly fired but in the latter there is little or none. 
The potential heat of combustion of these gases represents a large 
fraction of the heat content of the fuels, and adequate provision 
must be made for their oxidation. 

The first problem is to mix these gases with the proper amount 
of air. So great is their volume (owing to the large amount of 
nitrogen) that complete mixing is difficult to secure. In hand- 
fired furnaces the s(K;ondary air (i.e., this air necessary for 
sc'condary combustion) is admitted through dampers in the fire 
door and mixes with the gaseous products of primary combustion 
as it sweeps over the fuel bed. With both chain and iiudined 
grates a substantial fraction of the secondary air (mters through 
the distilling fuel. In underfed stokers none whatever comes in 
this way. In st()k(T-fir('.d boiler furnaces modern practice is 
developing toward the admission of se(*oiidary air through multi- 
ple i)orts in the bridge v'all, the air being preheated during its 
passage through th(^ flues in the wall which conduct it to these 
ports. In this way it is j)Ossible to admit the air at a large num- 
ber of points, thus improving mixing conditions. The ])r(‘,heating 
is, as will appear, very dc^sirable from the point of view of s(HH)nd- 
ary combustion. 

Sec^ondary combustion itself is a s(‘ri(\s of }nirely gas reactions. 
These reactions arci therefon^ slow compared with those of 
primary combustion (see page 180) and adequate time must be 
provided for their completion. In hand-fired boiler furnaces 
it was formerly the practice to supply from 4 to 5 cu. ft. of com- 
bustion space per sq. ft. of grate area and at the combustion 
rates formerly used (5 to 10 lb. of coal per sq. ft. of grate area 
per hr.) this was adequate in the case of high-grade coal. When, 
however, combustion rates were increased with the introdu(ition 
of mechanical stokers, while the temperature of the combustion 
gases increas(Hl and tlu^refore the rates of secondary combustion 
also went up, this temperature increase was too slight (see 
page 191) to secure proper secondary combustion in these 
limited combustion spaces. As a result, designers have been 
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increasing combustion space progressively during recent years 
so that today an allowance of 12 to 14 cu. ft. of combustion 
space per sq. ft. of grate area is not uncommon in new installa- 
tions that arc to be forced to high combustion rates. 

Where low-grade fu(3ls are used, the fuel-bed temperature is low, 
and consequently the temperature of the combustion gases also. 
This means that the reaction rates of secondary combustion are 
less, and in such cases additional space must be allowed. One 
of the advantages of Dutch-oven construction for those low-grade 
fuels is the provision of increased combustion space coupled with 
the fact that the products of primary combustion leave the fuel 
bed at a higher tcmiperature because of absence of radiation from 
it and therefore burn at a higher rate. 

These gaseous reaertions can be catalyzed by contact with hot 
refractory surfaces. For this purpose extensive baffles are fre- 
quently introduced in the combustion spa(;e of boiler furnaces, 
against which the gases impinge and around which they have to 
flow. These baffles aid not merely by catalysis of the gas reac- 
tions but by iini)roving mixing with the secondary air and by 
absorption of heat from the gases, which in turn is radiated to 
the boiler. Such baffles are not gfMierally used in chemical 
furnaces but in many cases their introduction would be highly 
advantageous. For example, in a muffle furnace a part of the 
heat from the hot gases is iiicked up by the wall of the muffle 
itself but anotluT part is absorbed hy the remaining walls of 
th(* flue and radiated from then' to the muffle. Where the 
muffle is made of refractory material, the temperature diffen'iicci 
between it and the n'lnaining walls of the flue is slight because 
at the high temperature of th(i furnace the rate of eiu'rgy inter- 
change between walls and muffle by radiation is very great. 
If in such a case one will increase the surface an^a of the remaining 
walls of the flue, e.g., by allowing alt(‘rnate bricks to protrude 
from the wall into the flue, this will furnish additional surface 
for absorption of heat from the hot gases, which will in turn be 
radiated to the muffle wall. 

In many chemical furnaces a baffle of this sort is superfluous. 
For example, in an externally fired lime kiln the products of 
secondary combustion entering the kiln have their combustion 
catalyzed by the surface? of the lime itself. As a result, combus- 
tion in these kilns is unusually good. 
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In order to secure complete combustion one must obviously 
supply sufficient air, and in practice it is found necessary to 
furnish a considerable excess. In the limited combustion space 
of boiler furnaces it is impossible to secure complete oxidation, 
especially of the CO, even with large amounts of secondary air. 
Since, when carbon burns to CO, the heat evolution is less than 
30 per cent that of combustion to CO 2 , CO going up the stack 
represents a serious heat loss. F ormerly the boiler-plant engineer 
focused attention upon this loss to too great an extent. He 
determined it by analysis of the flue gasc's and found that excess 
air cut down the percentage of CO in it. In fact, however, while 
excess air does reduce the percentage of CO in the flue gas, it 
reduces the absolute amount formed from the coal little if at all. 
In other words, the CO in the flue gas is reduced by dilution with 
air rather than by oxidation to CO 2 , because the dilution cuts 
down the reaction rate, owing to the lowering of tlui temperature 
of the gases and th(‘ time they are in tlu^ combustion space, 
almost as much as this rat(' is increased by a higher concentration 
of oxygen. Furtliermore, in furnaces operated under natural 
chimney draft it is obvious that the use of excess air increase's 
the volume of flue gas and therefore increase s the draft necessary 
to overcome furnace' and stack friction. Since' tins draft comes 
only threnigh temperature' difference betwee'ii stae'k gases and the 
outside air, this me'ans that in such cases stack-gas te'mperature 
increases with e'xe‘e*ss air. Conse'quently excess air runs up stack 
losses. 

On the other hand, it is not practicable to re'duce excess air 
too greatly. With grate-fired furnaces it seldom pays to cut it 
below 40 to 50 per cent, since, owing to th(^ imp('rfect mixing 
and the extremely low reaction rates of s('condary combustion 
caused by the very low oxygen content of the gas('s at this 
point, there will })e in the flue gases too mu(*h carbon monoxide 
and in some cases ev(*n smoke. The bc^tter the provision for 
mixing of secondary air with the i)roducts of primary combustion 
and the grc'ater the combustion space provided, the less excess 
air required and the smaller the heat losses uj) the stack. Fortu- 
nately in many chemical furnaces (muffles, retorts, pottery kilns, 
reverberatory furnaces, etc.) the volume of the combustion s])ace 
and the temperature in it are sufficient to give perfect secondary 
combustion. 



FURNACES AND KILNS 


195 


It frequently happens, especially in chemical practice, that it is 
desired to distribute the heat energy, produced by the combustion 
of fuel at a relatively low but necessarily uniform temperature, 
over a relatively large area. For this purpose it is impracticable 
to design a coal-fired furnace so as to provide uniform direct radi- 
ation from the fuel bed to all the points to be heated. Experience 
has shown that the problem can be solved by primary combus- 
tion of the fuel upon the grate with the production of a com- 
bustible gas, the combustion of which can then be completed after 
the gas is led to the point where the heat is required. By far the 
best results are obtained if the gas produced will burn with a 
smoky flame, i.e., will in its combustion generate a large number 
of exceedingly fin(^ particles of carbon, which will be heated by the 



combustion reactions to incandescence and will then transmit 
the energy of combustion to the desired point by radiation. In 
practice this can best be secured by the use of a high-B.t.u. fuel 
with a very high percentage of volatile combustible matter, 
admitting only enough air under the grate to distill off this com- 
bustible matter and burn the residual carbon. The volatile mat- 
ter from such a coal is always rich in carbon and burns with the 
smoky flame desired, thus generating a large fraction of the 
total energy of the ceunbustion of the fue*l in the form of radiant 
energy in the gas flame at a point far removed from the grate on 
which the fuel is fired. 

With a fuel high in volatile combustible matter, producing 
on coking a large volume of combustible gas, the heat generated 
in the firebox is to some extent absorbed by the endothermic proc- 
ess of distillation of the fuel itself, and an excessive temperature 
in this part of the furnace is avoided. Combustion of this gas 
is completed in the body of the furnace, thus carrying the heat 
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from the firebox where it is not needed to the back of the charge, 
which would otherwise be too cool. 

This is the basis of the utility of the “long flame” of wood, 
which has for many years been the favored fuel for such opera- 



Fiq. 70. — B-cvorberatory furnace, short typo. This type of furnace is <imployod 
where it is necessary to bring the whole charge to a uniform high temperature. 
A large fraction of the heat is transmitted to the charge by radiation from the 
fuel bed to the arch above the bridge wall, from which it is reflected and radiated 
to the charge. The flue gases going to the stack are obviously hot. It is usually 
restricted to batch operation, 

lions as require a moderate tempcTatiiro distributed over a large 
area — such as lime and brick burning. High-grade high-vola- 
tile coals arc usually good. The disadvantage of forcing a furnace 
of largo effective area wdth a low -volatile coal or coke is very great, 



Fig. 70 a. - - Reverberatory furnace, long type. This furnace is suitable for 
preheating the charge when fed through the furnace continuously in a direction 
counter to the flow of gases. In this particular furnace the stock is worked 
through by hand stoking and rabbling. Furnaces that provide mechanical 
conveying of the charge are available. Fuel efficiency is improved by partial 
recovery of the waste heat from the gases, but contai^t of the gases with the charge 
is poor and the heat-transfer coefficient is low in consequence. 


if a uniform temperature in the combustion space is desired. If 
the fire is forced to heat the remote parts of the furnace, the por- 
tion next to the firebox is overheated, and this part of tiu? struc- 
ture rapidly “burns out.” If a moderate fire is maintained, 
the output of the apparatus is gn'atly diminished. This is 
particularly true if the charge becomes very corrosive at high 
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temperatures, as in making sodium sulfide; if it is deteriorated, as 
in burning lime; or if a uniform temperature over a large area is 
necessary, as when a large iron muffle is to be heated as in the 
Mannheim process for making hydrochloric acid from niter cake. 
It is ill such cases that an understanding of the principles of 
combustion discussed in Chai). VI is of great value. 

Davis* many years ago showed that the output of a coke- 
fired furnace for making soda by the LeBlanc process was 
ineniased by almost 300 per cent by the simple device of intro- 
ducing an (ivenly distributed supply of steam under the grate bars. 
The endothermic reaction 

C+H20 = C0+H2 

accomplished three purposes: first, it reduced the excessive tem- 
])erature of tlie firebox and that portion of the furnace hearth 
adjacent tluTC'to, thus increasing its life; second, it furnished a 
large volume of combustible gas wdiich passed into the body of the 
furnace to b(' burned; third, the presence of that portion of the 
steam which was undecomposed diluted the combustible gases 
and thus lowered th(^ rate of combustion and produced a flame of 
lowcn- temp(*rature and grcniter volume. The net r(\sult was that 
th(' lu^at supply was evenly distributed over the entire hearth, 
the outjiut of the furnace increased, and its life lengthcnied. 

The other common endothermic reaction, C02+C = 2C0, can 
also be utilizcnl for producing these results, and from an energy 
standpoint is (n'en more economical, as it eliminates the heat 
lU'c.essary to produce the steam. Even so low a content of CO 2 
as is presc'iit in ordinary flue gas is efficient in distributing the heat 
generatc'd in a firebox over a large area. Not only is the absorp- 
tion of heat by the formation of CO and its subsequent combus- 
tion of value, but the dilution of combustible gases with the 
accompanying w\ater vai)or and nitrogen diffuses the heat by 
enlarging the volume of flame as already explained (see page 195). 
When the flue gas is withdrawn as soon as it leaves the actively 
heat(Kl zone of the furnac^e, the energy lost by such a procedure is 
clearly very small compared wuth the consequent advantages. 
Eldred used this principle in the efficknit operation of lime kilns, 
and it has been frequently employed in heating large muffles, 

* Davis, ^'Chemical Engineering ” Davis Bros., Manchester, England, 
1902. 
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retorts, annealing boxes and containers of this kind. A valuable 
application of these principles has been made in the firing of the 



Fig. 71. — Doherty-Eldred lime kiln. The kiln is externally fired. The gasca 
at the top of the kiln are quite cool because of the excellent contact between 
them and the incoming cold charge. They arc piped down to the floor line where 
the pipe divides, delivering the gas to two blowers, the larger of which distjharges 
most of the gas to the stack, while the other recirculates the rest, delivering it 
below the grate of the two furnaces with which the kiln is efiuipped. The third 
blower shown supplies the air. The cut shows only one of the points of entrance 
of recirculated gas and air, a part of the kiln being cut away to show the interior 
construction. The discharge pipe for stack gases is also shown cut off. 

ordinary red brick kiln. A steam pipe with many small openings 
is placed throughout the length of each firebox. When the coal 
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fire is well ignited, steam is introduced under the body of the fire. 
The large volume of low-temperature flame flows around the 
entire mass of bricks, giving a large yield of marketable brick in a 
much shorter time. 

Greater uniformity of heat distribution can be secured by 
admitting secondary air, not at the bridge wall, but at successive 
points along the combustion space, the air supply at each point 
being capable of control (Semet-Solvay coke ovens, although 
these are gas-fired). 

It must be rememl)ered that those gases formed by modified 
primary combustion of low-volatile solid fuel do not burn with a 
luminous flame, and the process is on that account less satisfac- 
tory than the use of a highly volatile coal. In certain cases, 
however, th(' combustible gases come into intimate contact with 
the material to be heated and in such cases the surface of the 
matc'rial itself can server as a contact mass to catalyze the com- 
bustion reactions, provided it is sufficiently hot. Since these 
reactions take i)lace upon the very surface of the material to be 
h(^at('d, the energy due to combustion is thus generated upon 
that surfac(» its('lf and consequently is absorbed directly without 
transmission loss(\s. 

If a rc'latively small area is to be heated to a very high tempera- 
ture, this dilution of the flame should be avoided, and the fuel 
and air for combustion must be heated before they combine. 
It is always possible* to preh(*at the air, but the fuel can be pre- 
heat (*d with advantage only when it is a gas. For a localized 
high temperature even the water vapor present in the air during 
warm w(*ather has been found to exert a profound influence by 
the endotluTmic r(‘action of its decomposition. Thus, in the 
iron blast furnace at the entrance point of the air blast, an 
increas(‘d melting capacity of the iron reduced is obtained by 
nnnoving the wat(*r vapor from the air used. An atmosphere 
richer in oxygen than ordinary air is here desirable (page 219). 

2. FURNACES USING LIQUID OR POWDERED SOLID FUELS 

Powdered coal was introduced as a fuel over twenty years ago 
in the burning of cement in rotary kilns. The pulverized coal is 
injected into the furnace with a powerful blast of air and burns 
in a flame much the shape of a greatly elongated egg. In large 
kilns this flame will be from 2 to 4 ft. in diameter at its maximum 
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and 10 to 15 ft. long. Because of the way the fuel is blown in, 
each particle is surrounded with a layer of air. It is heated to 
incandescence, partly by conduction but mainly by radiation 
from the hotter portion of the flame, and therefore the volatile 
matter distills in the presence of excess air. There is therefore 
little or no tendency to deposit soot provided sufficient air is 
present for complete combustion of the fuel. The flame from 



Fig. 72.-- Pulvorizcd-roal-fircd boiler. The scmi-Diitch-oven construction 
is provided to furnish ample combustion space. Certain plants are trying the 
experiment of injecting the coal directly downward through the top of this 
Dutch-oven so that the flame is turned back upon itself. The imrpose of this 
is to give to the ash particles a downward com]K)ncnt to sling them into the ash 
pit. This modification is apparently quite successful. {Courtcay of Fuller- 
Lehigh Co., Fullerton, Pa.) 


such a burner is exceedingly hot and a large fraction of the 
heat is given off in the form of radiant energy. 

One of the disadvantages of powdered coal is the danger of 
fires and, on otreasion, even of dust explosions. The possibility of 
the latter can be eliminated by keeping the dust concentration 
in the air used above tin? explosive limit. The danger of fires can 
be reduced by using airtight ducts for transportation of the pow- 
dered fuel and exercising great care to prevent ignition. It is 
inadvisable to hold large quantities of dust in storage, and it is 
better to use adequate grinding equipment to supply the maxi- 
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mum demand of the furnace rather than to store powdered coal 
for peak loads. The coal may be transported from the pulverizer 
to the burner either by screw conveyors or by forcing it along 
with air pressure (since it flows like a liquid) or by suspending it 
in air and floating it. In the latter system care must be exercised 
to ke(ip the air used for floating below the explosive limit. 

Liquid fuels are burned much as powdered coal, being atom- 
ized by air under pressure or frequently, on account of its con- 
venience, by steam. They too burn with an extremely hot 
radiant flame. The siinpli(aty of firing and small combustion 
space required make them very advantageous on shipboard. 

Both powdcTcd coal and oil can be mixed with air so per- 
fectly that excess air can be reduced to 10 to 20 per cent without 
danger of incomplete combustion. With both, the short hot 
flame tends to overheat that part of the furnace near it, cutting 
away brickwork and injuring a sensitive charge, and coal ash, 
if fusible^, may flux and ultimately disint(‘grate th(' furnace lining. 
The advantage's of lowen'd flame tempe'rature may be secured 
without sacrificing furna(*e efficieiKjy by n'cycling flue gas into 
the air used for combustion, although this lowers combustion 
rate, requiring more combustion space; or Dutch-oven construc- 
tion may be used and the temperature of the combustion prod- 
ucts lowered by adding the recycled gas after combustion is 
complete*. Either metliod is far su])(*rior to lowering flame 
temperature by excess air. In boiler furnace's it is practi(*-able 
to install water-ce)e)led surface's at substantially every peflnt 
in sight of the flame, thereby increasing heat absorption and 
eliminating fluxing of the walls ejf the combustion space. Ash 
dust carrieel up the stack is sometimes a problem; it has been 
proposed to remove it by Ce)ttre'll preedpitation (sex* page 315), 
but the ash is usually se) light that the nuisance from it is sur- 
prisingly small. The cost of installation and operation of 
equipment for powdered coal is high in small units, but this in no 
wise applies to liquid fuels. 

3. FURNACES USING GASEOUS FUELS 

In the discussion of coal-fired furnaces it was pointed out 
that uniformity of heat distribution was best secured by suppress- 
ing primary combustion so as to increase the gaseous products 
and burning these as secondary combustion under controlled con- 
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ditions. In other words, furnace control is best secured with 
gaseous fuels. 

As already stated, coal gas and water gas are too expensive for 
general use, while natural gas is available only in restricted areas. 
In consequence, combustion engineers have developed the method 
of increasing secondary combustion at the expense of primary 
combustion by isolating the solid fuel furnace and using it for the 
production of a combustible gas, producer gas (sec page 224). 
This gas is therefore available for almost any sort of furnace 
operation. 

Since a gas-fired furnace contains little fuel at any one time, 
combustion is under quick and accurate control. Since one can 
admit the necessary air or gas or both at successive points along 
the furnace, it is possible to generate the heat exactly where 
required. Unfortunately none of the cln^ap gaseous fuels burn 
with a smoky flame and consequently the heat must be trans- 
mitted from the flame to the furnace or charge by conduction 
rather than by radiation. While this is a disadvantage from the 
point of view of heat-transmission capacity, it is a great advan- 
tage in maintaining uniformity of temperature throughout the 
furnace. Even this disadvantage can be eliminated by the use 
of surface combustion. 

Surface Combustion. — ^The combustion of gases is greatly 
accelerated by contact with hot surfaces. Furthermore, where 
the gas burns in this way, the heat is generated upon the very 
surface of the solid and hence raises this solid to incandesc^ence 
so that, while the gas itself is not radiant, tlu^ heat evolved by its 
combustion can nonetheless be emitted in radiant form. The 
best way to accomplish this is to mix thoroughly the gas with the 
air in substantially theoretical proportions and burn this mixture 
by passing it through a porous mass of refractory material such 
as fire brick or alundum. The contact mass should be porous and 
spongy in structure to expose the utmost surfaces. Where the 
catalyst is supported horizontally or at not too great an angle, it 
can consist of a pile of small lumps of crusla^d refracjtory. Com- 
bustion takes place within the mass and the whole becomes highly 
incandescent. In this way it has been possible to transmit 1,000,- 
000 B.t.u. per hr. through a single square foot of surface. Despite 
the short time of contact, combustion is unusually complete and 
excess air can be reduced to a negligible quantity. To prevent 
flash backs the air-gas mixture must be brought through the flues 
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leading to the contact mass at a velocity higher than the rate of 
flame propagation through the mixture. In small cool tubes the 
allowable velocity is surprisingly low. 

While surface combustion in this narrow sense cannot be 
universally used, surface catalysis plays an important part in 
every gas-fired furnace. The catalytic action of the walls of the 
furnace and its flues and of checkerwork which may be inserted 
in the combustion space makes it possible to secure complete com- 
bustion oven at relatively low temperatures. In many furnaces 
the surface of the charge itself serves this purpose (c,g.y potU^ry, 
lime and brick kilns, roasting furnaces, etc.). 



Ki(i. 73 — Surface combustion furnace. The Ras and air mixture enters 
through the side ports and is directed down upon the (joarae mass of refractory 
material in the bottom of the furnace. From this the heat is radiated up to the 
arch and down upon the muffle as shown by the broken lines. {Courtesy of 
Surface Combustion Co.) 

The pressure drop due to the friction of flow of the gases 
through gas-fired furnaces can be estimated by the usual equa- 
tions (pages 77 to 97). In American practice forced draft is 
seldom used and consequently gas velocities must be kept low. 
In simple furnaces they are usually between 10 and 15 ft. per 
sec. but, where the travel is tortuous or the distance is long, these 
figures must be reduced accordingly. 

Gaseous fuel is especially well suited for those furnaces in which 
the temperatures must be controlled exactly at high temperature 
levels to secure absolute uniformity of heating (open-hearth steel 
furnaces, pottery kilns, etc.). In such cases unusual attention 
must be paid to the introduction of the fuel and to the unU 
formity of its mixing with the air supply and its distribution 
through the furnace. In ring furnaces and tunnel kilns (page 
209), it is advisable to admit the gas in successive small quantities 
at a series of points along the furnace. The gas ports must be so 
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located and the furnace so designed as to insure perfect mixing 
with the air and distribution of the mixture over the charge. 
The furnace should be so constructed that, if trouble develops, 
the location of the gas ports and the direction of the gas currents 
in the furnace can be modified after the furnace has been com- 
pleted. The ability to control the performance of a furnace in 
this way is one of the important elements in the skill of a furnace 
operative. 

Three important types of gas-fired furnac(‘s, the ring furnace 
and the tunnel and the rotary kilns, are discussed on page 207, 
under Recovery of Waste Heat. 

4. FURNACES USING SOLID FUEL IN DIRECT CONTACT WITH 

CHARGE 

Furnaces of this type include kilns for building bricks, the pig- 
iron blast furnace, the Dietzsch lime kiln (see page 208) and the 
ring furnace using solid fiu^l. The most important illustration 
of the type is the rotary kiln using jmwdc^red coal (see page 211). 

6. ANALYTICAL CONTROL OF FURNACE OPERATIONS 

In any given furnace it is usually easy to determine and con- 
trol the performance of the furnace, i.e., to measure the quantity 
of the charge, its temp(Tature rise and such (*heniical changes as 
may have taken place in it. On tlie other hand, a furnace may be 
giving satisfactory performance so far as the charge* is concerned 
and yet be operating very poorly from the point e)f view of com- 
bustion. Heat losses to the surroundings are not under the con- 
trol of the operator exe^ept as the furnace is redesigned anel 
rebuilt. Lost combustible in the ashes can be determined by 
proximate analysis (very great can? must be exercised in securing 
a representative sample). However, both these losses are usually 
small in comparison with those in the stack gases. In conse- 
quence, the control of furnace combustion depends upon analysis 
of the stack gases and determination of th(*ir tcmpcjratures. For 
example, almost as much information can be secured with regard 
to the operation of a boiler from determinations of the heating 
value of the fuel, of the combustible in the ash and of the tem- 
perature and analysis of the stack gases as from a boiler test 
involving a complete heat balance, at a small fraction of the 
expenditure of time and labor. 
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Because of this fact in boiler practice the use of automatic 
CO2 recorders is rapidly increasing. Some of these recorders are 
a mechanically operated Orsat apparatus, while others pass the 
gas sample in series through two orifices, absorbing the CO2 
between the two with solid soda lime and measuring the CO2 by 
the change in pressure drop through the second orifice caused by 
shrinkage in volume of the gas. In a well-designed boiler furnace 
the CO will in any case be so completely oxidized by secondary 
combustion that the CO2 is a satisfactory measure of the excess 
air used and the general efficiency of the combustion process. 
In furnaces so built or operated that this is not the case, CO2 
recorders will not tell the whole story, because one can have the 
same CO2 readings with either insufficient or excess air. In the 
first case there would be considerable CO and perhaps hydrogen 
in the gas, and in the second case there would be excess oxygen. 
For this reason CO2 recorders arc by themselves of limited value 
for gas-fired furnaces. Recorders for CO and oxygen have been 
developed but have not yet earned wide-spread industrial 
ac( 5 eptation. 

These recorders arc^ valuable adjuncts in furnace control but 
offer many mechani(*al difficulties due to dust, delicacy of the 
working parts, exhaustion of the chemicals and the like. If their 
indications are to be depended upon, they must be carefully and 
intelligently watched and checked against an Orsat analysis. 

For the purposes of geiu^ral experimental testing, the Orsat 
ai)paratus or some one of its modifications is preferable to the 
recording instruments. 

Errors in Orsat Analysis 

As will appear in connection with computations, a small error 
ill the CO2 determination in a flue gas will introduce a serious 
error in the calculated results. The gas sample in an Orsat 
is ordinarily collected over water. This water dissolves some of 
the CO2 and in consequence makes the CO2 determination in the 
gas low.* Mercury should always be employed in the burette in 

* Assume, for example, a gas consisting of 11 c.c, of CO 2 and 90 c.c. of other 
nonacidic gases. Wlum 101 c.c. are introduced into the Orsat, 1 c.c. of this 
CO 2 may well dissolve, leaving what is apparently a 100-c.c. sample. There 
will therefore be a shrinkage of 10 c.c. over caustic. When the sample is 
returned from the caustic to the burette, the volume will gradually increase 
owing to the escape of the CO 2 from the water into the due to its lowered 
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gas analyses where precision is desired. The extent of the error 
can be judged from the following data taken from Bulletin 2 of 
the U. S. Bureau of Mines. 

In boiler test 2, reported by the bureau in this bulletin, the 
dry coal has an ultimate analysis of 60.15 per cent C, 4.35 per 
cent H, 21.18 per cent O, 1.07 per cent N, 0.72 per cent S and 
12.53 per cent ash. The mols of H 2 per 100 lb. of coal are there- 
fore 4.35/2.016 and the atoms of oxygen, 21.18/16. The differ- 
ence is 0.833, the mols of net hydrogen (H 2 ). The ratio of carbon 
to net hydrogen (C/H 2 ) is therefore 60.15/(12) (0.833) = 6.03. 
The ratio of carbon plus sulfur to net hydrogen is 6.06. Since 
the ash from the furnaco was 8.61 per cent of the dry fuel fired 
and contained 15.1 per cent carbon, 2.16 per cent of the carbon 
in the fu(‘l remained unburned in the ash. Hence, the ratio of 
C/net H 2 in the flue gas should be 5.89, or, corrected for sulfur; 
5.92. 

The flue-gas analysis is given in the table below: 




C 

O 2 

C 02 

10 04 

10 04 

10 04 

0, 

9 04 


9 04 

CO 

0 10 

0 10 

0.05 

N, 

80.82 




10 14 19 13 

O 2 from air -80 82(21 )/79 =21 49 

O 2 — net Ha in fuel = 2 36 

Not Ha = 4.72 

whence 

C/net Ha = 10. 14/4.72- 2.15 

It is seen that the gas analysis gives a ratio of carbon to net 
hydrogen less than half the real value. TIk' unl^urned com- 
bustil)li‘ in tluj ash gives an error of this sign but to explain its 
magnitude ])y siudi an assumj)tion would mean that 60 per cent 
of the carbon in the coal nmiained uiiburned in the ash. The 


partial pressure, but on the second or third tn‘atment of thci gas with caustic 
the volume will again return to 90 c.c. This is one causci of the apparently 
slow absorption of CO 2 in caustic in gas analyses. It will be noted that the 
analysis is apparently 10 per cent CO 2 , whereas actually there were nearly 
11 per cent in the sample. 
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error actually arises from the fact that the CO 2 determination 
in the flue gas is low by about 1 per cent. If one assumes the 
CO 2 value higher by that amount, the analyses check. Mercury 
in the burette would have avoided this error. 

Note that, since the amount of the flue gases is figured from a 
carbon balance, this introduces an error of 10 per cent in calcu- 
lating them and hence a similar error in getting the stack losses 
in a heat balance. 

A point, whi(;h sometimes offers difficulty through failure to 
appreciate it, is the fact that a gas analysis, even when made 
over water, is nonetheless an analysis on the dry basis. Since at 
room temperature the gas measured in a burette above water is 
over 3 per cent water vapor, this fact is not obvious. It must, 
however, be remembered that all measun^ments are made at the 
same temperatur(? and tlierefore with the same partial pressure 
of water vapor in tlui gas, so that, if half the gas is absorbed by 
Hom(‘ reagent, half the water vapor in the gas as originally 
]n(\asiir(id will condense. It is as though the analysis were 
carried out, not at atmosjdioric pressure, but at a constant pres- 
sure equal to atmospheric pressure less the vapor pressure of 
water at the tem]:)erature of the analysis. Where the analysis 
is carried out with mt^rcury, it is customary to have a drop of 
water present to keep the gas saturated, since otherwise the 
partial pn'ssure of water vapor in the gas would vary with that 
over the absorbe^nts employed. 

6. RECOVERY OF WASTE HEAT FROM FURNACES 

In every furnace reaction it is required either (1) to heat the 
charge up to some specified temperature (cahdning reactions and 
the lik('), or (2) to furnish at such a specified high temperature 
the heat necessary to carry out some reaction (e.g.y decomposition 
of limestone, fusions, etc.). In either case a definite amount of 
heat is required at or above a definite temperature. When a fuel 
is burned, the maximum temperature attainable is limited by 
either (1) the temperature at which the reversal of the combustion 
reactions becomes serious, or (2) that temperature to which the 
heat set free by the combustion will raise the products of com- 
bustion. By the use of a given fuel it is impossible to exceed the 
jtemperature limit fixed by the first of these conditions but it is 
possible to avoid the second. 
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Furthermore, since the oxygen essential for combustion, com- 
ing as it does from the air, brings with it nearly four times its 
volume of inert nitrogen with its large heat-absorption capacity, 
it is not surprising that very frequently the second of these 
limiting conditions is the important one. In illustration, assume 
a producer gas whose heat of combustion will raise its own com- 
bustion produ(^ts to only 1500®C. If it is requind to use this 
gas to carry out a reaction at 1400®, it is evident that but a 
small fraction of its heating value will b() usefully available, as 
most of it will be wasted as sensible heat in the flue gases. If, 
however, this waste sensible heat is utilized to preheat the charge, 
fuel and air to a temperature at least approximately that of the 
reaction, 1400®, most of this heat may be usefully recovered, and 
the fuel consum[)tion of the process will be reduced to a small 
fraction of that otherwise necessary. 

CoUNTEHFLOW 

To accomplish this effectively, it is evident that the principle 
of counter current flow of the materials b(‘tw(HUi which this inter- 
change of sensible heat is desired must Ix', ein})loyed, f.c., that the 
heat content of the waste products, while still very hot, must be 
used only to attain the final increment in temperature in the 
incoming materials, while the preliminary heating of these mate- 
rials must be accomplished by heat flow from the reaction 
products after the latter have becui considerably cooled. 

The utilization of this i)rin(;iple of waste-heat recov(Ty is essen- 
tial in the efficient oix'ration of all high-temperature furnaces. 
Even in the most common loAv-temperature furnace — the steam 
boiler — it is successfully employed in the “economizer’^ used to 
preheat the feed water with the waste heat in the stack gas(\s. 
The simplest means of realizing these conditions is to allow the 
gaseous combustion products to flow over and through the incom- 
ing solid or liquid charge in direction opposite or counter to the 
motion of the charge, while the air essential for combustion enters 
in contact with the hot solid or liquid products of the furnace reac- 
tion; here again the motions of the two are counter to each other. 

Dietzsch Kiln 

Such methods of heat regeneration particularly applicable to 
direct-fired furnaces, which, though effective and much used 
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abroad, have been little employed in the United States, are 
illustrated by the Dietzsch kiln and the Hoffman ring furnace. 
The simple shaft furnace in which charge and fuel are fed at the 
top does not permit effectively preheating the charge and cool- 
ing the waste gases, because combustion would start near the 
top and leave no space for preheating. 

The Dietzsch kiln is a shaft furnace so designed that the fuel 
is admitted halfway down the shaft, and thus premature combus- 
tion is avoided. 

It consists of a vertical shaft fur- 
nace having a horizontal middle por- 
tion or shelf as shown in Fig. 74. 

The charge is introduced at A and 
descends through the shaft to the 
platform B. Here it is mixed with 
fuel introduced through D and drops 
into the shaft C. Air is drawn in 
through E, Active combustion takes 
j)lac,e at the top of C, the hot flue 
gases pr(4i(‘ating the charge in A, 
while th(' hot reaction mass descend- 
ing through C to the discharge E pre- 
heats the iii(;oniiiig air. Tests run on 
such furnac(\s show a very high fuel economy but operating labor 
costs an^ excessive. 



Fig. 74. " Dietzsch kiln. 


Hoffman Ring Furnace 

The Hoffman ring furnace is extremely (efficient, and has added 
advantages in all industries that demand a period of gradual 
lu'ating up and slow cooling. It is gratifying to note the increas- 
ing applications of this arrangement in American industries. As 
originally devedoped for solid fuel, it consists of a circular, ellip- 
tical or rectangular gallery built around a central flue. This 
gallery (Fig. 75) is divided into separate chambers, each con- 
structed with side openings Ey a door on the outside C and a 
flue D to the central stack A, and is so provided with diaphragms 
and dampers that any passage may be closed at will. 

In operation, combustion is carried on in only one chamber 
at a time. The two chambers opposite this are in the process of 
charging and discharging, and all the others are either being 
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heated up to the combustion temperature by flue gases or are 
themselves cooling and thereby preheating air for combustion. 
Air enters through the door of the discharging chamber (No. 1 
in a series of 14 in the furnace shown) and is drawn through the 
adjacent chambers in series (2, 3, 4, 5, 6) until it reaches the active 
one (7) ; tln^se chamlx'.rs contain burned product which preheats 
the air and is itself cooled. From the active chamber the hot flue 
gases pass through chambers 8, 9, 10, 11, 12 and 13, heating up 
the unburned charge there, and finally pass to the stack through 
the flue D in chamber 13. Number 14 is meanwhile being 
recharged and is totally shut off from the rest. After ignition 
in the active chain b('r is comjileted, the adjacent one, which has 
not be('n burned (8), is then made active by admitting fuel to it 



Fio. 75. — Hoffman ring furnace for solid fuel. 


through holes in the top; the newly chargc'd chamber (14) is 
admitted to the serh's by connecting it to the stack and to 13 
and closing the flu(‘ from 13 to the stack; the dis^diarged chamber 
(1) is charged; and the coolest burned chamber (2) is opened to 
the air and discdiarged. 

It is obvious that very efficient countercairrent action i‘ 
obtained in this furnace and tluTefore the h(\at consumption is 
exceedingly low. Pre-ignition is avoided by not admitting the 
fuel until the chamber is ready to be burned. The chief dis- 
advantages encounterc'd are high initial ex])(aise and labor costs 
and the mechanical stresses set up by rej)eated heating and 
cooling. 

The Hoffman ring furnace is operated most smoothly and 
efficiently with gaseous fuel, and all modern construction, at least 
in this country, is of this type. The gas may be admitted to a 
number of chambers simultaxieously, thus avoiding localized 
overheating. Because of the very efficient preheating of the air 
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used for combustion, high temperatures can be successfully 
realized even with a fuel of low heating value (producer gas), and 
the large volume of gas flowing through the chambers gives 
uniformity of heat distribution. A gas-fired furnace is shown in 
Fig. 75A, 



The f\iel is distributed through a central flue from which con- 
nection is made to the chambers under fire by means of a number 
of inverted U-tubcs, each of winch is inserted into a hole in the 
mam flue and into the top of one of the distributing flues around 
the chambers. The control valves are located in the U-tubes. From 
each of the latter flues a large number of distributing ports lead to 
the chamber in order to provide uniformity of gas distribution. 
Furthermore a number of these distributing flues are fed simultane- 
ously, only a small amount of gas going to each, to avoid localized 
overheating From the proper chamber connection is made to the 
stack by a method similar to that used in distributing the f.i,>l The 
holes into which the distributing U-tubes fit are covered when not 
in use 

All flues must be Lberal in siM in order to avoid excessive friction 
with the large amount of air and gases to be bandied In order to 
insure uniformity of heating and Cooling especial cure must 1)e exer- 
ciseil in packing the charge and in the construction of the ports m 
the separating walls between chambers as well as in the distribution 
ot the producer gas delivered to the chambers under fire. 



Th(»K(i furnacCvS must bo built carefully to provide for the 
repeated expansion and contraction in each chamber. Especially 
where high temptTatures are to be (employed, only the highest 
grade refractories should be used in construction. 


Rotary Kiln 

By the use of powdered coal in a blast of air it has become 
possible to introduce solid fuel into a furnace with perfect regu- 
larity; and by providing a means of passing the flame produced 
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through the charge, efficient heating is realized. This can be 
done in a rotary kiln, consisting of a boiler-plate tubular shell from 
30 to 220 ft. long, 6 to 12 ft. in diameter and lined with fire brick 
or other resistant material, the choice of refractory depending 
upon the reaction to be carried on. The charge is heated by 
introducing centrally into the kiln a stream of powdered coal 
injected with air, and by slowly rotating the furnace, thus 
causing the contents constantly to follow the shell toward the 
top and drop or roll through the flame. Furthermore, if the 
furnace is inclined at a moderate angle from the horizontal, 
the material is regularly moved forward until discharged. Such 
a furnace may be oj)erated either parallel or countercurrent, and 
charged either intc^rmittently or continuously. Operated coun- 
tercurrent, it obviously gives some heat recovery but it is far 
inferior to that of the ring furnace because of poorer contact 
between charge and gases. Its great advantage is low operating 
and labor expense arid it consequently is of unusual importance 
in this country where fuel is ch(‘ap and labor high. 

As discussed on i)age 191, the most rapid transfer of (uiergy 
takes place wtum it is in the form of radiant heat. Powdered coal 
furnishes an ideal sourcfi of this form of (mergy and this type of 
furnace seems to be capable of much larger utility than it enjoys 
at present. If the charge is a litpiid or a liquid suspension, 
it may be atomized by a spray nozzle into the combustion space 
and both evaporation and combustion, calcination or other clunni- 
cal reaction may be carrk'd on with great rapidity; if it is a fine 
])owder, it may be agglomeratiHl into small })ellets or lumps by 
tumbling it with a small amount of suitable biruler such as tar 
or sodium sill -ate solution. The mechanical dc'vices for support- 
ing the sh(dl and for taking up the downward thrust due to 
rotation, and the driving mechanism have all been thoroughly 
developed and are easily obtained on the market. 

One disadvantage incident to the ordinary tyjie of rotary kiln 
is the difficulty with which an efficient heat-rc^generation system 
for preheating the air can be employed in connection with it. 
Such difficailties are, howev(*r, by no means insurmountable, and 
it is but a question of time when the economy in fuel will com- 
pensate for the expense of such an installation. 

If the clinker and ash from the solid fuel used in these furnaces 
are objectionable from the point of view of the product, it is obvi- 
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ous that they must be fired by gaseous fuels. Solid fuels may, 
however, be used by providing a firebox and grate apart from 
the reaction chamber and by leading the flame over a bridge w^all 
to the charge. 


Tunnel Kiln 

Another type of furnace which, like the above, gives counter- 
current flow of charge on the one hand and air and flue gas on the 
other, and hence offers excellent heat regeneration in the furnace 
itself, is the tunnel kiln. It has been developed in recent years 



D/AbBAMATlC PLAN OF A DRB6SLFR TUNNEL OVEN 



Fi(}. 7G. American Drossier tunnel kiln. The strorims of arrows indicate 
the “thermo-syphon” circulation of the gases. This reverses direction in the 
heating and cooling zones. 


for firing materials which cannot be tumbled, as in a rotary kiln, 
yet which require a shorter time of heating and cooling than 
the cycle of a ring furnace. It consists of a tunnel, through which 
are pushed a numl)er of trucks carrying the charge. The trucks 
run on a steel track and running gear, but the w^hole superstruc- 
ture on the truck may be of refractory material, and the lower 
part may be protc^cted from the heat by the shape of the tunnel, 
or in some cases by the use of a seal consisting of a trough filled 
with sand, into which dips an apron attached to the body of 
the truck. Th(\se kilns are usually gas fired, the fuel being 
admitted near the middle of the tunnel. They offer excellent 
control of the heating operation and are wccessfully used up to 
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1400°C. They represent an important phase of modern furnace 
development. 

In cases in which tlie charge is small in amount, or in which it 
is inadmissible to bring charge and combustion products into 
contact because of chemical interaction (as is usually true in the 
use of muffles and retorts), the sensible heat of the gaseous prod- 
ucts of combustion should be employed to preheat the fuel and 
air. Actual contact is here out of the question, but two means 
are available to effect the heat recovery. 
In the first fuel and air may enter sepa- 
rately (to avoid premature combustion) 
through suitable channels in a pn^heatc^r, 
sc^parated from the combustion products 
by i)artition walls through whi(di the 

Fig. 7()i4.--Sectional interchanged heat flows, the motion of 
elevation of Dressier tun- ^ i i • 

nel kiln, showing circula- the combustion products leaving the 

BiocV*^ through the furnace b(‘ing opposite or counter to 

that of incoming find and air. This is 

known as the ^'recujierative^^ systtmi of heat recovery or pre- 

h(‘ating. Its value is seriously limited by the fact that for high- 

t('mperatiire furnaces no cheap metal whicii will withstand the 

corrosive action of the hot gasc's is available for the partition 

w^alls, wdiile the refractory earthenware ducts which must in 

consequence^ be emi)loyed are ex])ensive, fragile, porous and poor 

conducl.ors of h(\at. However, the recent devtiopment of alloys 

capable' eif withstanding higher tennjierature's has been attended 

by a steadily incre'asing use of reeaqie'ration as a means of iinjirov- 

ing the^ efficiency of he'ating ojieirations carrie'el out at high- 

temperature' le'veis. 

The either means availalile for heat receivcTy in such cases 
consists in allowing the eHimbustion j)re)due*,ts to escape through 
and heat up chambers filled with re^fractory material in the feirin 
of ^‘eiieckerw'eirk,^^ as large in amount anel with as large a surface 
as possible, wiiile the incoming air and fuel (if gaseous and 
thermally stable) are preheated by passage through similar 
chambers previously heated in this same way. 

It is necessary to provide only two channels for the fuel 
gas and two for the air. While one channel of each pair is being 
heated by the flue gas leaving the furnace, the other two are 
being cooled by the incoming fuel gas and air. Or, to state 
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it in another way, while the flue gas is giving up its valuable heat 
to the bricks of two of the chambers, the bricks of the other two 
are returning the heat to the gas and air to be carried back into 
the furnace. This is known as the regenerative'' system of 
heat recovery. By periodically changing the channels from hot 
flue gas to cold air and fuel gas by the use of “butterfly" valves, a 
great amount of heat otherwise lost is retained in the furnace 
cycle. It has the advantage of construction simplicity, but 
requires constant attention in operation and gives temperature 
fluctuations caused by the temperature variations of the chambers 
during each cycle. It would at first appc^ar that this system does 
not off(^r the advantages of countercurrent operation, but, if 
air and fuel gas flow through the chambers in a direction opposite 
to that of the combustion products, effective countercurrent 
action is realized. The hot flue gases entering the first end of 
the chamber bring this end up to a high temperature, but the 
other end attains only a moderate heat since the flue gases have 
already cooled to a great degree; upon reversal, the cold air flow- 
ing in the opposite din^ctioii is first warmed by conta(;t with 
this other relatively cool end of the chamber, but is finally raised 
to the highest possible temperature by contact with the hottest 
bricks in the first end. 

In one special cas(‘, that of the iron blast furnace, while it is 
absolutely nec(\ssary to i)r(‘heat the air needed for combustion in 
order to produce the larger quantity of heat n^quired at th(' high 
temperature essential for the fusion of the iron, nearly all the 
sensible h(iat of th(^ furnace gases is used up in preheating the 
charge of ore, flux and fuel in the upper part of the shaft of 
the furnace itself, and little is left to preheat the air. In this case 
a series of chambers or ^‘stoves" of the regenerative type is used, 
these being heated by burning in them a part of the waste fuel 
gas from the top of the blast furnace itself. These stoves are tall 
cylindrical steel shells, lined with fire brick and filled with fire- 
checkerwork or flues. 

Regenerative furnaces must be carefully built of highly resist- 
ant brick, so placed as to secure good contact of brick surface 
with the gas, yet in siudi a way as not to introduce too great 
resistance to flow, and so designed as to resist the expansion and 
contraction with temperature changes to which they are sub- 
iected. Fortunately, as pointed out above, the temperature 
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changes at any one spot are not excessive. The regenerators are 
placed sometimes beneath, sometimes beside the furnace, and are 
usually rectangular. High heat conductance, produced by high 
gas velocity, can be secured, though at the expense of increased 
frictional resistance, by having them long and narrow, but 
exigencies of construction often make this impracticable. 

The effectiveness of regenerative checkers in recovering heat 
depends directly upon the coefficient of heat transfer between 
the checkers or flues and the gases that pass through them. 



Combustion Produds Fuel Gas Air 


Fid. 77. - -0])en-hc‘{irth furnace with rcKcnorativo chc(‘kcrs. noversinK valves 
and coniioctinK flues arc not shown. Attention should be called to the fact 
that the air chaniber.s are larger than those for gas Viecause of the larger volumes 
to be ahandled. The design of the furnace itself is of importance in order to 
secure uniform distrilnition of the flame throughout the furnace. 


During the gas blow the checkers art', at a tenii)(Tatiir(^ lower than 
the hot flue gases passing through tlumi to tlu^ stack. The heat 
picked up from th(‘se gases and coiiseciuently the temperature 
to which they fall before reaching the stack an^ determined by 
the existing temperature difference Ix^tween the checkers and gas 
and by the coefficient of heat transfl'r. Similarly the average 
temperature to which tlie c,heck(‘rs fall during the air blow 
depends upon the heat transfer during this part of the cycle. 
The periodic reversal of direction of In^at transfer makes calcula- 
tion soiiK'what coinjilicated. 

The curv(\s in Fig. 78 indicate diagrammatically the tempera- 
ture conditions in a regcuierator in which it is assumed that the air 
enters at the bottom and leaves at the top while the flue gases 
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CL 

E 


C, 

c 

C2 


flow downward in the opposite direction. The upper of each 
of the three sets of curves indicates the temperature conditions 
at each particular point in the regenerator at the end of the heat- 
ing cycle just prior to reversal of the valves or at the beginning 
of the air blow. The lower curve of each pair indicates the 
corresponding conditions at the end 
of the air blow or just after the flue 
gases are turned through the checker- 
work. At the start of the air blow the 
brickwork is hot and the air tempera- 
ture curve is therefore high. As the 
air blow progrc\sses, the brickwork 
cools off and the air-temperature curve 
falls correspondingly. The average 
temperature reached by the air is 
indicated by point c. After reversal 
the flue gases entering the cool cham- 
l)('r are lowered in tcmiperature as 
indicat(‘(l by the lower of the curves, 
ttd]. However, as the brickwork rises 
in temperature, th(^ lu^at rc'covc'red 
from the fliu^ gas is l(\ssened and tem- 
I)eratures finally rise to a point indicated by the upper of the 
two curves, ad 2 - The average temperature of the gases going to 
the stack is d. 

It is obvious that the use of regenerators or checkerwork 
of sufficiently high heat capacity and thermal conductivity 
and/or the use of very short cycles of operation would cause 
the brickwork surface temperature to assume a steady value 
unchanging with time and extending between some such points 
as c and / of Fig. 78. One could then express the local heat 
flow 'per air period, per square foot of brickwork, Q/ A, in tc^rms of 
Ka, the coefficient of heat transfer from brick to air; ts, the brick 



Height m Regenerator 
Fiq. 78 


temperature; and Iaj the air temi)erature, as 

\/L/ local 

This same quantity of heat must flow from gas to brickwork dur- 
ing the gas period of duration da hr., from which 


(1) 


( 9 .) = 

\ A / local 


haSo(ta — ^i#)- 


( 2 ) 
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From Eqs. 1 and 2 the brick temperature may be eliminated to 
give 

^aOa hoBa 


which bears an obvious similarity to the equation for flow in a 
recuperator where the resistances to heat flow are truly in series. 
If Ka and ha are each constant throughout the regenc^rator, 
Eq. 3 may be used in an integration to give the? average value of 
Q/A throughout the regenerator. The resultant relation is 

A ln(Ai/A2) 

in which Ai and A 2 signify the average differences in temperature 
between gas and air at the two ends of the regenerator. 

Allowance for the fact that in actual regenerators the conditions 
for which Eq. 4 was derivcnl do not exist has been treated by 
Rummel,* to which the reader is referred for details. An 
approximate treatment of the problem indicates that K of Eq. 3. 
is modified to 


K = 


KaB A 


1 

— ^_-_l — — H 

hrAi2.bC,pU^k{BA + Ba) 


(5) 


in which Cp is the specific heat of the bri(^k, p is its density, R is 
the ratio of the total volume of the bricks to their exposed sur- 
face', and k is the thermal conductivity. For most regenerator 
problems the third term of the denominator will bo found negli- 
gible (although blast-furnace stoves re'present an application in 
which the cycle of o])eration is too long to justify neglee^ting the 
brick action). 

Coefficients of heat transmission suitable for use in regent^rator 
design are available in the reference cited. 

The pressure drops through such chec^kwork or flues can be 
estimated in the usual way (pagi^s 77-97). In this country the 
velocities employed are very low (5 to 10 lin. ft. per sec.) because 
dependence is usually upon stack draft. As the cost of fuel 
goes up, the necessity for heat recovery will increase, regenerators 

* Arch. Eisenhutienw.y 4 , 367 ( 1931 ). 
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will be built larger or else be operated at higher gas velocities, and 
the necessary pressure drop will be overcome by forced draft. 

Air consists of 79 per cent by volume of nitrogen. Since the 
specific heat is nearly the same as that of oxygen, it may be seen 
that a great saving in heat could be effected if the oxygen content 
of the air used could be increased. For some purposes this will 
be accomplished with much profit in the near future. This possi- 
bility of saving is, however, a practical rather than a theoretical 
one, as it should be possible by the methods of recovery just 
described to preheat all the nitrogen entering the furnace with the 
sensible heat of that leaving it; the present preheaters required 
are large, expensive and relatively inefficient. 

7. CALCULATIONS 

The general methods of thermal calculation of furnace prob- 
lems will be illustrated by the following computations on a gas- 
fired continuous preheating furnace. 


Test Data 

Duration of test 12 hr. 

Stock fed, total 542,020 lb. 

Average temperature of stock fed 86®F. 

Average temperature of stock discharged 1167°C. 

Average specific heat of stock 0.153 

Fuel gas consumption, saturated with water vapor at 86°F. 

and 29.5 in. barometer 1,301,000 cu. ft. 

B.t.u. per cu. ft. of gas (water condensed) saturat.^d at 

86°F. and 29.9 in. barometer 517 

Average fuel gas temperature (100 per cent relative humid- 
ity 86®F. 

Average air temperature 86°F. 

Average air relative humidity 53 per cent 

Average gas temperature entering stack. . 843'*F. 

Average gas analyses: 



Leaving Furnace 

Entering Stack 

COi 

8.24 

4.51 

o* 

1.15 

12.05 

CO 

5.34 

0.12 

N, 

85.27 

83.32 


Total (dry baais) 

100.00 

100.00 
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Fuel Gas (Dry Basis) 

Per cent 


CO 2 2.3 

Illuminantfi 3.3 

O 2 0.4 

CO 7.0 

Ha 53.0 

CH 4 29.0 

N 2 5.0 


Preliminary Calculations 


1. Basis: 100 mols of dry fuel gas: 


Giis 

Mols 

Atoms C 

Mols II 2 

Mols O 2 

CO 2 

2 3 

2 3 


2.3 

111 .* 

3.3 

9.9 

9.9 


O 2 

0 1 



0 4 

CO 

7 0 

7.0 


3.5 

H 2 

53 0 


53.0 


CH* 

29.0 

29 0 

58.0 


Na 

5 0 




Totals 

100 0 

48.2 

120 9 

0 2 


* Taken aa equivalent to C3H6. 


2. Basis: 100 nwls dry flue gcLs at furnace. 


Gas 

Mols 

1 

Atoms C 

Mols IT 2 

Mols O 2 

CO 2 1 

S 24 

8.24 


8 24 

O 2 

1.15 



1 15 

CO 

5.34 

5.34 


2 67 

N 2 

85.27 



! 

Totals 

' 100.00 

13.58 


12.06 


3. Basis: 100 mols dry flue gas at stack. 


Gas 

Mols 

Atoms C 

Mols H 2 

Mols O 2 

CO 2 

4.51 

4.51 


4.51 

O 2 

12.05 


12.05 

CO 

0.12 

0.12 


0.06 

N 2 

83.32 


Totals 

100.00 

I 4.63 


16.62 
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Ratio of air to fuel gas. Basis: 100 mols dry fuel gas, 

1. At furnace. 

By carbon balance. 

48.2=0.13582/; whence 2/ =355 mols dry flue gas. 
By nitrogen balance. 


0.79a; +5.0 =0.8527 (355); whence re =376 mols dry air 
=3.76 mols dry air per mol of dry fuel gas. 

2. At stack. 

48.2 =0.0463?/; ?/ = 1040 mols dry flue gas, 

0.79a; +5.0 =0.8332 (1040); a; = 1090 mols dry air, 

= 10.90 mols dry air per mol of dry fuel gas. 


3. Flue leakage . — The increase in air from furnace to stack is obviously 
leakage. Since the basis is fuel gas, air quantities may be subtracted 
directly, z.c., the in-lcak of dry air is 10.90—3.76 = 7.14 mols/mol of dry 
fuel gas. 


Mols O 2 theoretically reiiuired for fuel =48.2 (for carbon) + 


120.9 

2 


(for HO 


= 108.65. Since the fuel contains 6.2, the difference, 102.45 mols O 2 , 
requires 102.45/0.210=488 mols of dry air. 

Mols dry air in flue gas per mol of dry air theoretically required. 


Leaving f urnacc. 

^'^94s8 =0.771; excess air = —22.9 prr cent. 


Entering stack. 


1090^88=2 .23; excess air= +123 per cent. 
Overall heat balance. Basis: 12 hr. 


1 ,301,000 = 1,285,000 cu. ft. saturated fuel gas at 86°r. and 

1 atmosphere, since pressure of water vapor at 86°F. = 1.248 in. mercury. 
Input {in fuel gas). 


(1,285,000) (517) =664,000,000 B.t.u. 

1,285,000 =3220 mols saturated fuel gas, 

1 248 

3220-^^^ =136.5 mols moisture in fuel. 


3220 — 136 =3084 mols dry fuel. 

(100) (136.6) /3084 =4.42 mols moisture/lOO mols dry fuel. 
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Mols water from burning 100 mols dry fuel =* 120.9. 

Total from 100 dry fuel = 120.9 4-4.42 = 125.3. 

Partial pressure of water in air = (0.63) (1.248) =0.662 in. of msrcury. 
Partial pressure of air = 29.5— 0.66 = 28.84 in. of mercury. 

Moisture from air = ^i5^^— ^ =25.0 mols. 

28.84 

Mols moisture in stack gas. 


From fuel = 125 .3 
From air = 25.0 

Total 150.3 

Latent heat up stack. Basis: 12 hr. 

^^(150.3)(18)(1044) =87,400,000 B.t.u. 
Potential heat up stack. Basis: 12 hr. 

=4,700,000 IU.U. 


Sensible Heat* up Stack above 86°F., peii 100 Mols Dry Stack Gas 


Gas 

Pound 

mols 

At 843°F. 
B.t.u. above 
60°F. 

At 86°F. 
B.t.u. above 
60°F. 

1 

Differ- 

ence 

B.t.u. 

loss 

CO 2 

4.51 

8,340 

231 

8,109 

36,600 

CO 

0.12 

5,610 

181 

5,429 

700 

O 2 

12.05 

5,850 

182 

5,668 

68,400 

N 2 

83-32 

5,560 

181 

5,379 

448,000 

H,0 

14.44t 

6,610 

210 

6,400 

92,500 

Total 





646,200 


*BaBed on Fig. 1, page 10. 

tlfiO.3/10.4 = 14.44 mols total H 2 O vapor per 100 mols stark gas. 


Total sensible heat up stack above 86°F. Basis: 12 hr. 

(3084) (10.4)^^^5 = 207,500,000 B.t.u. 


Heat into charge. Basis: 12 hr. 

(642,020) (0.163) (2135 -86) =170,000,000 B.t.u. 

* 67^860 gm. cal. evolved by burning 1 gm. mol. of CO to CO 2 . 
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Distribution of Heat 


1 

B.t.u./12 hr. 

Input, per cent 

Input (in fuel) 

664.000. 000 

170.000. 000 

4,700,000 

87,400,000 

207.500.000 

194.400.000 

100.0 


Output: 

Into charge 

25.6 

Stack losses: 

Potential 

0.7) 

Latent 

13. 2( 

45.1 

Sensible 

Unaccounted (radiation, cooling water, etc.) 

1 

31.2) 

29.3 


Total 


664,000,000 


100.0 




CHAPTER VIII 


GAS PRODUCERS 

As pointed out on page 182, producer gas, the product of con- 
trolled primary combustion of coal with a thick fuel bed and with 
steam mixed with the primary air, is of increasing importance in 
industrial furnaces. Producer gas is the logical development of 
the “long-flame” combustion of fuels with suppression of primary 
combustion and increase of secondary. As in the case of coal- 
fired furnaces, the st(!am is used to make possible the utilization 
of low-volatile fuels and the gasification of all th(' combustible 
matter of the fmd and not merely of the volatile combustible. 
The gas producer represents the isolation of primary combustion 
under conditions of exact control, thus rendering it unnecessary 
to compromise in d(‘sign and op(*ratiou between the demands of 
the gas-producing aj)paratus and those of the* furiiact' itself. 
Jilach may be constructed and run to the Ix^st i)ossiblo advantage 
for its own purpose irrespective of the other. Consequently 
modern construction is to an ever-increasing extent discarding the 
direct use of coal in the furnac^e. For example, lime kilns fired 
with producer gas have been installed and are proving successful. 

From the discussion on page 181, it is obvious that a gas 
producer must operate with a thick fuel Ix'd. The oxygen of the 
air burns to CO 2 extremely rapidly, raising the bottom of the fuel 
bed to a very high temperature. This temperature is lowered 
by the presence of the steam, largely due to its diluent effect, 
since the rate of interaction of steam with carbon is slow com- 
pared with that of oxygen and also since; any hydrogen formed 
would be largely reoxidized as long as oxygen is present, because 
of the liigh rate of this last reaction. As soon as the oxygen has 
disappeared, however, carbon begins to reduce both steam and 
CO 2 as indicated on page 174. Because all these reduction reac- 
tions absorb heat, the fuel bed is chilled thereby. There is 
therefore a sharp temperature gradient in the fuel bed, heat 
flowing rapidly by both radiation and conduction from the lower 
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layer of the bed (the oxidizing layer of CO 2 formation) up to 
this reduction zone. This tends to keep down the temperature 
of the oxidation zone, but that temperature will rise rapidly 
with increase of combustion rate, because the heat evolution 
due to increased CO 2 formation will be greater than can be 
dissipated to the reduction zone. Since, as will appear later, 
one of the most serious difficulties in gas producers comes from 
fusion of the ash, it is necessary to have the steam quantity high 
and the combustion rate low in order to keep down the tempera- 
ture in the oxidation zone because this is the very point where 
the ash is being deposited. It is on this account that gas pro- 
ducers cannot, in general, be forced above a combustion rate of 
40 lb. of coal per sq. ft. of cross section of fuel bed per hr., while, 
with some coals with low-fusing ash, rates of 10 to 15 lb. cannot 
be exceeded with safety. 

Where the hot gas rises through the cold fuel, the latter is dis- 
tilled in the entire absence of air. If the temperature of this dis- 
tillation is low, as is usually the case, large quantities of tar are 
formed, the removal of which is one of the serious problems of gas- 
producer operation. Where the temperature is higher, these 
hydrocarbons are cracked with formation of soot, almost equally 
obnoxious. Where the hot gas can be h^d directly from the pro- 
ducer to the furnace (raw i)roducer gas), these impurities may not 
be a serious problem. The formation of this tar and soot can be 
eliminatc'd by passing the air down through ihe fuel bed but the 
mechanical difficulties encountered have in the past proved 
sufficiently serious so that this type of producer is not widely used. 

The methane and traces of illuminants in producer gas come 
mainly from distillation of the fuel and are therefore highest in 
high-volatile liigh-R.t.u. coals. 

From the discussion on i)age 174, it is clear that a producer 
operated at low temperature will give relatively large quantities 
of CO 2 and less CO and hydrogen, in other words, a low-B.t.u. 
gas. The higher the temperature, the greater the capacity of the 
producer and the higher the heating value of the product. Since 
the temperature of operation is limited by the temperature of 
fusion of the ash, the value of a coal for gas producer operation 
depends largely thereon. 

Where producer gas is cleaned or piped any great distance, it 
is cooled and the sensible heat of the gas is lost, while raw gas 
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is used directly and this heat is conserved. The eflSciency of 
conversion of the energy of the coal into heating value in the gas 
is therefore reported sometimes on a “cold/^ sometimes on a 
“hot/’ basis. It is convenient to use the cold basis as a standard 
for comparisons, even though, where conditions warrant, the 
additional sensible heat is recoverable. 

Were no steam used in a coke-fired producer but the CO 2 
completely reduced to CO, the efficiency (cold) would obviously 
be 135,300/2(97,000) or 70 per cent (see page 173). Were heat 
loss eliminated, the remaining 30 per cent would be the sensible 
heat in the gas. While steam absorbs part of this sensible heat 
and converts it into chemical energy in the formation of hydro- 
gen and CO, the facts that the undecomposcd steam carries away 
sensible heat and that the decomposition of steam tends to 
suppress the reduction of CO 2 partially offset the advantages 
gained. Incomplete reduction of CO 2 reduces the efficiency of 
a producer. Volatile combustible matter in the coal greatly 
increases efficiency since it can be distilled at the expense of 
the sensible heat in the spent gases but increases trouble with 
tar. As a result of all these factors, the cold efficiency of com- 
mercial producers is from 65 to 85 per cent, 70 per cent represent- 
ing average practice. 

The effect of steam on the efficiency has been determined 
experimentally;* although the data are not conclusive, it is defi- 
nitely shown that the efficiency is affected but little with steam 
injections of from 0 to 0.4 lb. per lb. of coal fired, but that effi- 
ciency rapidly decreases as the steam quantity is increased above 
this value. It is therefore desirable to keep the steam con- 
sumption down to the lowest point compatible with prevention 
of fusion of the ash and maintenance of a reasonable rate of com- 
bustion in the producer. 

It must be kept in mind that the fuel bed of a producer con- 
sists of four zones : the bottom layer of ashes, the function of which 
is to support and insulate the incandescent fuel; the oxidation 
zone where the temperature is very high owing to CO 2 formation; 
the reduction zone where the temperature is low owing to the heat 
absorption resulting from decomposition of water and CO 2 ; and 
the preheating and distillation zone where the cold fuel is coked 

♦Bone and Wheeler, J. Iron Steel Inst, {London), 76 , 126 (1907); 
Clements, J, Iron Steel Inst, {London), 107 , 97 (1923). 
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by the sensible heat of the gases from the reduction zone. It is 
obviously desirable to have the time of contact of the CO 2 and 
steam with the incandescent coke as great and to have the tem- 
perature of this reduction zone as high as possible in order to 
get high percentage decomposition into combustible gases. 

The reduction zone gets its heat exclusively from the oxidation 
zone, and consequently the top part of the reduction zone is at a 
temperature so low that the rate of the reduction reactions is very 
slight. Hence it is unsatisfactory to try to secure time of 
contact by greatly increasing the depth of the fuel bed. It must 
be realized by iruTeasiiig the cross section of the producer, i.e., by 
cutting down the velocity of the gases through the fuel bed and 
reducing the combustion rate. This reduces the distance 
between the oxidation zone where the heat is generated and the 
reduction zone where it is consumed, and therefore facilitates 
the flow of heat from the first to the second. This increases the 
reduction of CO 2 and steam, because of the increase in both time 
of contact and temperature of the reduction zone. In this way 
it is possible to increase the luxating value of the gas produced 
by 20 per cent and to increase the efficiency of the equipment by a 
corresponding though smaller amount. 

It must not be concluded from the ])receding paragraph that 
a gas producer sViould be operat(‘d with a thin fuel bed. The 
thicker the fuel bed, other things equals the better the results 
because the greater the action in the reduction zone and the more 
compkite the rec^overy of sensible heat in the distillation zone. 
The point is that increase in time of contact, obtained by increase 
in cross section of the fuel bed, is far more effective in increasing 
the efficiency of the reduction zone than a corresponding increase 
secured by greater depth. 

The maximum temperature allowable in the oxidation zone 
of a producer is from 50 to 20()°F. below the fusion temperature 
of the ash. The producer must be fired at a rate sufficiently low 
and with a steam-to-air ratio sufficiently high to keep the tem- 
perature down to this point. If the ash fuses at 2000°F., the 
combustion rate cannot exceed 5 to 6 lb. of coal per sq. ft. of 
cross section of the fuel bed per hr. without the use of an excess- 
ive amount of steam, which will result in a low efficiency and a 
low-B.t.u. gas, rich in CO 2 . A fusion point of 3000° makes it 
possible to more than double these combustion rates, reduce the 



228 


PRINCIPLES OF CHEMICAL ENGINEERING 


steam-air ratio and increase the reduction, thereby increasing the 
efficiency. Therefore, while it is possible to make producer gas 
with fuels having low-fusing ash, the overhead expense of gas 
production is nearly double and the quality of the resulting gas is 
lower, in comparison with a coal of high-melting ash. Where 
the wear and tear on the lining is the limiting factor (see page 
229), a very high-melting ash makes it possible to carry a heavy 
emergency overload for a short time, though at the expense of 
depreciation of th(^ lining. 

The great disadvantage of produ(‘er gas is its low heating value 
due to the large amount of diluent nitrogen and undc'composed 
CO 2 . Gas with a heating value less than 90 to 95 B.t.u. per cu.ft. 
will not sui)port its own combustion without preheating, and such 
gas may all too easily be obtaiiu^d from a producer because of diffi- 
culties that will be discmssed under oi)eration. An anthracite 
coal should give a gas of 130 to 135 B.t.u. and a good bituminous 
coal will easily produce 150 to 160 B.t.u. The highest grade 
bituminous coal in w(dl-designed producers operated at r(\asonable 
combustion rates will give 180 B.t.u. continuously and has been 
known to yield 215 B.t.u. under special conditions. Tlusse excel- 
lent results can be r(*aliz(‘d, however, only where V(iry complete 
decomposition of the CO 2 and s<^eam is obtained, the CO 2 in the 
resulting gas being brought wtII below 5 per cent. 

TYPES OF PRODUCERS 

One of the major advantages of the gas producer lies in the 
fact that it can be designed and operated so as to handle low- 
grade fuels, either those with exc^essive ash (if nonfusing) or of 
low heating value (brown coals, lignites, etc.). In the latter case 
the heating value of the gas is lower. It is unfortunate that the 
combined water of th(‘se low-grade fiu'ls is driven off in the dis- 
tillation zone and cannot be utilized as the source of steam for the 
l)roduction of the gas in uj)-draft producers. This disadvantage 
is overcome in some large units into which pulvcirized low-grade 
coals are fed at the bottom of the find bed; this type of producer 
is now being developed in Europe. Likewise, the development 
of thoroughly successful down-draft producers would greatly 
increase the efficiency of decomposition of sucii low-grade fuels. 

The apparatus for making industrial gas by these reactions is 
called a producer, and consists essentially of : 
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1. A container or reaction vessel. 

2. Provision for supplying fuel. 

3. Provision for supplying air and steam. 

4. Provision for removing ash. 

5. Provision for removing gases formed. 

6. Provision for removing flue dust and tar. 

1. The Container. — The container is usually a steel cylindrical 
shell lined with fire brick. It may be one stationary piece, or 
one piece rotating on a central axis, or in two })arts, either or both 
of which may rotate. The top and other vulnerable points are 
generally water cooled. The size varies from 5 ft. diameter to 
dimensions of 10 and 12 ft., and the capacity is from 500 to 
3500 lb. of coal per hr. The l)ottom may be a special shaking 
grate, but more frequently the fire bed rests upon a mass of ashes 
which is supported by a pan filh^d with water. 

It is a well-known fact that steam has at high temperatures a 
selective disintegrating action on fire brick that is very serious. 
Also in a i)roducer the find bed is continuously working down- 
ward and thereby abradevs the lining. Furthermore the ash may 
exert a fluxing aidion on the lining evem below its melting point 
(just as salt will melt ice below 0°C.) Consequently a producer 
lining operatiis under ('xce})tionally severe (conditions and the 
temperature of the oxidation zoik' must be h(dd down to keep 
the deterioration within reasonable limits. The development of 
a special refractory to resist thc'se conditions would make it 
possible to increase the effiedemey and capacity of producers when 
using coals of high-fusing ash. 

2. Fuel Supply. — The supply of fuel may be intermitt(mt or 
continuous; an intermittent fin'd is simpler from a mechanical 
point of view, but the spasmodic addition of large quantities of 
green coal leads to an irregular production of distillation gas and 
tar. It is all-important that the top of th(' fuel bed be kept lev(d 
and the mass of fucil uniformly distribut('d. Then' is a tendemey 
for the larger pieces of the fuel to pass to the outside edge of the 
charge, thus creating here a path of smaller resistance than 
through the center and causing irregularity of combustion. The 
blast of air and steam naturally takes the path of least resistance, 
and, when a clianmd or ^‘chimney is once formed in the fuel bed, 
it rapidly increases in size owing to the localized combustion. 
This is fatal to good operation; first, the intense heat thus set 
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free fuses the ash into masses of clinker very difficult to manage; 
second, much steam passes through so rapidly that it does not 
react with the carbon and, leaving the producer at a high tempera- 
ture, carries with it large quantities of sensible heat; third, uncom- 
bined air passes through these channels or blowholes and burns at 
the top of the fuel bed, causing high CO 2 content and low calorific 
value in the gas. Provision for maintaining a bed of reacting 
fuel of uniform density free from such opimings is a matter of 
importance and is accomplished more or less successfully in a 
numlx'r of ways which will be discussed later. 

Coal broken to a uniform size of from 1 to 2 in. and freed 
from dust is the most desirable size of fu(‘l, although ‘^run of 
mine’^ when crushed to })ass a 4-in. m(\sh or ring is the most com- 
mon in use. It s(4dom, if ever, pays to use strictly slack coal even 
though the first cost is very low. The capacity of the apparatus 
is cut down by the choking of the blast, which must be driven at a 
higher iiressurc to force it through the fire. Blowholes are on 
this account more readily formed and a hot gas of low calorific 
value is produced. Suction produci'rs are gcuierally fed with 
anthracite coal, for, although a gn^at deal of work has been done 
toward utilizing soft (X)al, the high ash, sulfur and coking charac- 
teristics have until rec(^ntly prevented its successful use. West- 
ern lignit(\s in large sizes and German brown-c^oal briquettes give 
very good results. Bituminous coals work well in i)ressure pro- 
ducers and consequently anthra(dt(^ is buriuid only in compara- 
tively small plants of this class. 

3. Supply of Air and Water Vapor. — Gas producers may be 
divided into two types ac(;ording to the method of supplying air 
and steam; in the first they are drawn through by means of an 
exhauster or other form of suction, and in the second they are 
forced through by pressure from a blower or injector. The 
former is used chiefly to supply internal-combustion engines 
where the vacuum of the cylinder is directly communicated to 
the producer. In such cases provision is made for saturating 
the air with moisture in an independent apparatus. 

In pressure producers the steam sui)ply is usually under high 
pressure and is often used to inject the necessary volume of air 
into the fuel bed. It is desirable to be able to control the air fed 
to the producer and the ratio of steam to air independently of 
each other, since the first controls the combustion rate in the 
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producer, while the second should be kept substantially constant 
for a given fuel but be capable of adjustment if the fuel changes. 
With a steam injector this control is impossible. The steam-air 
ratio can be maintained constant either by a thermostatic control 
inserted in the mixture and by oi)erating the steam valve, or by 
humidifying the air with hot water up to a thermostatically con- 
trolled temperature. The steam for direct injection or for heat- 
ing the water can be obtained advantageously from the exliaust 
of the steam-driven air blower. Proper design of the distributing 
head is important inasmuch as an even distribution of the air 
and steam supply is higlily desirable in the operation of the 
producer. In those types in whi(‘h the fuel rests upon a Ix'd of 
ashes in a water-cooled pan, the distributing injector is placed 
in the center just below the zone of active combustion. Obvi- 
ously suction prodmxTs must einj^loy some form of grate so 
desigiK^d that the even distribution of the supply gases is insured. 
The avoidance of large' clinkers is din'ctly dependent upon the 
ev('n distribution of this blast. Localize'd high temperature 
incident to blowhoh's and ‘^chimiK'ys^^ produces clinkers difficult 
to n'lnove from the ash bed. When this otxairs on the edge of 
the fuel bed, they stick to the wall and may (*ause the fuel to arcJi 
across or ^Tiang,” thus greatly interfering with regular operation. 

4. Removal of Ash. — In suction gas producers and others 
emi:)loying grat('s, the ash is removed by a movement of the grate 
l)ars. In order to compensate for the more easy passage of the 
supply gas(‘s at the area of contact iM'tween the fuel bed and the 
lining of the shell, tlie ash(\s must be somewhat more completely 
removed at the center of the mass than around the edge. In the 
various types of pressure producers the evolution from a station- 
ary grate, through the rotating or otherwise movable exposed 
grate to grates submerged in water, and finally to the grateless 
bottom in which the ash stands in a pan of water accessible from 
every point of its circumference, has been slow but continuous. 
The periodical removal of the ash and clinker of necessity dis- 
turbs the fire zone and interrupts the production of a uniform gas. 
Hence most modern producers provide for either a large storage 
space for ashes, so as to render removal necessary only at long 
intervals, or for a continuous removal by working the bottom 
toward the outside edge and periodically lifting out the exuded 
portion by means of a plow. 
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6. Removal of Gas Formed. — The gas is generally removed 
through an outlet in the side of the top of the producer, whence it 
passes to the coolers and scrubbers, usually through a water seal. 
Attempts have been made to withdraw the gas from th(^ center of 
the producer below the upper level of the fuel bed in order to 
decompose the tar by cracking, but the mc'chanical difficulties 
encounten'd have resulted in the abandonment of this type. 

6. Removal of Flue Dust, Soot and Tar. — Where the gas is to 
be used for operating an internal-combustion engine, it must be 
cooled and purified from the dust of the ash and the soot and tar 
that always accompany the de(*omposilion of soft coal. Until 
very recent times coal tar of any description has not had ready 
sale except from large installations, and the logical method of dis- 
position was to return it to the body of the i)roducer for further 
action, desfnte the fact that for many heating i)uri)oses higlily 
carbonaceous material is i)articularly advantageous on a(‘count of 
the luminous flame produced and the radiant (mergy set free. 
The principles of removal of liquids and solids from gases are 
taken up in the cha])ter on Separation and their application here 
is obvious. The distribution of clean cold gas over wid(^ areas 
can be done under low presstire (1 to 5 lb.) and does not i)resent 
difficulties of leaks or heat insulation. Cond(*nsation of tar is 
usually encountered on account of its incomplete removal. It is 
important to provide suitably located traps for it. 

The application of the above geiuTal considcTations in the 
design and op(Tation of modern gas producers will b(* illustrated 
by a few of the large number of machines now available. 

The Morgan prodiu^er consists of a stationary water-cooled 
top equipped with an automatic intermittent fu(‘l door and an 
outlet for the gas. The shell is partly water cooled and rests upon 
a base with whi(;h it rotates, while the fuel bed is supported by a 
layer of ashes held in a water-cooled i)an. A spiral-shaped bar on 
the bottom causes the ash to travel to the outside rim where it is 
continuously removed by a plow. The fuel bed is kept level and 
compact by a heavy bar whi(ffi floats on top of it and accommo- 
dates itself to any height, distributing the fresh fuel evenly and 
closing up blowholes. The blast is forced up under a central 
hood with cowl located in the ash bin. The working capacity of 
the unit is about 2000 lb. of coal per hr. 
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The Chapman producer uses a stationary shell located above 
a pan of water which serves as a w^ater seal and which is so shaped 
that the ashes can be hoed out of it without difficulty. It is fed 
continuously with a ratchet-operated gear-tooth feed. The fuel 
bed is kept even and blowholes are closed up by a water-cooled 
rake, the prongs of which project into the fuel bed so that, unlike 



Fig. 79. — Morgan gas producer. {Courtesy of Morgan Construction Co., Wor- 
cester, Mass.) 


the Morgan producer, holes are closed up by sidewise pressure 
rather than by having green coal raked into them. 

The Smith produ(;er consists of a sericis of re(;tangular sections 
side by side, (^ach oi which has its own grate and air supply. The 
grates slope backward at an angle of 35 deg. and mechanical 
stokers charge coal through the front wall, building up a single 
fuel bed for the series of sections. Air, saturated with water 
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vapor at a definite temperature, is drawn up through this bed by 
suction and the gas comes off through a central outlet and is 
cooled and cleaned before distribution. 

The Hughes producer consists of a revolving brick-lined shell 
with a stationary water-cooled top carrying the charging doors 
and the exit for the gas, and an ash pan revolving with the shell. 
The fuel is leveled and the reaction mass is kept free from channels 



by a vibrating water-cooled poker depending from the stationary 
top and reaching well into the in(;andesceiit zone. This poker 
swings backward and forward, and as the shell revolves it takes 
as a path a series of ellipses moving in an arc between the center 
and a few inches from the? shell lining. The blast is introduced 
at the center through a bell-shaped distributing head. The 
capacity is about 2000 lb. of coal per hr. 

GAS PRODUCER COMPUTATIONS 

Exactly as in th(j case of furnaces, the performance of a gas 
producer is most easily controlled by gas analysis. A complete 
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test on a producer set is time consuming and usually the equip- 
ment is so arranged as to make it difficult or impossible to secure 
all the data needed. It is therefore fortunate that the gas analy- 
sis can be made to give so much information. 

It is often difficult to measure the amount of gas produced 
because the quantity is large and meters of sufficient capacity 
are not usually available and more particularly because the rate 
of gas production is liable to wide fluctuation. From the amount 
of fuel used, which can be determined readily and accurately, 
and a knowledge of the carbon content of the fuel, a carbon 
balance will immediately give the gas production, provided cor- 
rection is made for the tar and soot formed and for any unburned 
combustible^ in the^ ash. The latter is obtained from analysis of 
the ash but data on th(^ former are difficult to se'cure accurately 
in a short test. Where a given fuel is used over a long period of 
time under reasonably constant conditions of producer opera- 
tion, the tar and soot formed can be obtained directly from the 
plant records; th(' result can b(' expressed as percentage on the 
fuel, or bett(T still as percentage on the total combustible matter 
fired. For coal from a given mine this figure will be quite con- 
stant; indeed for a given coal it will not change greatly even with 
wide variations in operating conditions. 

Calculation of Gas Production. — The following illustration indi- 
cates the general method of computation of producer-gas data. 
In the test chosen the gas production was measured directly 
and can therefore be compared with the computed result. In 
most industrial installations the gas cannot be measured with 
accuracy without undue trouble and expense, but the data used 
below can all be obtained without difficulty. Since the ultimate 
analysis of the coal was not available (as is usually the case), it 
was iK^cessary to estimate its carbon content from its heating 
value (see page 169). 

Test 106, U. S. Bureau of Mines Bull. 13 

Fuel Analysis 

Ash . 11 41 per cent 

b.t.u. (iis fired) 10,528 

Sulfur 1 33 per cent 

Pounds fuel per hour 370 7 

Pounds tar per ton fuel 144 
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Gas Analysis 


Gas Per cent 

CO 2 9.2 

C 2 H 4 0.4 

CO 20.9 

H 2 15.6 

CH 4 1.9 


Calculations 


C 0.2 

9.2 

C 

9 2 

H 2 

Os 

9.2 

C 2 H 4 

0 4 

0 8 

0 8 


CO 

. ... 20 9 

20 9 

10 45 

H 2 , 

15 6 


15 6 


CH 4 

. .. . 1.9 

1 9 

3 8 


N 2 

52 0 




Os from Iiir =52(0.21/0.79) 

32 8 

20 2 

19 65 
13.82 

O 2 from steam 
H 2 from steam = 

= 2(5.83) 

= 

1 1 . 6(> 

5.83 

H 2 from net Hi 

in coal = 


8 51 



Weight per cent of cjirbon in the coal which goes into the gas =x. 
Weight per cc'nt of oxygen in the coal (total, except ash) =?/. 
W(‘ight f)(T cent of net hydrogen — 2 :. 

Assume tar to be (CH-j)^, or 20.7 lb. H and 123.3 lb. C per ton of coal 
or L035 per cent 11 and 0.1()5 per cent O on the fuel as fired. 


From the fad tliat 


carbon 


17,230 


oxygen plus ash ’ 16,750 — B.t.u. 
{x +6. 1 65) / ( // + 1 1 .4 1 ) = 1 . 79. 


-0.98, 


The ratio of carbon to net hydrogcm m the gas, in mols, can be equated to 
the same ratio calculated from the coal: 


=3 841 = 

8.54 (z- 


x/l2 

1.035)/2.016* 


Also, assuming 1.2 per cent N in tin* coal, 

a:+6.165+2+-°'^j - ?/ + 1.2 4-1.33 + 11.41 =100. 


From these thr(;e equations, a: = 52.4 per cent carbon in the coal which 
goes into the gas. Hence the gas per hour is: 
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The actual gas production per hr. as metered was 18,170 cu. ft. 

Estimation of Steam Consumption and Decomposition. — Per- 
haps even more important than knowledge of the gas pro- 
duction is the determination of the steam consumption and of 
the extent of its decomposition in the producer. Under normal 
j)lant conditions the dinict measuremtmt of the steam used is 
almost as difficult as that of the gas produced, because the essen- 
tial thing is tlie ratio of steam to gas and both these quantities 
an' subject to wide' fluctuation. Where a plant happens to be so 
equipped that th(^ steam for a given unit can b(' fed to that unit 
as water, the' measun'inent of the total amount of this water over 
a given period of time is easy. Where, however, resort must be 
had to st(‘am meters of eitlu'r the orifice, Venturi or Pitot-tube 
type, these, even wlu'ii of the integrating type, lose somewhat in 
dependability owdng to the excessive variations in operating con- 
ditions. It is somc'tinies possibles to cool th( gas below its dew 
point under sindi conditions as to measure ( lie condensi'd w^ater, 
although condensing tar makes this difficult. From this, correct- 
ing for th(' residual vapor in the saturated gas, oik? obtains the 
water vapor in the gas leaving the iirodiu^'r. This figure 
includes, how^ever, all the water, both free and combined, in the 
fuel used, and very little of this is deconqiosed in the producer. 

The reaction-rate equations developed on pag(^ 184 can be used 
for (estimation of the steam consumption and its percentage 
decomposition. It must be remembered that in the oxidation 
zone of the producer th(' oxygc'ii goc's almost quantitatively to 
CO 2 while the w\ater vapor wdll be little reduced because any 
hydrogen formed would immediately be reoxidized. In the 
reduction zone this CO 2 and water vapor interact with the carbon 
in the way described on page 224, the only differences being the 
})resence of the diluent nitrogen and the fact that the initial CO-t 
is high, while in the production of water gas it is zero. 
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It is well to remember that these equations mean simply this: 
that, if steam is being reduced by carbon, any CO 2 mixed with the 
steam is also being reduc.ed, and that, therefore, the ratio of reduc- 
tion of the two depends only on their relative concentrations, 
and not on time of contact and temi)erature (except to a minor 
degree), since any change in these last two variables will have a 
similar effect on the reduction of both. 

For computation it is best to use 100 i)arts of nitrogen as the 
basis because this giv(\s an unchanging standard. On this basis 
call the parts of CO 2 v and of water vai)or x as before, but remem- 
bering that the basis has changed. It will be seen that the 
differential equations are absolutely identical with those for the 
case of water gas, ?‘.c.. 


— and dx/d6= — (/c 6 + 2 ^ 7 ) 0 :, 

whence 

dv _fiv—x 
dx OCX 

where 


/3 = A: 2 /A -7 and a = 2 -h(fc 6 /fc 7 ), 
which integrates into 

(/3-a)«; = x+[(/3 — a)t;o-J-o](— ) • 


For simplification assume that all the oxygcm has gone to CO 2 
at the top of the oxidation zone. Since air (u)nsists of 21 i)(‘r 
cent oxygen and 79 per cent nitrogen, this means that the C ()2 
at the start of the reduction zone is 26.6 per cent on the basis of 
IOON 2 . Call the inje(^t('d steam per 100 parts of nitrog(‘n 3 * 0 . 
Inserting those valiuis and remembering that the values of ^ 
and a should be the same as b(‘fore, the following ecpiation should 
represent tin* relation between the CO 2 (^ontcmt of the produ(!(U' 
gas, st(iam used and the steam remaining undecomposed: 

(l.Ol)v = a:+ (26.9 —a^o) (a:/j:o) 

If this equation is used to compute the CO 2 content of the gas 
by inserting into it experimentally determined valu(\s of tlu^ 
steam utilization and decomposition from gas-producer tests, 
it is normally found that the calculated CO 2 value is lower than 
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the observed one. There is general agreement that at the 
temperatures prevailing in the top of the fuel bed of a coal-fired 
gas producer, particularly because of the catalytic action of the 
hot coal particles, the reaction, 

C0+H20 = C0,+H2 (1) 

goes extremely rapidly in comparison with the reduction reactions 
discussed on pages 180 to 185. Furthermore, at these tempera- 
tures the equilibrium of this reaction lies toward the CO 2 side. 
In other words, this reaction causes the conversion of CO to CO 2 , 
without, however, changing the total amount of reducing gas in 
the mixture. This increase of CO 2 at the expense of CO, not 
only in the ui)i)or zones of the fuel bed but in the gaseous space 
abov(' it, has long becui recognized. That part of it which occurs 
in the gas(‘ous space above the fuel bed is called the Neumann 
reversion. The diffenuitial equations used above take no 
cognizance of this reaction and therefore give too low a value for 
th(' CO 2 content of the gas. Study of the results of a large 
number of producer-gas tests indicate that, for coke-fired i)ro- 
ducers, th(i CO 2 in the gas corresi)onds to the values given by 
this equation, wluTcas, with coal as a fuel, the actual CO 2 per- 
centages averagers about 3.6 units above the predicted value. 
Hcmce, th(^ ecjuation will give the relation between steam deconi- 
])osition and the gas analysis if it is written in the following modi- 
fied forms: 

— “ ( 2 ) 

or 

l.0l(-^P^)(l - .^>) = <^+0.269(1 - (2a) 

where h is ('ither 3.6 or 0 as pointed out above, 0 is x/xo and 
H 2 is the hydrogeui from the decomi)ositioii of steam which is 
equal to 2C02"b202“t"C() — 0.528N2, where CO 2 , CO, Oo and N 2 
represent the molal percentages of the respective constituents 
in the gas. The latter form of the equation is shown plotted 
in Fig. 81. 

It should be pointed out that an equation of different form which yields 
almost identical results can be obtained by assuming that the composi- 
tion of the gases leaving the reduction zone corresponds to equilibrium of 
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roaction (8) * at a temperature of approximately 2000°r. Stoichiometric sub- 
stitution into the equilibrium constant, = (C0)(H20)/(C02)(H'a) =2 at 
2000°F. (sec Fig. 66, page 175) gives 

1 _ 1+2(C02/PIO 

(!-(/>) r+2{0.269(N2/fIi) -r(C02-6)7H.i]r 

A. plot of the values given by this equation can be superimposca \)n Fig. 81 , 



Fig. si. — E stinnition of steam decomposition in producers. 


the ddferenees belweeii corresponding curves being within the experimental 
error of the data upon whicli tins plot is based. 

Figure 81 offers a eonveniont solution of the important problem 
of determining the steam consumption of a gas producer from 
analysis of the gaseous jirodiu't witliout th(^ neca'ssity of further 
data. The technique of using it will be made clear by a study 
of the accompanying table. The first seven columns give the 
experimental results of the producer-gas tests in question. The 

*P. 173. 
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first six are the gas analyses and the seventh is the per cent steam 
decomposition as reported by the investigators. The remaining 
columns of the table represent the steps in the computations. 
Of the three runs reported, two are taken from Bone and Wheeler* 
and the last from Haslani, Maekie, and Reed.f The former used 
a high-volatile ca)al and the latter anthracite. 
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(k)luiun8givesthe ratio (CO 2 — fe)/( 2 C 02 + 20‘2 + C0 — O. 528 N 2 ) 
and column 9 the ratio (N2)/(2CX)2+2()2 + CO — O. 528 N 2 ), 
wliK^li are the two valu(‘s necessary to deteiinine a point on Fig. 
81. The fraction of steam undecoin])osed, 0, as read from the 
figure, is given in column 10. The last column contains the 
calculated percentage's of steam decoinjmsed, 100(1 — </>), which 
may b(i compan'd with the results obtained by the investigators. 
It will be noted that the agreement is excellent. 

Column 9 of tin' above table repn'sents the ratio of the mols of 
nitrogen per mol of liydrogc'n from decomposed steam in the 
producer gas. Tin' reciprocal of this value multiplied by 100 
gives tlie mols of hydrogen formed from steam p(ir 100 mols of 
nitrogen. Dividing this value by 1 — 0, where <t> is the fraction 
steam undecompos('d from column 10, gives the mols of steam 
injected per 100 mols of nitrogen; since 26.6 mols of oxygen 
enters with this nitrogen, the molal ratio of injected steam 

* J. Iron Steel I ml. (London), 126 (1907). 
t Ind. Eng. Chem., 19 , 119 (1927). 
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to air is found by dividing the mols of steam injected per 100 mols 
of nitrogen by 126.6. If one knows the carbon content of the 
coal employed and the per cent gasification of this carbon, these 
figures can readily be converted into pounds of steam injected per 
pound of coal fired, a form more frequently employed in producer 
practice. Thus, if the molal ratio of injected steam to nitrogen 
is multiplied by the ratio of nitrogen to total carbon as shown by 
the gas analysis, it is converted into the ratio of mols of steam 
injected per atom of carbon gasified. Multiplying in turn by 
the ratio of the molecular weight of steam to the atomic weight 
of carbon gives the pounds of steam per pound of carbon gasified 
and multiplying by the pounds of carbon gasified per pound of coal 
gives the required figure. The last run shown in the table was 
made with an anthracite containing 78.84 per cent carbon and, 
because of the character of the coal, its gasification was sub- 
stantially complete. Hence, for this case the conversion becomes 

The investigators report a steam consumption per pound of coal 
of 1.03. 

K(piation 2, which is the basis for Fig. 81, indicates that, 
as one increases the steam fed to a gas producer, the })erc-entage 
decomposition of steam of necessity drops off and at the same time 
the CO 2 increase's while th(? ratio of CO to H 2 decr(\ases, and the 
changes in tlu'se (luantities make it possible to compute the 
corresponding change in stc^am injection. Hence, the changing 
(composition of a producer gas with increasing steam would follow 
a path upward and to the right on Fig. 81. Furthermore, as 
the point representing the gas analysis moves upward, a decrease 
in efficiency is indicated because of the increasing amounts of 
steam fed, although this steam increase may be necessary in 
order to prevent clinkering troubles. As the point moves to the 
right, thinning or channeling of the fuel bed or excessive firing 
rates are indicated. In general, then, it may be said that points 
far to the right on Fig. 81 indicate poor fuel-bed conditions or 
excessive firing rates, while points high on the plot indicate 
excessive use of steam. The nearer to the origin a point falls, 
the lower the CO 2 /H 2 ratio, the better the steam decomposition 
and hence the greater the efficiency of producer operations. 
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The quantitative relationship in a producer between the 
steam consumption, the rate of firing and the depth of the fuel 
bed has never been determined. From the explanations already 
given it is obvious that both an increase in the rate of firing 
and a decrease in the steam-air ratio run up the temperature 
in the oxidation zone. Since this temperature must be kept 
below the fusing point of the ash, a knowledge of the relation 
is important. 

One can set up a heat balance on the producer from the 
bottom up to any particular section of the reducing zone. Con- 
sider 100 mols of entering nitrogen, corresponding to 26.6 mols 
of oxygen. At the oxidation zone, where this air first hits the 
hot coke, it will burn to CO 2 . Call t the temperature at the 
section in qu(\stion in the reducing zone. If the fuel bed is of 
adequate depth, the counterflow of the hot gases rising above this 
section will i)reheat the coke flowing down to it substantially to 
the temperature /. The heat generated by combustion is partly 
consumed below this section in the reduction of CO 2 and water 
vapor, while the rest of it rises from the section into the upper 
part of the produc('r, partly as heat carried up by conduction and 
radiation through the incandescent fuel bed due to the temper- 
ature gradient through it, and partly as sensible heat in the 
gases. The heat flowing up through the section by conduction 
and radiation may be calculated by subtracting from the total 
heat available from combustion above the temperature level t 
the heat consumed by the reduction reactions taking place below 
that section, computed, however, on the assumption that they 
take place at the temperature L This is allowable, since, 
although the reaction mechanism is entirely different, the net 
overall result is the same. 

The heat of combustion of 26.6 mols of oxygen to CO 2 is 
26.6 (97,000) =2,580,000 P.c.u. or 4,640,000 B.t.u. To this 
must, however, be added the sensible heat content of the coke up 
to the temperature f, since the coke enters that part of the pro- 
ducer under consideration at this temperature level. The 
temperature in the active part of the reduction zone averages 
about 1700®F., and the average heat capacity of carbon up to 
this temperature is approximately 4.7 B.t.u. per lb. mol. Tak- 
ing the temperature ta at which the reacting materials enter 
the producer as the base line, the heat brought in by the hot 
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carbon consumed in the oxidation zone is 4.7 (26.6) {t — to) = 125 
(t — ta). The total heat available above the temperature level t 
is equal to the sum of the preceding quantities less the heat con- 
tent of the primary combustion products at this temperature. 
There are 100 mols of nitrogen with an average heat capacity 
(see page 10) of about 7.4, corresponding to 740 (t — ta) heat units 
and 26.6 mols of CO 2 with a heat capacity of about 11.5, corre- 
sponding to 305 {t—ta) heat units. There arc also Xo mols of 
steam which entered with the air; its heat capacity averages 9 
(see page 10) and its heat content 9 Xo(^ — <«). The algebraic sum 
of these quantities is 2,580,000— (920+9 j*o)(^—ia)* The heat 

consumed by reduction with carbon is due partly to reac^tion of 
CO 2 and partly to steam. Per mol of gas reduced, the former 
consumes about 38,000 P.c.u. at the temperatures of the reduction 
zone (somewhat less than at room temperature) and the latter 
about 30,000. The relative reduction of the two obviously 
varies from case to cas(i, but, if one wdll employ an average heat of 
reduction of 34,000 P.c.u., one can, without serious error, speak 
of the total reduction of the two gases (combined.* Designating 
the initial CO 2 plus steam as 2:0 and the sum of unreduced CO 2 
and steam at the section in question as z, the total reduction is 
obviously Z(s — z, Furthermore, 2:0 = 26.6 + j * o . The heat con- 
sumption of these reduction reactions is therefore 34,000 {z^^ — z). 
Consequently, per 100 mols of nitrogen entering the bottom of the 
producer, the residual heat flowdng up by conduction and radi- 
ation through the section under consideration is 2,580,000 — 
(920+9a;o) (^ — i„) "'34,000 {zo—z) P.c.u. Calling r the amount 
of nitrogen rising per hour per square foot of cross-sectional area 
of the producer, expressed as hundreds of mols, the conduction 
heat current flowing upward through the section involved is 

^=r[2,580,000-(920 +9xo) (<-<„) -34, 000 ( 2 : 0 - 2 )], in P.c.u. 

= r[4, 640, 000— ( 920 + 9 ^ 0 ) (f— ia) — 61,200(2;o--2^)], in B.t.u. (3) 

where in the first expression degrees centigrade arc emi)loyed and 
in the second degrees Fahrenheit. 

* This is satisfactory provided the CO in the resulting gas exceeds the 
H2 from decomposition of steam. This is always the case unless excessive 
quantities of steam are used. 
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The equation is on a basis of 1 sq. ft. of cross section ol the 
producer and 1 hr. This heat current may be equated to the 
thermal conductivity of the fuel bed times the temperature 
gradient, i.e,, 

QIAd=-adt/dL, (3a) 

This is allowable, despite the fact that much of the heat flows by 
radiation, if the coefficient a is empirically chosen for the tem- 
perature range in question (see pages 160-161). Furthermore, 
since the reduction rates of the two gases are roughly the same 
but since the reaction rate increases in the usual way, geo- 
metrically with increase in temperature, one may set up the 
n^action-rate expression 


rdzldL= 


(4) 


The ('xact solution of these equations, even if possible, would 
be complicated. For an approximate solution it is perhaps 
allowable to give an average value in each specific case to t in 
Eq. 3, i.e., to write 

B = 2,580,000 - (920 - 34,OOOso. (36) * 


With this api)roximation the solution is as follows: 


hv^ 
ak _ 


ln-+34,000(2o-Zi) 


(5) 


where the subscript 0 indic^ates conditions at the border line 
between oxidizing and reducing zones and 1 corresponds 
to the end of the reducing and beginning of the distillation 
zone. 

For normal conditions of producer operation with adequate 
depth of fuel bed, the second term on the left-hand side of Eq. 
5 is negligible in comparison with the first, rarely amounting to 
5 per cent of it. It is therefore advisable to drop it and rewrite 
the equation as 

* This expression assumes temperatures in degrees centigrade; if degrees 
Fahrenheit is used, it is necessary to multiply the first and last terms on the 
right-hand side by 1.8. 
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hr 


f»‘n=Kr^^B\n ^+34,000(zo-2i) j. 


(5o) 


The constant b is approximately 0.006 to 0.007 (see below); 
K is best determined from data on the coal in question, or at 
least on a coal of similar type as to coking quality and texture 
of the ash. 

The qualitative interpretation of this equation is instructive. 
The left-hand side rises rapidly with temperature, but the rate 
appears on the right-hand side as a square term. Consequently, 
while the working rate (i.e., capacity) of a producer increases 
with the temperature, its increase is levss rapid than the ordinary 
increase of reaction rate for a given increase in t('mperature of the 
oxidation zone. This is because the average temperature of the 
redu(;ing zone is far below tliat of the oxidizing zone and rises l(*ss 
rapidly than it. Furthermore, for a given incrt\ase in tempera- 
ture, 2 .C., for a given increase in the left-hand side' of this equa- 
tion, one gains a double advantage, naimdy, imj)rovem(mt in 
both capacity and amount of decomposition of the sti^am and 
CO 2 . Within certain limits one can, by changing th(^ steam-air 
ratio, use this advantage for eitlu'r jnirpose. Since the rate term 
appears as a square while th(^ decomposition term is the first 
power, it is obvious that increase in tc'mperature is more eff()ctive 
in securing complete decomjiosition than greater capacity. Pro- 
ducer experience bears out this conclusion. 

The useful work done in the reduction zone of a gas producer 
is the reduction of Zo — Zi mols of CO 2 and water vapor to com- 
bustible gas. The numerical value of this exi)r(\ssion is obviously 
the sum of the mols of CO plus the mols of hydrogen from steam 
decomposition per 100 mols of nitrogen [from the table on page 

241; equals 10o(^^^^|^~^ -f-| Under comparable 

\coliimn 5 column 9/J 

conditions of operation it is surprising how constant this quantity 
is. When a cold air-steam mixture is used, it averages around 
30, seldom deviating more than 10 per cent from this figure. 
The data indicate that, as one would expect, the reduction falls 
off slightly with increasing steam-air ratio. Preheating of the 
air greatly increases Zo — Zi, Thus, Bone and Wheeler, using 
about 30 mols of steam per 100 of nitrogen with air preheated to 
about 250°C., obtained values of 20 — 21 of 42, whereas Haslam, 
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under comparable conditions, without preheat other than that 
due to the steam, realized only 31. His steam-air mixture 
entered at about 80°C. Equation 3 can be used to estimate 
what the increase ought to be, since decrease in the temperature 
term secured by increasing ta should give a corresponding increase 
in Zq—Zi. In other words, calling the increment in Zo— 2 i = Az, 


Az= — 


920+9xo 

34,000 




( 6 ) 


Bone and Wheeler used a much deeper fuel bed than Haslam and 
were thereby able to cool their gases approximately lOO'^C. 
lower. Their net temperature gain was, therefore, 250+100 — 
80 = 270°. Hence, from the above expression, Az should be 9.5, 
as compared with the 11 actually realized. This emphasizes the 
great value of preheating the steam-air mixture in increasing 
the cold efficieiKy of the j)roducer. 

From a study of the data available, it seems that the reduction 
realizable in a producer may be estimated with reasonable pre- 
cision by the following expression, temperatures being in 
Fahrenheit, 


Zo-Zi = 5i- OMxo - 0.018 {t 1 - O . (7) 


It must, however, be kept in mind that this assumes a fuel bed 
of adeejuate depth, properly oi)erated to maintain uniformity. 
Where one finds total reductions much lov\er than indicated by 
this expression, one is probably faced with poor fuel-bed con- 
ditions. In using Eq. 7, one must also remember that the 
deeper the fuel bed the lower U, although with reasonah)le depths 
the variation in ti is not great. It is seldom above 1500 or below 
1100°F. 

All these expressions are based upon a given amount of air 
entering th(‘ producer (126.6 mols, equivalent to 100 mols of N 2 ). 
The underlying reason for this basis is that the heat supply and 
hence the performance of the unit are determined by the rate of 
combustion, and this in turn is determined by the air supply. 
Firing rate need not be and in general is not constant; one need 
only make sure that there is never an inadequate amount of fuel 
on the hearth, although in the end this, of course, implies that 
average firing rate is approximately proportional to the average 
rate of air supply. 
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Considerable data on fuel-bed temperatures have been reported 
by Haslam and his associates. * Analysis of these data indicates 
that, in the temperature range of the reducing zone, the con- 
stant b lies between 0.006 and 0.007. Accurate measurement 
of temperature conditions in a producer bed is, however, very 
difficult. While in a carefully operated producer conditions 
are reasonably uniform across any section taken near the 
top of the fuel bed, at the bottom, in the oxidation and hotter 
portions of the reduction zones, this is by no means the case. 

In and just below the oxidation zone it is impossible to avoid 
localized packing of ash and partially burned-out fuel. Con- 
sequently, the entering air rises rapidly through some portions 
of the bed and far more slowly through others. Th(‘ former are 
equivalent to little producers within the main unit operating at 
higher firing rates and hence at far higher temperatures. Because 
of this, there are wide temperature fluctuations at any given 
level of the lower portions of the bed. Thus, at a given level, 
just above the oxidation zone, where the air rate is low, one will 
find a low temperature, whereas at a point a little to one side one 
may find a much higher temperature farthcT up in the producer. 
Differences in gas composition at a given h^^^el will, however, be 
far less than differences in temperature. The hot chimneys are 
still functioning as gas producers, although at operating rates 
far higher than the average. Now to in Eq. 5 is th(^ tempera- 
ture of the oxidation zone, i.e., the maximum t(TOperature 
existing in the fuel bed. It is vitally important, because it 
determines the capacity limit of the producer without developing 
clinker trouble, but in measuring it direcdly one must remember 
that the point of maximum temperature may be found first at one 
level in the producer bed and later at another. 

The utility of Eq. 5 iriay best be illustrated by api)lying it to C(Ttaiii 
of Haslam’s data. He reports a run with a coal containing 78.84 p(^r cent 
carbon, using 0.413 lb. of steam /lb. of coal, firing at the rate of 9.72 lb. of 
coal/(8q. ft. of grate area) (hr.), yielding a gas containing 7.88 per cent CO 2 , 
0.10 per cent O 2 , 23.4 per cent CO, 8.72 per cent H-j and 59.9 per cent N. In 
this operation he found a maximum fuel-bed temperature of 1900°F. His 
entering air-steam mixture may be assumed 100°F. and the top of his fuel 
bed 1200°. Using 5=0.007, compute the value of K for this coal. The 
following tabulation will be self-explanatory. 

* Haslam, Mackie and Reed, J. Ind. Eng. Ckem., 19 , 119 (1927); Has- 
lam, Ward and Mackie, J. Ind. Eng. Chem., 19 , 141 (1927). 
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c 

0 , 

C02 

7.88 

7.88 

7.88 

02 

0.10 


0.10 

cb 

23.40 

23.40 

11.70 

H2 

8.72 



Na 

59.90 




100.00 

31.28 

19.68 

O2 from air = 

= 59.9U = 


15.93 

O2 from steam, difference = 

3.75 

H2 from steam = 


7.50 


Lb. st eam /lb. C 

mol. steam /atom. C 


0 413 1 

12 

31 

0"7884' 

18 02 

0 5 


Atoms C/(hr.) (sq. ft.) 
9 72 (0 7884) 
i2 


|0 599 
31 28 


=0 C122=r- 


= 18 24 mols steam/lOONa 

Na/hr. 

100 ■' 




N2 

Xi)—Xi 


xi, l>y difference- 5 72. 

2« -20.6 + 18.24 =44.84. 
21=13.15+5.72 = 18.87. 

2()— 2i= 25.97. 

B=4, 040,000-^920+9 (18 
= 332,000. 


- 24 ))( 


1900 + 1200 


-100^-61,200 (44.84) 


Insertinp; Iheso values in Eq. 5a, K = 2100. 

Let it he required to increase the fiririR rate of this producer by hlowinfi; 
with air 9.7 times as fast as at present, using, however, a steam-air ratio 
only 90 per cent as gr<'at. (These figures are chosen because Haslam 
actually conducted such an operation.) What maximum temperature 
uould one anticipate in the fuel bed under these new and more drastic 
conditions? 

The reduction Zu—Zi, obtainable is computed by the use of Eq. 7 on page 
247. Otherwise, the tabulation below should be self-explanatory. 


r = 9.7(0.0122) =0.118. 
Xo = 0.90(18.24) =16.4. 
20 = 26.6 + 16.4 =43.0. 
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zo -2i = 54 -0.04(16.4) -0.018(1200 - 100) = 33.7. 

B= 4,640,000 -^920 +9 (16.4)^^ -^^^^ -100^ -61,200 (43.0) 
=87,000. 

The term /o = 2600 in B is estimated. Inserting the values in Eq. 5a, om 
obtains to = 2570°F. Haslam actually found a temperature of 2600°. 

To emphasize the effect of changing steam-air ratio, compute the maxi- 
mum temperature of the fuel bed, first, for an air rate 3.9 times that of the 
original experiment, with a steam -nitrogen ratio of 0.175, the steam-air 
mixture entering at 150°F. and the gases at the top of the fuel bed being 
at 1450°, and second, for conditions the same except that 2.8 times as much 
steam is used and the top of the fuel bed is at 1300°. Under the first condi- 
tions, computed as b^^fore, Zo —Zi =29.9, Zi = 14.2, B =80,000 (if U is assumed 
2300), whence, from Eq. 3, ^o=2290°. Haslam found 2400 under these 
conditions. Similarly, wdth 2.8 times the steam, a:o=49, Zo=75.6, Zq~-Zi = 
31.3, Zi=44.3, H=— 2,100,000 (assuming to— 2150), whence, from Eq. 3, 
to =2170°. The temperature as actually measured was 2200°F. 

It will be noted that in each case in computing B one must estimate to. 
If the final value of to thus computed does not ch(‘c<k this estimate, the 
computation must b(! repeated. However, in the equation for B, a small 
error in to makes little difference. 

The figures emphasize the fact that oxidation-zone temperature comes 
down far more rapidly wjth drop in firing rate r than with increase in steam- 
air ratio Xo. Nonetheless, increasing steam is a potent means of increasing 
capacity without encountering clinkering troubles. 
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CRUSHING AND GRINDING 
OBJECTS OF CRUSHING AND GRINDING 

When a solid body is subjected to chemical change from 
without, the action producing such change is confined to the 
surface of the solid, and the rate of the reaction is a function of 
the surface exposed. In order, therefore, to complete a reaction 
in a minimum time, the area per unit weight or volume must be 
made as large as possible. This object is accomplished by first 
crushing tlu! solid to small pieces and then grinding these to a 
very fine powder. The relationship between the area exposed 
(as determined by the size of the particles) and the rate of reaction 
])lays an important part in many industrial processes. Examples 
are seen in the solution of solids in liquids; in the interaction of 
two solids, as in the production of cement clinker; in reaction 
b('tween solids and gases, as in the (lombustion of pulverized coal; 
and in the chemical reactions that result in the setting of Port- 
land cement. The physical properties, also, of a material may be 
l)rofoundly infiuencc'd by its state of division, for example, the 
covering power of pigments. 

If, however, the solid is not homogeneous, a second object 
that may attained in crushing is the detaching or cleaving 
of one mineral or constituent from another closely associated with 
it. In some cases a satisfactory breaking apart is accomplished 
by relatively coarse crushing, as, for example, the parting of coal 
from slate. On the other hand, many mineral ores require very 
fin(! grinding to effect a complete separation of one constituent 
from the others. The concentration of the valuable constituent 
of a raw material from the gangue or worthless portion by sub- 
dividing and separation is generally spoken of as “ore dressing” 
and forms a very important step in many industrial chemical 
processes. 

Occasionally the primary object of a grinding operation is 
mixing, as in the grinding of certain pigments in oils. 

261 
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PARTICLE-SIZE MEASUREMENT 

Since the primary effect of crushing and grinding is a diminu- 
tion of particle size, determination of the size of the product is 
necessary in order to evaluate the results of a given operation. 
Large pieces of material are customarily defined by their dimen- 
sions expressed in inches. Smaller pieces are defined by their 
ability to pass through or be retained upon a screen of a given 
mesh. For a more complete discussion of screen mesh refer to 
page 289. With the advent of improved methods of grinding 
which yield particl(\s so small that screens cannot be made fine 
enough for mesh analysis, other methods of determining particle 
size have been developed. Occasionally the results of measure- 
ment by other methods are expressed in terms of theoretical 
screen mesh. For instance, a product may be as fine as 80 per 
cent through 625 mesh (625 openings per linear inch), although 
a 625-mesh screen has not b('en made or used in the analysis. 

Since the object of grinding is frequently the formation of new 
surface area, cc^rtain industries (notably the cement industry) 
express the fineness of material in terms of area per unit weight, 
with dimensions of square centimeters per gram. This measure- 
ment is almost invariably determined from the rate of settling 
of the particles in a suspension. The simplest method is to 
determine the rate of sediiiKuitation by successive gravimetric 
analyses of the suspension at a given location below the surface. 
Another method depends upon the changing difference in specific 
gravity of the suspension and the pure liquid as settling proceeds. 
Probably the most generally us(k1 apparatus is the turbidimeter, 
which determines the transmission of light from a standard 
source by the suspension. The superiority of turbidimeters 
lies in the rapidity with which samples may be analyzed, although 
the analyses dep(*nd upon arbitrary determinations of the 
reflectivity of the surface of the material and consequently are 
not well adapted to mixtures. Moreover, fictitious observations 
may result when particle dimensions approach the wavelength 
of visible light, when the solid material is quite transparent, 
when agglomeration of small particles occurs in the suspension or 
when different particle shapes are encountered. The Wagner 
turbidimeter takes measurements at different time intervals at 
different depths, obtaining curves of particle-size distribution 
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The Klein turbidimeter is applicable for the determination of 
surface areas where particle size is fairly uniform. A more 
complete treatment of settling is presented in the succeeding 
chapter (Chap. X). 

When extremely small particles are encountered, microscopic 
examination is made and the average particle diameter is 
expressed in microns. One micron (/z) is one one-thousandth 
of a millimeter. 


TOTAL SURFACE 

Consider a mass of identical particles, having a characteristic 
dimension (diameter, side, etc.) L. Calling the total weight 
of all the parti(;les ATT, and their density p, the total surface 
AA is the number of particles, NW/pkL^y multiplied by the 
surface area of each, KL^: 

AA = K AW/kpL 

the constants K and k depending on the shape of the particles.* 
For any given material K/k often remains approximately 
constant oven* a wide' range of sizes; hence K/k need not b(^ known 
to compare the sjx'cific surface of different states of subdivision. 
Let AW be the weight of material passed by a sieve of mesh width 
Li and retaiiKxl on a smaller sieve having mesh width L2. If the 
ratio L1/L2 does not exceed 2 , little error will be introduced by 
using the arithmetic mean, giving: 

KAW ^KAW 

kp{Li + L/)/2 TpL^y, 

where A A is the surface of the fraction of weight AW. One 
should use a series of screens so that AW for each screen is only 
a small fraction of the original sample. The total surface is 
readily estimated by graphical integration, Lc., by plotting 
1 /Lav. ordinat(\s versus W as abscissas; the area under the 
curve, multiplied by K/kp^ is the total siirfa(;(\t 

* If the particles have the shape of a cube or a sphere, the shape factor 
K/k is 6. This value is frequently used for all shapes, but X/fc is 7 to 8 
for powdered coal. For flat particles of mica, basing L on the average 
diameter of the large face, K/k is 55. 

t If, however, a large fraction passes the finest sieve, the summation will 
be inaccurate since the specific surface varies rapidly with diameter at 
small diameters. Empirical relations between W and L have been suggested 



254 


PRINCIPLES OF CHEMICAL ENGINEERING 


The total surface A of two different grindings a and h will be 

Aa^n^Wa/iUU] 

A, YlAWj{U),,y 

ENERGY CONSUMPTION 

Obviously a mass may be subdivided in either of two ways. 

1. A force may be applied to it greater than its breaking 
strength, so that it is crushed and split, or 

2. The mass may be cut or torn apart. 

The final result in either case is an increase in the surface of 
the mass. 

Rittinger’s law assumes the mechanism of subdivision to be 
essentially that of shearing, and that the energy consumed is 
proportional to the fresh surface produc('d. Since the total 
surface per unit weight is inversely proportional to the siz(^ of 
parti(;le, the work done in reducing a given amount of material, 
E, is 

^-Krrr;) 

where Li is the initial and is the final linear dimension of the 
individual particles; C depends on the characteristics of the 
material and on the tyi)c and mc'thod of operation of the appa- 
ratus. Thus, if 10 hp.-hr. is required to crush a given weight of 
a certain material from 2 in. to 1 in., the; work {E 2 ) required 
to crush from 1 in. to 3^2 bi. may be calculated as follows: 



whence E 2 = 20 hp.-hr. 

Kick\s law assumes the energy required for subdivision of a 
definite amount of a material to be the same for the same frac- 
tional reduction in ave^rage; size of the individual particles. Thus, 
if 10 hp.-hr. is required to crush a given wcuglit of a certain 
material from 1 in. to Yi iu., the energy required to reduce it 


and for specific cases permit prediction of the complete screen analysis 
from data obtained with the use of only a few sieves. 
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from in. to }/^ in. or from in. to }4> in., etc., would be the 
same. Mathematically expressed, Kick’s law becomes 

E=b log^ 

L2 


where h is an experimentally determined coefficient. 

This coefficient depends on the type of crusher employed, as 
well as on the character of the material. This relationship can be 
derived if one assumes that each particle is crushed by direct 
pressure, that the crushing strength per unit area is constant 
and that a given particle, whatever its size, upon breaking forms 
a definite number of smaller particles of shape similar to the 
original. 

Neither Rittinger’s nor Kick’s equation represents the facts 
accurately. In general, dE= —CdL/L*^. If n = l, this gives 
Kick’s law; if n equals 2, integration gives Rittinger’s law; if 
n exceeds 1, 


C / 1 ^ 1 \ 
n-lV/V' Li«-7' 


When the product and feed vary widely in size, appropriate 
values of L for these equations are 

1 _^{AW/Lr^) 

Lr' i 14 -^ X AW 


SELECTION OF MACHINES 

The selection of machines for crushing and grinding usually 
depends on three factors; 

1. Physical properties of the material to be ground. 

2. The size of the feed and product. 

3. The total tonnage to bo ground and other local conditions. 
1. Physical Properties of the Materials. — The selection of 

proper machine's for crushing and grinding is greatly affected by 
a. The hardness of the material to be ground. 
h. Mechanical structure of the material, i.e.y whether brittle, 
or fibrous and tough, or soft, or whether it softens when warm, 
etc. 

c. The moisture content. 

a. Hardness . — The meanings of the words ‘^hard” and 
“soft” are entirely relative, yet the materials that require sub- 
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division in order to prepare them for further operations may be 
divided roughly into these two classes. The scale of hardness 
employed in mineralogy is utilized in this connection, and is as 
follows : 

1. Talc, soapstone. 

2. Ro(;k salt, gypsum, pure graphite, soft coal, etc. 

3. Calcite, burned lime, marble, soft grades of limestone, 
chalk, hydraulic limestone (common), cement, barytes, etc. 

4. Fluorite, magnesite, soft phosphate, limestone, etc. 

5. Apatite, hard phosphate, hard limestone, chromite, etc. 

6. Orthoclase, feldspar, magnesite, hornblendes, etc. 

7. Quartz, granite, ores, sandstone, etc. 

8. Topaz, etc. 

9. Sai)phire, corundum, emery, et(.*. 

10. Diamond. 

Materials up to and including class 4 are designated as ^‘soft,^’ 
while those in the higher (4ass(‘s are t(irmed ^Tiard.^' A rapid 
method of approximating hardness is to cut the material under 
examination with a knife or to scratch ordinary window glass 
with it. If it can be whittled eavsily like chalk, it is ^'very 
soft.’^ Marble and many hydraulic limestones can be cut quite 
easily and would be classifi(‘d as soft. Magnesite and phos- 
phate rock can be easily scratched Init will not scratch glass and 
are termed medium. Beyond this line, little impression can be 
made with a knife and the materials may be classified as very 
hard. 

Hardness not only affects the size and design of the machine 
in order that it may have sufficient strength to crush the material, 
but as the material increases in hardness its abrasive action 
increases and the machine must be designed so as to provide the 
fewest possible wearing parts. Furthermore, in grinding abrasive 
materials, a machine not only should have few bearings but these 
should be protected from dust in a proper manner. Also, in 
grinding abrasive material, low-speed machines require much 
less maintenance than do the high-speed machines. In general, 
low-speed grinding machines should be used when the amount of 
quartz in an ore is higher than 4 or 5 per cent. 

h. Mechanical Structure . — If a material is of a fibrous nature, 
it cannot be crushed by pressure or shearing action, but must be 
torn apart. While both coal and wood are soft materials, they 
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require radically different types of machines for disintegrating 
them, on account of the fact that the wood is of a fibrous nature 
and must be cut or torn apart. Machines for subdividing 
such fibrous materials as wood, bark, etc., . are often called 

disintegrators. 

c. Moisture . — Moisture plays an important part in the 
sc'loction of crushing and grinding machinery. If the moisture 
content is more than 4 or 5 per cent, the material becomes sticky 
or pasty and under such cdrcumstances it is extremely difficult 
to maintain free crushing.* On the other hand, after the 
moisture content exceeds about 50 per cent, the material is quite 
fluid and under such circumstances the water may actually be 
used to aid free crushing by washing and carrying away the finely 
ground product. It is apparent that moisture affects the pasti- 
ness of fine material more readily than it does coarse material. 
While some mills cannot handle material containing more than 
3 or 4 per C(uit of moisture, others work best when the moisture 
content is over 55 or 60 per cent. 

2. Fineness. — Fineness governs the selection of machines in 
two ways: 

a. The size of feed. 

h. The size of i)roduct. 

Some machines from their very design can handle only coarse 
material, whiles others can handle only fine material. Some 
machines produce a very uniform product, i.c., all the particles 
are close to a given size, when^as others, by virtue of their 
construction, produce a product with considerable variation in 
vsize. There is freqiumtly a lowTr limit to the size of the j)articles 
desired in the product. Thus, in crushing pyrites for making 
sulfuric acid, very fine material is not desired. Also, in grinding 
malt or any substance to be leached, very fine subdivision is 
undesirable. In such cases machines must be selected which 
produce a minimum amount of fine material. 

3. Tonnage and Other Local Conditions, — Tonnage is a vital 
factor in determining the economic balance between fixed charges 
(interest, depreciation and taxes) and operating costs (labor, 
power and maintenance). The greater the tonnage, the more 
money may be spent for the initial installation in order to cut 
down such operating costs as power and maintenance. Interest 

* See p. 259. 
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and depreciation must be balanced against power, labor and 
maintenance, and the greater the tonnage tlie more necessary 
it is to use matdiines whose operating costs are low. 

In addition to tonnage, there are always a number of local 
conditions that affect the selection of macdiines. For example, 
in certain mining fields only those macdiines which can be 
demounted and easily freighted by pack animals are purchased. 
Every situation lias local peculiarities that must be given due 
weight. 


CLASSIFICATION OF MACHINES 

Machines may be classified in two ways, either by the size 
of feed or by the method of apiilying the breaking force. In 
considering the crushing and grinding machines, it is obvious 
that any one machine will operate effic^iently only between cer- 
tain size limits. One should not drive a tack with a sledge or a 
spike with a tack hammer. A single machine will not crush 
economic^ally from a very large to a very small dimcuision, and 
hence crushing and grinding machinery is divided into the 
following classes : 

1. Preliminary breakers, which crush pieces having a maxi- 
mum dimension of 2 to 60 in. 

2. Secondary crushers, which will take a feed of about 1}^ to 
2 in. and produce a product that will jiass through a 10-mesh 
screen. 

3. Fine pulverizers, wdiich will take a feed of from Yi to 34 inl- 
and produce a product as fine as 200 mesh. 

4. Colloid mills, etc., which will take a f(H;d of about 80 mesh 
and produce a product as fine as 0.5/x. 

In addition to the above four classes, there is a class known as 
shredders or disintegrators, designed to handle fibrous and brittle 
material. 

It will be noted that in the above classification there is an over- 
lapping in the range that these machines will handle, and it must 
be remembered that this classification is not rigid. 

Crushing and grinding machines may also be classified into 
three principal groups according to the method of applying the 
breaking force: 

1. Those which break from a continued pressure. 

2. Those which break from impact or direct blow. 
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3. Those which break by abrasion or grinding through a 
shearing force. 

In general, it may be said that the first is best adapted to 
coarse crushing, while the other two, either singly or combined, 
are employed for fine crushing and pulverizing. 

Free Crushing. — Before discussing individual machines, it is 
necessary to call attention to a basic principle in all operations 
involving the reduction of size, and one which is of the utmost 
importance in the design and operation of crushing and grinding 
machinery, namely, that of ^Tree crushing.^^ In order that the 
breaking forc^e, however applied, may be efficiently used, and in 
order that the maximum capacity of the mechanism employed 
may be obtained, it is essential that each particle be removed 
from between the crushing surfaces as soon as it has reached the 
dimension desired. Fine material, by remaining between the 
moving surfaces, cushions the material to be broken, absorbs a 
large ])ortion of the energy expended, cuts down the output of 
the machine and increases the percentage of the so-called “fines,^^ 
which is that portion smaller in diameter than the size desired. 
The opposite of ^^free crushing is known as ‘Vlioke feeding” or 

choke crushing.”* Particular attention, therefore, should 
be paid to the design of crushing and i)ulverizing machinery to 
insure a frc'o discharge of the fine material and its complete 
removal from the zone of reduction. 

The rapid removal of product to aid free crushing may be 
a(!Complished, in general, in three ways: 

1. By the use of fluids, usually water, to wash out fine particles. 

2. By the use of air to blow or suck them out. 

3. By the use of (*entrifugal force, which may be applied in 
various ways, as will be noted under the discussion of the various 
types of machines. 

Open- or Closed-circuit Operation. — There are two general 
methods of crushing and grinding, the ‘"open-circuit” and the 
“closed-circuit” methods. In the open circuit, all the material 
discharged by a machine goes on through the system. In the 
closed-circuit method, as soon as any of the product reaches the 
desired size, it is screened and removed. The oversize particles 
are recdrculated through the machine until they reach the desired 

* In unusual cases choke feeding may he economically resorted to for 
increasing the production of lines from equipment at hand. 
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size and are then removed. In the open-circuit method initial 
cost of installation is low, but the power cost per ton of output is 
high. The closed-circuit system should be used on all large-scale 
installations on account of the uniformity of the output and the 
low cost of power. 

For closed-circuit operation it is advisable to regulate each 
mill so that it delivers a product much of which is oversize. If 
the scale of installation warrants, it may be advisable to use one 
size of machine for grinding the main output and another for 
regrinding the ovcTsize particles or tails, since these average 
smaller than the original feed and then^fore require a different 
mill setting for best results. 

Since there are usually two or more machines in series and since 
each unit produces a certain amount of material finer than the 
normal product of the next unit in the s(‘ries, capacity can be 
increased and power (*-onsumption reduced by screening out these 
fines and having them by-pass the next unit in the series. As a 
result, the load on the mills is reduced, the cushioning effect of 
fines is diminished and the product is more uniform. 

Grinding Aids. — It has been observed in certain types of 
grinding that the incorporation with the material to be ground 
of minute amounts of organic materials appreciably increases 
the grinding rate. Materials that have been used vary from 
anthracite and bituminous coal, oleic acid or rosin to various 
complex organic materials. The action of grinding aids is in 
the nature of a dispersing agent, preventing agglomeration and 
consequent regrinding of agglomerated fines. Accordingly, 
the use of such grinding aids may result in an unusually finely 
divided product. 


1. Preliminary Breakers 

There are two types of preliminary breakers which handle 
material from 2 to 60 in. in diameter, the first being jaw crushers, 
and the second gyratory crushers. Both these machines break 
with a continuous pressure. Jaw crushers employ a reciprocal 
motion and are intermittent in action, whereas in gyratory 
crushers this reciprocal motion is combined with a rotary motion 
and the action is continuous. 

Jaw Crushers. — Jaw crushers, which break material by squeez- 
ing it between a fixed and a movable jaw, may be considered 
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as of three types according to the movement of the jaw: first, 
those which have the movable jaw pivoted at the top and which 
therefore have the greatest movement at the point of egress; 
second, those pivoted at the bottom, which therefore have the 
greatest movement at the point of entrance; third, those which 
have a relatively uniform movement along the entire face of the 
jaw. 

Construction of Jaw Crushers. — The jaw crusher was invented 
by h^ly Whitney Blake in 1858 and was first used for crushing 
rock for road work. With the exception of the point at which the 
movable jaw is pivoted, the construction of all jaw crushers is 
similar. Figures 82 and 83 show views of typical jaw crushers. 

In the crusher shown in Fig. 82, the reciprocating motion is 
given to th(' jaw by m(\ans of an elliptical cam. As the shaft 
revolves, a backward and forward motion is given to a rocker arm, 
which in turn communicates this motion to the jaw through a 
small breaker bar. Tliis breaker bar is the weakest part of the 
crusher and protects tlu^ rest of the machine from breakage in case 
hard material, such as iron, falls in between the jaws. 

Another common method of imparting a recii)rocating motion 
to the movable jaw is by means of an eccentric and toggle 
joint. In this case a so-called ‘‘jntman’^ is mounted eccentrically 
on the rotating shaft, thus receiving a motion upward and down- 
ward in the vertical dircH'tion. Th(i lower end of this pitman is 
connected to a toggk' joint, one arm of the toggle being fixed to 
the rear frame of the cruslicr and the other arm being fixed to the 
movable jaw. This construction, being more powerful, is used 
on the large jaw crushers, particularly of the Blake type. 

Jaw Crusher Control. — The size of the crushed material is 
governed in two ways: first, by changing the distance between 
the jaws at the point of discharge; second, by the length of 
stroke of the movable jaw. The distance between the jaws 
may be regulated by means of wedges so that the fixed jaw is 
moved forward or backward, thus decreasing or increasing the 
discharge opening. The length of stroke may be changed only 
with difficulty. 

Blake Type of Jaw Crusher. — In the Blake crusher (Fig. 82), 
the material to be crushed enters the jaw at the top, is crushed by 
continuous pressure and by its own weight falls toward the 
bottom. As it falls, it is successively crushed finer and finer. 
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and drops from between the jaws at the bottom. Because 
the greatest motion occurs at the point of egress, the Blake 
type of crusher eliminates the danger of choking and may 
therefore be used in the crushing of material that has a slight 
tendency to pack. This type of crusher can handle without 
difficulty most material containing 5 to 10 per cent of water. 
On account of th(i great range of motion between the jaws at 
the point of discharge, the Blake crusher delivers a product 
that is uneven in size, i.e., there is considerable variation between 



the large and the small lumps discharged from the machine. In 
view of the fact that a jaw crusher very rarely delivers a finished 
product, this disadvantage is not serious. 

The main wearing parts of jaw crushers are the crushing faces 
of the jaws, which are usually made of c;hrome (or manganese) 
steel or chilled iron and are so arranged as to be (easily replaceable. 
Furthermore, the greatest wear is at the point of discharge of the 
jaws and the position of these plates may be reversed end for end, 
so that the top, which is worn but little, is placed at the bottom 
of the jaw. In this way the life of the plates may be considerably 
prolonged. In some crushers the crushing faces arc curved in a 
manner that results in a more even distribution of the wear over 
the faces. 
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The advantages of the Blake type of jaw crusher lie in its 
large capacity, the low cost for repairs, low power consumption 
per unit of product and its freedom from choking. It has the 
disadvantage that the size of the product is quite variable and 
also the minor drawback that its action is intermittent instead 
of continuous; that is to say, crushing occurs only on the forward 
stroke of the jaw. 

Dodge Type of Jaw Crusher . — In this crusher the movable 
jaw is pivoted at the bottom (see Fig. 83). Since the minimum 
movement of the face is at the point of egress of the stock, this 



crusher gives a more uniform product than the Blake but does 
not clear itself when choked. In consequence it can be employed 
only for free-running material. The Dodge crusher, lacking 
the leverage of the Blake crusher at the fe(id end of the jaw, is 
not designed to handle such large-sized feed as the Blake. The 
Dodge crusher is capable of unusually high reduction ratios and 
in consequence has found a special field in plants of low tonnage 
which desire to keep their crushing equipment as simplified as 
possible at the expense of efficiency, but the marked tendency to 
choke precludes the use of the Dodge crusher in the majority 
of installations. 
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Roll Jaw Crusher , — In the roll jaw crusher the face of the 
movable jaw is so shaped and the motion imparted is such that the 
face of the movable jaw rolls along the face of the fixed jaw plate. 
The movable jaw of this type of cruslu^r is pivoted at the top, 
and the motion to the movable jaw is imparted at a point in 
between the top and bottom of the jaw and from a movable pivot 
situated well back from the discharge opening. The roll jaw 
crusher is a compromise between the Blake and the Dodge types 



Fig. 84. — Gyratory crusher, Gates type. 


of jaw crusher and as su(;h it does not jKXssess so prominently 
the advantages or the disadvantages of these* machines. Thus, 
while it is not so liable to clog as the Dodge, it delivers a more 
uniform product than does the Blake. However, it does not 
have the capacity and low power cost of the Blake or the uni' 
formity of the Dodge. Furthermore, it is more complicated in 
construction and the field of its use is limited. 

Gyratory Crusher. Gates Type . — A sectional elevation of the 
Gates gyratory crusher is given in Fig. 84. The breaker crushes 
by rotating eccentrically a truncated conical head 7, which has its 
small end up, inside a truncated conical ring 8, which has its 
small end down. The truncated cone is mounted on a shaft 31, 
which is pivoted at the top in a semiuniversal joint. The lower 
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end of the slipit is mounted eccentrically in the gear 35, so that, 
as this gear rotates, the shaft receives not only a rotary motion 
but also a gyratory motion, thus causing the inner inverted 
truncated cone alternatfily to advance toward and to recede from 
any given jDoint on the truncated ring. It is further to be noticed 
that the greatest relative motion l)etween the inner cone and the 
outer ring is at the lower end or the point of discharge, thus 
giving to this machine many of the advantages of the Blake 
type of (^rusher. Also, this machine is continuous in its action, 
and, the motion Ix'ing rotary instead of reciprocating, the vibra- 
tion is reduced to a minimum. 

The material to be crushed is fed in through the hopper 3, 
is crushed between the inner cone and outer ring by continuous 
pressure through the successive advances of the inner cone 
and is discharged through the spout 37. The size of the particles 
being dis(^harged from this machine is regulated by raising 
or lowering the shaft 31 to which the inverted truncated cone is 
fastened. This i)roduces a smaller or larger opening in between 
the (^one and the ring, but such regulation is difficult compared 
to the easy control of a Blake jaw crusher. 

The Gates gyratory crusher will handle pieces of rock from 
6 to 60 in. in diameter and will reduc(j them to pieces of to 4 in. 
in diameter. An advantage of the gyratory crusher is that it 
has a ielativ(‘iy large feed opening compared to a small discharge 
oi)ening, and therefore the range of reduct i«>u in one pass through 
tlie machine is large. A gyratory crusher with a large feed 
opening has an extremely large cai)acity; consequently, these 
machines should be us('d only when such capacity can be utilized. 
In other words, if a small amount of very large pieces of rock 
is to be crushed, the Blake type of jaw crusher is more suitable 
than the gyratory crusher, owing to lower initial cost. However, 
if a large amount of largo-size rock is to be crushed, then the 
gyratory (;rusher is the more suitable machine, because the power 
per ton of material is lower than in the case of jaw crushers. 
The original installation cost and the maintenance cost of a 
gyratory crusher are greater than those of the Blake jaw crusher 
so that the selection of a preliminary crusher involves balancing 
the costs of initial investment, maintenance, labor and power. 
The gyratory crusher also possesses the advantage of being able 
to handle material directly from the bin without a feeding 
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attachment, and can therefore form the bottom hopper of a 
storage bin, taking the feed directly from such bin without 
clogging. 


2. Secondary Crushers 

Cone Crushers. — Cone crushers are a prominent development 
of modern ore-crushing practice. A Symons cone crusher is 
illustrated in Fig. 85. These crushers have tended to replace 



Fig. 85. — Symons cone crusher. {Courtesy Nordberg Manufacturing Co.) 


many other types of intermediate crushers and arc capable of 
such high reductions that they have sometimes been installed 
in place of gyratory crushers and crushing rolls, performing in 
one stage a reduction formerly porfornu^d in two or more stages. 

The cone crusher is essentially a high-speed gyratory crusher 
whose crushing head rests in a bearing within the cone, eliminat- 
ing the overhead spider and universal joint. As in the gyratory 
type, the greatest relative motion between the inner cone and 
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the outer bowl is at the point of discharge. The point of pivot 
of the shaft is located near the feed entrance to the crushing 
surfaces. The crushing bowl is so shaped that the feed passes 
through a final zone where the sides of the bowl and the crushing 
head are substantially parallel, and the speed of gyration is 
sufficiently rapid (about 500 r.p.m.) so that each particle is 
crushed between the head and the bowl at least once while it 
is in this parallel zone. Consequently, the maximum size of the 
product is limited by the minimum clearance between the head 
and the bowl and an exceptionally uniform product is delivered. 
Cone crushers will take a feed from 1 % to 14 in. in diameter and 
reduce it to to 2 } in., handling from 14 to 900 tons per hr. 
The discharge opening of a cone crusher can be adjusted while 
the crusher is in operation. 

Gyratory crushers also have been designed for this field. 
Such crushers frequently have curved crushing surfaces (as 
mentioned under jaw crushers) which distribute the wear and 
aid free flow of material. 

Symons Disk Crusher. — ^This crusher introduces a new 
principle in that centrifugal force throws the pieces out of the 
crushing zone as soon as they are sufficiently small to escape 
through the opening between the faces. The crushing force is 
apy^lied by two saucer-shaped disks which rotate in the same 
direction at the same speed. The shaft for one of the disks is 
supported in an eccentrics bearing which causes that disk to be 
always at an angle to the other disk. The feed is introduced 
axially between the disks, is thrown to the outside and caught 
by the disks at the point of widest opening, and is crushed by 
direct continuous pressure as the rims of the disks approach each 
other owing to the eccentricity of their shafts. 

Hammer Mills. — The princiyile involved in this type of machine 
is that of striking a blow while the material is suspended in air, 
as when a baseball is struck with a bat. The particle is hit with 
a force sufficient to crush or tear it, and with a velocity such that 
it does not adhere to the moving part. These mills are used on 
brittle material, preferably not too abrasive. They also possess 
special uses as disintegrators when it is necessary to crush 
material of a fibrous nature by imparting a tearing action. 
Another specialized use is the breaking of a brittle material 
which softens easily with heat. 
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A mill illustrating this principle is shown in Fig. 86. Hammers 
are fastened flexibly to an inner shaft or disk and the latter 
rotated at high speed. Except when retarded by the material 
that is fed to the mill, these hammers, owing to centrifugal 
force, extend radially from the center shaft. The material, 
after it enters the beater box, remains there until pounded to a 
sufficiently fine state of subdivision to pass between the wedge- 
shaped grate bars covering the bottom of this box. Such mills 
may be used to crush wood (^hips, barks and material of a fibrous 
nature, as well as shale, clay, bone, shells, etc. The mill is 



Fig. 86. — Hammer-bar mill. 


extensively used in the cement industry to handle the discharge 
from gyratory crushers. 

Squirrel Cage Mill. — This mill is similar in operation to the 
hammer mill but is used more exclusively for purposes of dis- 
integration. The mill consists of ^S'ages^^ built up of bars 
arranged in a circile, rotating at high s})eed. Often onc^ such 
cage is placed concentrically betwc'cn two others, the first rotating 
in the opposite direc^tion from the other two. Tlui material is 
fed into the center of the cages, is thrown out by (‘.(uitrifugal 
force and is broken up by imi)a(*t. These mills are excellent- 
for materials which are not too strong inc'chanically and which 
may be too damp and sticky to be handled in other types of 
apparatus. 

Crushing Rolls. — In the gyratory crusher, the crushing head 
was made to roll upon the inner surface of the conical ring while 
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traveling on the circle within it, and for coarse crushing this 
principle works satisfactorily; but for fine crushing such applica- 
tion of the roll principle would be impracticable owing to the lack 
of constancy of the distances between the two crushing surfaces. 
However, the rolling principle is utilized by providing two 
cylinders mounted upon horizontal shafts which revolve toward 
each other. The rotating surfaces nip the lump of material and 
gradually draw it in between them and crush it to a size deter- 
mined by the distance separating the faces at their nearest point. 
A typical machine is shown in cross section in Fig. 87. The 
diameter of the crushing rolls is greater than the width, and, 
while both dimensions vary considerably from machine to 



Fiu. 87. — Sturtevant crushing rolls. 


machine, these rolls average 14 in. in width and 36 in. in diameter. 
They consist of a central permanent core of soft iron forced upon 
movable shafts and are fitted with a replaceable wearing surface 
of hardened steed. They are maintained a constant distance 
apart by blocks and are held in place by powerful springs which 
give way when noiKirushable material is accidentally introduced. 
These springs retreat slightly as the regular product passes 
through the rolls, so that, in general, the ratio between the size 
of opening and the size of product is 0.8, f.e., rolls which have 
a i^-in. opening will product a material that is % in. and under. 
It is vital to have an even distribution of feed across the faces 
of the rolls; otherwise they will groove and deliver a product 
containing much oversize material. This not only causes unsat' 
isfactory oi)eration of the rolls, but also increases maintenance, 
decreases the volume of output and increases the power con- 
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sumed. Therefore, such crushing rolls should be fed with an 
automatic device that will spread the material uniformly along 
the faces. 

In the machine shown in Fig. 87, the material being crushed 
is fed through the automatic reciprocating feeder of a satis- 
factory type, falls between the faces of the two crushing rolls and 
is gradually drawn in between them. The angle, made by the 
tangents at the point where the largest piece the roll will “bite'^ 
meets the roll faces, is called “maximum angle of nip,’^ and 
is equal to twice the angle of kinetic friction between the material 
and the surface of the roll. The relation between the size of 
feed, space between the rolls, the radius of the rolls and the angle 
of nip is given by the formula 

r+a . N 

—7X = ^‘«sine 

r+b 2 

where r is the radius of the rolls, a is one-half the space between 
the rolls, b is the radius of the particles to be crushed and N is the 
angle of nip, in degrees. The maximum angle of nip is given by 
the above formula when b is taken as the radius of the largest 
particle that will be cnished by rolls of radius r and clearance 2a. 

Crushing rolls are advantageously used when the material is 
brittle and if crushing is desired with a minimum of dust. Mate- 
rials fed to such rolls rarely exceed 1^2 iii-? t^^id for the mini- 
mum power consumption and the maximum production the 
ratio of reduction in size per pass vshould not b('. greater than 4 to 1, 
especially if the formation of fines is to b(^ avoided. Crushing 
rolls may be used for grinding material down to a fineness of 
10 to 15 mesh, and in some cases a little finer, but in general 
it is more satisfactory to use ball mills when the size desired 
is finer than 10 mesh (Tyler standard screen). If the material 
is not to be ground below 10 or 15 mesh, there are no better 
machines made for the work, and, on account of their relatively 
large capacity and freedom from dust, together with their simple 
construction, such rolls are used extensively. Wet materials 
may, if desired, be crushed to 20 mesh. 

As mentioned above, the size of the material discharged from 
the crushing rolls is determined by the distance between their 
faces at the nearest point. Therefore, in selecting crushing rolls 
it is highly desirable to be able to adjust easily the opening 
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between the rolls to the proper distance, especially when a mini- 
mum of fines or dust is desired, because easy adjustment facili- 
tates maintenance of good operation. Arrangements should 
also be provided so that the rolls may be set up more closely as 
wear takes place. Some rolls are adjusted by means of shims 
placed between the journal boxes of the rolls and fixed supports 
on the crusher frame. In other makes, the distance between 
the roll faces is adjusted by worm gears moving the journal boxes 
backward or forward. This latter 
method is simple and capable of 
quicker control. 

The strong points of crushing 
rolls are simplicity and rugged- 
ness and the small amount of fines 
or dust produced when operated 
under proper conditions, namely, 
an even feed and the ratio of 
reduction not over 4 to 1. They 
are unsurpassed in producing a 
coarse granular product, and they 
show up to disadvantage only 
when used in fiedds for which they 
are not suited, such, for example, 
as producing fine material by 
means of chok(' hnnling. 

There are many s])t*cial designs of crushing rolls for handling 
special products. For example, one type crushes the material 
against a fix(‘d plate by a single roll whose rotating fa(*e is studded. 
Such a crusher is used for material containing cleavage planes, 
such as coal, etc. Other rolls have circular rows of saw teeth 
and are used as disintegrators. 

Rotary Crushers. — The rotary crusher is a disintegrator 
suitable for handling soft friable material, such as coal, coke, 
tanbark, etc., if the material fed to the crusher is not over 3 
to 6 in. in size. Under such conditions the rotary crusher will 
produce a product whose diameter is ji to in. in length and 
und(^r. Such crushers are sometimes known as “coffee mills.” 

In Fig. 88, it is seen that the crushing action takes place 
between an inner rotating grooved cone and an outer grooved 
ring. The adjustment of this machine to produce finer or coarser 
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material is by means of a small handwheel (shown in the lower 
right-hand corner), which raises or lowers the step bearing on 
which the rotating grooved cone is mounted. 

Stamps. — Gravity stamps, or mills, may be used to crush 
material from a maximum diameter of 1/ 2 down to a minimum 
diameter of 40 mesh (Tyler standard). The material to be 
crushed is fed into boxes or mortars and subdivided by blows 
from stamps or hammers weighing about 1000 lb. Those 
hammers are raised by means of cams and are allowed to fall 
on the material to be crushed, thereby reducing it by blow or 
impact. Stamps arc largely used in wet crushing (water 50 per 
cent or over) but their prcvscnt-day field is almost wholly con- 
fined to the gold-mining industry, where crushing and grinding 
take place simultaneously with cyaniding or amalgamation. 

The fineness to which the material is ground is regulated by 
the size of screen that surrounds the mortar boxes, by the 
weight of the stamps and by the rate of feed of water and ore. 

Outside of the field mentioned above, stamps are not used 
on account of their high power cost and large initial cost per ton 
of outj)ut. It is obvious that the power required is not propor- 
tional to the work done, since the power consumption stays 
constant whetht'r there is any material in the mortar boxes or 
not. Furthermore, stamps produce more fim^s or dust than is 
usually desired. 

Chilean Mill (Pan Rolls). — Most of the machines so far con- 
sidered crush by means of a compressive force. It is possible to 
use also a shearing force and produce the action familiar to us 
when a nut is crushed by stepping on it and turning around at the 
same time. This is in principle a grinding and crushing force 
(jombined and has been utilized for many years in the machine 
known as the Chilean mill, edge runner or chaser. It consists of 
one or more licavy steel rolls (formerly of stone) fixed on a hori- 
zontal shaft and caused to rotate over a bed or track. Since 
the outside of the roll must travel over a greater distance than 
the inside, there is a constant slip or shear. The feed is con- 
tinually carried under the rolls by the plows, and when the 
operation is finished the product may be discharged by dropping 
a plate supporting a grid in the roll track. These maciiines are 
used when tough or plastic masses, such as clay for ceramics and 
black gunpowder, must be ground or mixed. Formerly they 
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were largely used in the mining field, but here they have been 
replaced quite generally by ball mills. 

3. Fine Pulverizers 

Ball Mills. — In all the mechanisms so far considered the crush- 
ing elements have been mechanically guided and the feed intro- 
duced between the moving parts. It is possible, however, to 
effect crushing by allowing balls of chrome or manganese steel 
to fall and revolve upon each other when held in a large rotating 
drum or steel-lined cylinder containing the material to be ground. 
This constitutes the ball mill, which has become popular on 
account of its simplicity of construction, ease of operation, 
absence of delicate parts and low cost of maintenance. Ball 
mills are usually short in length and relatively large in diameter. 
They are generally supported and rotated on hollow axial trun- 
nions, througli which the material is fed to the cylinder and from 
which the finished product is discharged, although they may also 
be used in batch o})eration. Figure 89 shows the standard 
mill, while Fig. 90 shows a Hardings conical ball mill. A stand- 
ard mill is characterized by the fact that it is very short in 
comparison with its diameter. For example, in one large mill 
of this make, the diameter is approximately 10^^ ft., whereas 
the working length is only 6 ft. This mill is generally used in 
wet grinding and the entire discharge end is fitted with a grate. 
Between this grate and the (md of the mill there are lifters which 
elevate the product so that it will be discharged through tlie 
trunnion of the mill. For example, jiulp or material to be ground 
is mixed with water and put in through a hollow trunnion on 
the feed side of the mill (right-hand sidci of the mill shown in 
Fig. 89) and flows across and down through the body of the mill 
in which the balls are tumbling, and then passes out through the 
discharge grating. Here the wet pulp is (elevated by the lifters^ 
and is ejected through the trunnion on the discharge side of the 
mill. There is a difference in elevation between the feed as it 
enters the mill and the point of discharge through the grate. 
This causes the water to have a sluicing action, which carries 
the fine material through the grate and out through the trunnion 
at the discharge end of the mill. This relieves the mill of the 
mass of pulp and causes the fines to migrate faster than the 
coarse particles. Tests seem to show that this difference in head 
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through the mill gives bettor operation than the so-called ^'over- 
flow” typos of mill, where the material to be ground flows in the 
feed trunnion through a cylindrical mill and directly out through 
the discharge trunnion. 

The balls are introduced full size, and wear away gradually, 
finally disappearing in the product, new ones being added from 
time to time to keep up the proper number in the mill. There- 
fore, after a mill has been in operation for some time, there will be 
found in it an assortment of sizes of balls, from freshly added ones 
down. New balls must be large enough to crush the largest 
particles in the feed, but are too large to handle the fine particles 



Fia. 89. — Typical ball mill. {Courtesy Allis-Chalmers.) 


of the product efficiently. This, together with the cushioning 
action of the fines upon the coarser particles, causes waste of 
power. 

The unique feature of the Hardinge conical ball mill, shown 
in Fig. 90, is the action brought about by the shape of the rotating 
shell in classifying the crushing balls. This classifying action 
causes the larger balls to assume a position at the large diameter 
of the mill. Toward the discharge end of the mill its diameter 
gets smaller and at these smaller diameters will be found the 
smaller or worn balls. The material, fed in through a scoop at 
the feed end of the mill (left side of mill shown in Fig. 90), is first 
crushed by the large balls. As it works its way along the cone, 
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it is crushed by continuously smaller balls until it is finally dis-- 
charged in a finely ground condition through a trunnion at the 
opposite end of the mill. 

Ball mills will handle a feed containing lumps as large as 1\'2 
to 2 in. in diameter. These mills may be used for either wet or 
dry grinding, although the former method usually results in 
decreased power consumption and increased capacity, as long 
as the moisture content is sufficiently high to prevent caking. 
Wet grinding is extensively used for ores because of the oppor- 
tunity to use cheap classifiers, the elimination of dust nuisances, 
the convenient use of water as a conveyor and the need of sus- 



Fi(i. 90. — Hardmpe conical ball mill. 


pending the product in water prior to flotation. Wet grinding, 
moreover, frequently results in simplified mixing of materials 
at a subsequent stage in a process and, as mentioned above, 
reduced power consumption, although these advantages may be 
offset by costs of subsequent water removal. Wet grinding, 
of cour.se, cannot be used for grinding water-soluble material, 
the grinding of grain, etc., and is consequently less frequently 
encountered in the chemical industries. Even when grinding 
abrasive material, the ball consumption does not amount to 
over 0.7 lb. of iron per ton of material ground in the dry process, 
or 2 to 3 lb. of iron per ton of material ground wet. However 
for most materials, the ball consumption will not amount to onc- 
half this figure providing the mill is fed with suflicient material 
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to prevent one ball from falling or pounding on another. The 
material being ground should always cushion the fall of these 
balls as they rotate in the mill, and the sound coming from the 
mill should be a dull rumble, indicating an absence of metal-to- 
metal contact. 

In the case of ball mills, the crushing action is by impact 
or blow of one ball falling upon anotluT ball with the material 
in between. There is a certain amount of grinding or shearing 
action taking place in the mill, owing to rolling of the balls; 
this becomes important in fine grinding. 

The fineness of the discharged product from a ball mill may 
be governed by the following methods: 

1. By Changing the Rate of Feed. — Increasing the rate of feed 
in a ball mill decreases the fineness, since the material remains in 
the mill a shorter time, being crowded out by the incoming 
feed. 

2. By Changing the Diameter of Feed. — It is obvious that 
increasing the diameter of the particles fed to a ball mill will 
decrease the fineness of the discharged material if the rate of feed 
is maintained constant. 

3. By Increasing the Total Weight of Balls. — Increasing the 
total weight of balls of a given size increas(‘s the finen(\ss of the 
discharged product, i)roviding the rate of feed is kept constant. 
This increase in weight of balls may be brought about either by 
adding additional balls to the mill up to the capacity that can 
be handled (roughly 50 per cent of the cubic contents of the mill) 
or by increasing the specific gravity of the balls. For (example, 
either the capacity of the mill or the fineness of the discharged 
product may be increased by changing from flint to iron balls as 
grinding media. 

4. By Changing the Diarmdcr of the Balls. — Wluni a mill is 
charged with balls of a given diameter, the reduction of the feed 
proceeds to a ccTtain limiting particle size beyond which further 
size reduction is so slow as to be quite impracticable. This 
practical limit to grinding is known as the ‘‘free grinding limit” 
and is a function of ball diameter and the material being ground. 
The use of smaller balls results in slower grinding during 
the initial reductions but shifts the free grinding limit so that a 
finer product may be obtained. Consequently, an assortment 
of 3-, 4- and 5-in. balls would be used for coarse grinding, while 
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an assortment of 3^2" 13 ^ 2 " or 2-in. balls would be preferable for 

fine grinding. 

5. By Changing the Slope of the Mill. — Increasing the slope 
of the mill or lowering the discharge opening decreases the fine- 
ness of the product. Such a procedure also increases the capacity 
of the mill. 

6. By Increasing the Freedom of Discharge. — In ball mills 
having the discharge grating, the fineness of the material may be 
decreased by increawsing the size and number of openings in the 
discharge grating or plate. This also increases the capacity of 
the mill. 

7. By Changing the Speed of Rotation. — At low speeds the ball 
action is largely the rolling of one ball over another and frequent 
impacts between balls after a drop of one or two ball diameters. 
This action is desirable for breaking up small particles of feed, 
and the intensity of this action increases with mill speed until 
the balls begin to fly short distances through space as they 
leave their j)osition iK^ar the shell of the mill. At this stage 
larger particles of feed (‘an be broken up and the rolling ac^tion 
becomes small comjiarcid to the more violent (though less fn^- 
quent) impacts between the balls. The force of the impacts is 
increased with mill si)eed until the balls begin to fly clear across 
the mill, striking against the shell lining on the opposite side. 
At this stage grinding is done at the expense of extreme wear 
on the lining. At higher speeds the balls are held against the 
shell by centrifugal force during the entire revolution and 
no grinding is done. It is s(*cn that the mill speed must l)e 
adjusted to the size and physical properties of the material in 
the mill. 

Maintenance of a ball mill is extremely low, inasmuch as 
th(^re are only two or three bearings and these are so located that 
they may be enclostid in dustproof journals. Furthermore, the 
mill is a low-sp(^ed machine, usually operating at from 22 to 30 
r.p.m. Practically all the wear and tear oc(;urs in the liners 
of the mill and the balls and liners must be replac^ed at infrequent 
intervals, depending largely upon the tonnage and abrasiveness 
of the material ground. The liners are sometimes fitted with 
lifter bars which minimize slipping of the balls over the surface 
of the liner. Hard rubber liners have also been used. Most 
of the wear inside the mill occurs on the balls, and additional 
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balls are thrown in the mill daily, weekly or at other intervals, 
depending upon the tonnage ground. This extremely low main- 
tenance is one reason for their popularity. Furthermore, they 
are simple to operate, and cost of installation and power con- 
sumption are extremely low. The product is not, however, at 
all uniform in size, and, as previously mentioned, rolls are more 
satisfactory if the product is to be coarser than 8 or 10 mesh. 
Also, rolls are better if the material is moist, because ball mills 
can handle only mat(^rial either relatively dry (under 3 or 4 
per cent water), or else very wet (over 50 per cent water), as 
moist material packs around the balls and cushions them. 

When the production of extreme fines is objectionable and 
the grinding is done wet, (efficient work is accomplished by 
closed-circuit grinding, ^.c., by passing the charge through the 
mill with relative rapidity and immediately into some sort of a 
hydraulic classifier. The overflow is taken off as finished 
product, while the* oversize is returned to the mill or is fed to a 
second mill with smaller balls. Clos('d-circuit grinding is essen- 
tial when it is desired to obtain a V('ry fine product (325 mesh) 
with practically no ovc'rsize. 

Ball mills of the cylindrical and conical types will grind ore 
from a gyratory or disk crusher so that only 2 per cent will be on a 
48-mesh screen and 60 per cent will pass a 200-mesh screen 
with a power consumption of only 10 to 12 kw.-hr. per ton. 

Pebble Mills. — Thesci are merely ball mills whose ball charge 
has been re})laced with flint ro(*k or pebbles. Since pebble mills 
are used principally wb(*re contamination of the product with 
iron is to be avoided, the sluill is usually lined with porcelain, 
flint or burrstone and lifter bars are not pres(int. Pebble mills 
are used in batch operation very extensively for grinding to a 
finer and more uniform product than the usual ball-mill output. 
Pebble mills are used in tlu^ manufacture of talc, plate-glass 
sand, ground feldspar for porcelain, et(\ 

Tube Mills, — There is relatively little diffcTence between tube 
mills and ball mills. In general, a tube mill (Fig. 91) may be 
considered as an elongated ball mill, that is to say, a mill that is 
relatively long in comparison with the diameter, in contrast to a 
ball mill that is relatively short in comparison with the diameter. 
The construction, the method of adjustment and the control are 
the same as for ball mills. The difference between the two 
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machines lies in their different spheres of usefulness, the ball mill 
being suited to fine crushing, granulating and comparatively 
coarse pulverizing (so that 95 to 98 per cent passes through 50 
or 60 mesh), whereas tube mills are used for still. finer pulverizing. 
The tube mill is important in the cement industry, where a large 
quantity of material must be ground to a fine state of subdivision 
in equipment that is as simple as possible in design. Tube mills 
vary in size from 10 to 30 ft, in length and from 3 to 8 ft. in 
diameter. A 5- by 26-ft. mill will grind from 75 to 95 tons of 
medium hard material from 20 mesh to 150 mesh per 24 hr. 



Compartment Mills. — This mill coni])ines the ball and tube 
mills into one unit, with the objects of simplifying the grinding 
process, saving floor spa(;e and reducing installation, operating 
and maintenance costs. The tube-mill st‘ction is frequently 
divided by grids into additional compartments, each compart- 
ment containing balls of a siz(‘ smaller than those in the preceding 
section. Such mills act as a group of ball mills in serhis. Some 
mills are capable of receiving and discharging material between 
the compartments, enabling individual compartments to be 
operated in closed circuit. 

Rod Mills. — These differ from ball or tube mills in the use of 
high-carbon steel rods as a grinding medium. The length of a 
rod mill must be about twice the diameter to counteract a 
tendency of the rods to cross and become twisted. The rods 
are usually 2 or 3 in. in diameter. To a greater extent than in 
ball mills, the grinding action consists of a rolling action, rela- 
tively little grinding occurring from impact of one rod upon 
another. In consequence, the rod mill is inferior to the ball 
mill for grinding hard or tough materials. The advantages 
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of a rod mill lie in a very uniform product, decreased power 
consumption, decreased wear and tear on grinding medium and 
liners and the cheaper cost of rods as compared to balls. The 
larger pieces of feed keep the rods apart so that the amount of 
fines is minimized and the grinding action is concentrated on the 
larger particles. On the other hand, rod mills are quite limited 
in application for they can grind only friable solids and the 
maximum particle size of the feed generally does not exceed 1 in. 
Rod mills not only have comparative'! y small reduction ratios 
but are not suitable for very fine grinding. Rod mills are 
valuable for the mixing of a sticky mass because the weight 
of the rods is sufficient to tear them out of suspension. 

Centrifugal Roll Mills. — The principle' of rolling e)ne element 
upon another has been widely use'd at all times in the design of 
crushing and grinding mae*hine'ry. It has been seen that the 
gyrate)ry crusher uses it to some extent, while crushing rolls and 
the Chile^an mill are based whedly ui)e>n this principle. There 
ar(^ a number of other mills that use the same principle in a modi- 
fied form, by developing the pressure bc'tween one ('lement and 
the oth(ir by tlu' use of centrifugal fon^e. Most of these mills 
have been designed to meet the nec(\ssity that has arisen in certain 
specific fields, and they are difficult of classification from the 
standpoint of the size of product handled on account of serious 
overlapping. In gcmeral, they not only crush the material by 
direct pressure but they also grind by attrition (shear). Some 
roll mills, although not dependent on (centrifugal for(ce to develop 
pressure, are so similar in design to centrifugal roll mills that 
they are included in this section. 

Sturtevant Ring Roll , — As mentionced previously, when material 
is to be finely crushed or pulverized, small rolls s('t close together 
are not eccmomical. To meet this situation, rolls have been 
designed whicdi travel rapidly around the interior surface of a 
ring in a manner somewhat similar to that of the gyratory crusher, 
or, conversely, the rolls may be in a fixed position and the outer 
crushing surface rotated. One machine of this latter type 
is the Sturtevant ring-roll mill. The ring has a concave inner 
face which is rotated at a relatively high speed, and the material 
to be crushed is fed between the ring and one of the rolls. This 
roll has a convex surface and is pressed against the outer ring 
by powerful springs. The material is crushed as it passes 
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between the roll and the ring, and some of the finer material 
is thrown off through the discharge. Centrifugal force holds a 
large amount of the material on the ring. In this way, the 
material is carried around under succevssive rolls until it finally 
works its way out of the mill, being crowded out by incoming 
feed. Oversize material is screened in an outside separating 
machine and returned to the mill for further grinding. 

Fuller-Lehigh Mill . — The Fuller-Lehigh mill may be designated 
as a centrifugal roll mill in which the roll is replaced by balls 
held in sockets. It has a number of heavy steel balls which are 
rolled at high speed around the inside surface of a grinding ring. 
The mat(^rial to be ground is fed through a hopper to a screw 
conveyor at the top of the mill, is dumped into a center cage, 
and is then thrown against the ring by the motion of the balls 
and pushers. Attached to the rotating cage is a series of fan 
blades which elevate the finely crushed material and force it 
against the screen directly above the blades. Material that is 
sufficiently finc^ pass(\s through the screen, whereas the material 
that is too coarse falls back into the crushing zone and is again 
thrown between the balls and rings. The fineness of material 
from this mill is larg(‘ly governed by the rate of fc'ed and the screen 
size. When pr()i)erly adjusted it may be used for vc^y fine grind- 
ing and is widc'ly used for grinding coal for powd(‘red-coal 
burners and for the grinding of cement. 

Itaym^ond Mill . — The Raymond roller niill shown in Fig. 92 
has been successful very largely because of the fact that the 
mechanical details are well worked out, because it is a comi)lete 
grinding unit and because of the succ(\ss of its air separator. 
The material is fed in through spout S (Fig. 92) and is delivered 
to the mill at a uniform rate by the feeder F. It is ground 
betweem the rollers R and the annular grinding ring B. The 
rolls R are attached to a spider, which is rotated by a shaft 
drivcm from bemeath by bevel gears, and centrifugal force causes 
the rolls to fly outward and crush the material against the station- 
ary annular ring B. These mills are made with two to five 
rolls, depending upon the capacity of mill desired. The material 
that falls from between the roll and the ring is picked up by 
plow P and again driven back into the sphere of crushing action. 
Air is led in through the passages G and picks up the finely ground 
material and carries it up through the slightly conical dome which 
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encloses the rolls and their shafts. Here the velocity of the air 
is somew^hat decreased, allowing the coarser material again to 
drop back between the crushing rolls and the rings, while the fine 
material is carried up through a fan and tangentially into the 
top of a collector. The tangential motion, together with the 
decrease in velocity, due to the increase in cross section, throws 
out the finely ground material, which drops through a slide at the 



bottom of the collector. The air, thus freed of dust, is returned 
to the base of the mill, where it again picks up the finely ground 
material, and the cycle is repeated. 

There are two types of Raymond roller mills, one known as 
the “low side'' and the other as the “high side,’^ the low side 
mill being the one just discussed. The high side mill differs 
from the low side mill in that it has a separator (Fig. 93), placed 
on the mill bfitween the rolls and the fan. The air, laden with 
material that has been ground, passes up between the inner and 
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outer cones in this separator, through gates set at the periphery 
of the base of the inner cone and into the inner cone. These 
gates may be set at varying angles so that the swirling tangential 
motion imparted to the air may be varied at will. In this inner 
cone there is a separating action similar to that already described 
for the collector. The more tangentially the air is sent to the 
separator, the finer will be the product carried by the air to the 
collector. The coarse material settles to the bottom of this 
inner cone and is again fed to the mill through the two spouts 
at the bottom of the inner cone. The air, bearing only the finest 
material, is carried through the 
fan and over to a large col- 
lector, where the finely ground 
material is settled out. 

It is thus seen that the air in 
a Raymond roller mill is used 
over and over again. However, 
there is always a small amount 
of air that is unavoidably 
admitted with the feed, and 
this is withdrawn from the 
system through a small pipe 
leading from the return air pipe. 

The dust in this excess air is removed by means of bag filters or 
water sprays. 

The f(»eder of the Raymond roller mill shown in Fig. 92, page 
282, consists of a hopper under which passes a corrugated roll. 
The speed of this corrugated roll may be changed gradually over 
a wide range by a series of pawls operating ratchets. The opera- 
tion of the mill is effectively controlled by regulation of this 
feed device and of the separator gates. 

Being a high-speed machine, this mill is not suited for grinding 
hard, abrasive material, but for many materials, such as litho- 
pone, phosphate rock, barytes, limestone, etc., it is extremely well 
suited. It will not handle moist materials or those that soften 
on heating. For example, asphalt or hard pitch cannot be ground 
in this mill without foregoing recirculation of the air and sending 
all the air to the bag dust filters. It is one of the best fine- 
grinding pulverizers made, and will handle material ranging from 
}/^ in. in diameter down to material that will all pass a 200-mesh 



Fig. 93. — Raymond separator. 
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screen. A five-roller mill, which requires 50 hp. to drive the 
mill and 40 hp. to operate the fan, will produce about 5 tons per 
hr. of material ground so that 90 per cent will pass a 200-mesh 
screen. 

Unless the material being ground is abrasive, maintenance 
cost on these mills is low, although they are run at high speed 
and are used for fine grinding; furthermore, power cost is rela- 
tively low considering the range of fineness over which they 
operate. 

Other Types . — There are a number of roller mills somewhat 
similar in operation to the Raymond, such as the Bradley, the 
Griffin and the Huntington mills. The Griffin mill has only one 
swinging roll operating against the inner face of the crushing 
ring. 

The Raymond bowl mill is similar to the Sturtevant ring-roll 
mill except that the plane of rotation is horizontal and the 
charge moves up the sloping sides of the outer crushing surface 
by centrifugal force. 

High Speed Hammer Mills. — In recent years there have 
been developed commercially hammer mills which operate as 
fine pulverizers. As an example, the Mikro-Pulverizer operates 
at speeds as high as 4600 r.p.m.; is characterized by simple 
installation, open-circuit operation, easy cleaning, close particle- 
size control and efficient operation in either wet or dry grinding; 
and is capable of extremely fine pulverization. Like other high- 
speed machines, these mills cannot be used to grind abrasive 
materials. 

Attrition Mills. — One of the oldest forms of grinding machines is 
the burrstone mill, consisting of two flat stones, one rotating 
on the other. The center part of each of the flat faces is slightly 
dished, whereas tlui outer rim portion is flat. This outer rim is 
known as the ‘‘face,” and it is on this face that the grinding is 
accomplished. In order to facilitate grinding action, radial 
grooves are cut from near the center axis of the stone to the 
outer edge, and from these shallower grooves fan out across the 
face. The depth of these grooves is governed by the fineness 
desired. Material is fed down through a hole in the center of 
the top stone and is carried outward by centrifugal force and 
by the grooves. As it passes from the center to the outside edge, 
the rubbing action of the stones wears the particles to be crushed 
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by attrition. These mills find considerable use in the paint 
industry, where it is desired to grind to a very fine state of sub- 
division and combine at the same time a mixing or rubbing action. 
The fineness of the product from such mills is controlled by the 
rate of feed, by the dressing of the faces (depth of groove, etc.) 
and by the distance between the two grinding stones. When 
abrasive material is to be handled in such mills, the burrstones 
are replaced by rock emery. Such mills have a relatively low 
capacity and high power consumption per ton output. 

Other types of attrition mills may use steel surfaces in place of 
stone or conical surfaces instead of flat disks, or may rotate 
about a horizontal axis. 

The Micronizer, Colloid Mills, Etc. 

Mills that reduce materials to particle sizes of a few microns 
have opened up new fic'lds. There is some evidence to indicate 
that too fine grinding may occasionally be harmful; for instance, 
(rement needs some particles of super-micron size to give it the 
proper physical qualities. However, grinding to micron sizes 
has nvsulted in remarkable results in fields such as color dispersion 
and chemical reactivity. 

Mills of this class are termed colloid mills when they are 
designed for wet grinding. As mentioned above, the classifica- 
tion of grinding equipment is not rigorous; mills of this class may 
be operated as fine pulverizers and a pebble mill may produce 
products of micron size. 

The Micronizer. — This mill has no moving parts. Jets of 
air or high-pressure steam are directed into a short cylindrical 
chamber into which dry feed is introduced. The jets are directed 
in a manner that applies tangential and inwardly directed forces 
to the feed. The tangential motion keeps the feed whirling 
around the circumference of the cylinder, except for particles 
whose size is so small that the inward force overcomes the 
centrifugal force of the particle. When the jet of air strikes 
this whirling suspended mass of feed, the resulting turbulence 
causes the particles to shatter one another, relatively little 
grinding being done against the walls of the cylinder. Small 
particles that are swept to the center of the cylinder already 
have a whirling motion, which is utilized by sending th ^m to an 
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attached air separator before this motion is dissipated. The mill 
takes a feed preferably less than 50 mesh. Wear seems to be 
more seriously affected by the size of the feed particles than by 
the abrasiveness of the material. 

The Myer Impact Pulverizer. — This mill is used largely in 
ore grinding to prepare a feed for colloid mills prior to amalgama- 
tion. The material is blown by an air jet against anvils. The 
mill operates in open circuit and is simple to install. Most of 
the wear occurs on the anvils, which are replaceable. 

Colloid Mills. — These mills serve two purposes: (1) the 
grinding of solid materials to a high degree of dispersion, and 
(2) the ‘Miomogerieization’^* of materials existing as two separate 
phases to form colloidal emulsions and suspensions. The opera- 
tion of a colloid mill depends upon the enormous shearing forces 
set up in a liquid film between tw’o surfaces moving relative to 
one another. Such surfaces may consist of disks, cylinders or 
truncated cones and either the two surfaces may rotate in 
opposite directions or one of the surfaces may be stationary. 
Frequently grooves an^ cut into the surfaces in order that the 
consequent turbulence set up in the liquid film may further aid 
dispersion of the feed. In some mills the surfaces may rotate as 
fast as 20,000 r.p.m.; with grooved surfaces such high velocities 
are not necessary since the liquid turbulence supplements the 
hydraulic shear. Other types of colloid mills involve beater 
arms which impinge on a liquid surface and intermeshing gears 
between which the feed is passed. 

Hard solids cannot be ground to a high degree of dispersion 
except at a prohibitive cost in power and wear on the apparatus. 
Consequently, colloid mills as grinding agents are used almost 
exclusively for the disintegration of soft solids or the breaking 
down of aggregates of particles of harder solids. The feed 
usually comes to the mill under pressure and consists of a more or 
less coarse suspension of the solid in a liquid, with the general 
addition of a “dispersing agent. The agent is a substance, 

* This second purpose is frequently accomplished in ^^homogenizers.'' 
In an homogenizer immiscible liquids are passed simultaneously at high 
pressures through specially designed valves; the emulsification is mechanical 
but there are no moving parts and no grinding surfaces. However, colloid 
mills which are designed expressly for homogeneization to the exclusion of 
grinding are also frequently called homogenizers. 
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selected according to the nature of the material being ground, 
which prevents the formation (or reformation) of aggregates. 

Examples of the use of colloid mills include incorporation 
of pigments and filler in paints and enamels; compounding 
ingredients for mixing with rubber latex; the manufacture of 
pharmaceutical mixtures and ointments, printing inks, tooth 
paste, cosmetics, etc.; and the minute dispersion of solids in 
liquids to speed up chemical reactions. 

GENERAL CONSIDERATIONS IN THE SELECTION AND LAYOUT OF 

EQUIPMENT 

It is worth while to bring together the more important points 
that should be observed in the selection and layout of grinding 
equipment. These often prove helpful in reducing maintenance 
and in keeping production continuous and the quality of the prod- 
uct uniform. One must not, however, overlook those special 
local conditions which are often controlling in the treatment of 
the individual problem. 

1. Control. — The apparatus should be so adjustable that the 
size of the product delivered can be changed easily over a reason- 
able range and so that, once the desired fineness is secured, the 
product will be delivered uniformly and continuously. 

2. Automatic Feed. — The rate of feed is most easily kept uni- 
form by having it automatic, and this results in two advantages: 
first, it helps maintain uniformity in size of product, and, second, 
it keeps the mill running continuously at maximum capacity. 
The feeding device should be supplied from a large hopper or bin 
which acts as a reservoir to take up fluctuations in operation. 
It is usually advisable to have each unit in a series of machines 
equipped with individual feed and storage. 

3. Size Reduction by Steps. — In laying out a department for 
crushing and grinding, it is best to operate in successive steps, 
without making the size reduction between the steps too great. 

4. Closed -circuit Operating and By-passing. — The importance 
of these methods of operation must not be underestimated. 

6. Auxiliary Apparatus. — It is always advisable to have the 
auxiliary apparatus, such as elevators, conveyors, screens, etc., 
oversize in capacity. In many crushing and grinding installations 
the output is not limited so much by the grinding mill itself as by 
some elevator, conveyor or screen. Often, in closed circuit 
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grinding, the amount of oversize material that has to be rehandled 
is underestimated in installing this auxiliary equipment. In 
general, when grinding in closed circuit, it is advisable to have 
such apparatus possess a capacity of about five times the output 
of the system. 
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CHAPTER X 


MECHANICAL SEPARATION 

PART I. SOLIDS FROM SOLIDS 

The necessity for separating one solid from another may 
arise from a desire to accomplish either of two results: first, to 
subdivide a mass of relatively homogeneous material, existing in 
pieces or particles of different size, into fractions, in each of which 
all individual particles are of approximately the same size; and 
second, to divide a mass composed of two or more individual 
substances into fractions so that each fraction will consist so far 
as possible of but one of the substances. It is seldom that both 
the above purposes can be attained in on(! oi)eration. 

Obviously, in order to effect a separation of any two materials 
of any sort whatever, there must be found or produced in the indi- 
vidual units making up the mass some inherent property in 
relation to which these individual units differ. The funda- 
mental properties or conditions most commonly utilized in proc- 
esses of separation are: 

A. Dimensions of units as affecting 

1. Ability to pass through a given opening. 

2. Friction manifested when falling through a resisting 

medium. 

B. Density, which may be either 

1. True specific gravity. 

2. Apparc'nt specific gravity maintained for a short 

time. 

C. Other properties: 

1. Magnetism. 

2. Electrical Conductivity. 

Sieves and Screens 

Introduction. — Separation according to the first subdivision 
is accomplished by giving the material opportunity either to 
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pass through or to be refused by an opening of definite dimensions. 
If the openings exceed }i in. in size, they are generally expressed 
in terms of the linear dimensions of the largest particle that can 
pass through when the screen is in a horizontal position. When 
dealing wifh crushed rock for road building and concrete work, 
it is common practice to describe the size of unit pieces as those 
which will pass through a ring of given diameter. When the 
openings are smaller than } 3 in., it has in the past been a general 
practice to speak of the size in terms of the number of square open- 
ings or meshes per linear inch. The latter is manifestly very 
inaccurate, for in a structure having any definite number of 
openings per linear inch the actual size of the opening will depend 
upon the proportion of the inch that is taken up by the supports. 
Owing to the confusion that has existed in this matter for many 
years, the United States Bureau of Standards, in cooperation 
with certain enterprising users and makers of screens, has adopted 
as a basis for sieve construction a wire having a diameter of 
0.0021 in. When woven into cloth having 200 openings per 
lin. in., the dimension of each mesh producc^d is 0.0029 in. 
(0.0737 mm.). The ratio of the dimensions of the other sieves 
making a series is, of course, a matter of choice. A very rational 
basis for a screen scale is that i)roposed years ago by Rittinger, 
namely, that each opening shall be just twice that of the next 
smaller. The ratio of linear dimensions to produce this ratio of 
areas is, therefore, \/2 or 1.414. A very complete set of sieves 
has been produced in accordance with this plan by the W. S. 
Tyler Co. The size of the wire for the sieve cloth is so chosen 
that the ratio of opening above noted produces a relatively 
uniform series of sieves. When it is necessary to obtain a closer 
analysis for the finer sizes than is thus provided, it has been 
proposed to use for sieves having more than 65 meshes per in. a 
ratio of areas of \/2> ^ ratio of linear dimensions of 

The separation of particles of different size by means of a 
screen or sieve is rendered difficult by two factors, both of which 
increase as the particles become smaller. The first of these is 
the cohesion of the individuals, which tends both to carry very 
fine material along with the coarse and to make a number of 
small units function as one large one, thus preventing separation. 
The second is the adhesion of the particles to the structure of the 
screening surface, tending to make the openings smaller, or even 
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closing them. An efficient screening system, therefore, provides, 
so far as possible, against the presence of these conditions. 
Since both cohesion and adhesion in a pulverized material are 
functions of the moisture content, it is apparent that, to screen 
easily, the mass must be either very dry or mixed^^with excess 
water. A further difficulty encountered in very accurate 
separation is a tendency for the wires to spread, thus enlarging 
some openings and closing others. This error is largely elimi- 
nated by proper screen construction and by using a secondary 
protective screen above the fine one to prevent the pounding effect 
of the larger pieces. It is obvious that the material to be screened 
must be kept in constant motion; only by giving the particles 
opportunity to take different paths can a separation be effected. 
Care must be exercised that in producing this motion the smaller 
particles are directed toward the openings through which they 
are to pass and not away from them. The violation of this 
principle renders some well-known types of apparatus for sepa- 
ration very inefficient. 

Grizzly, — The simplest device for effecting separation is to 
provide a grating or perforated plate inclined at an angle greater 
than the angle of repose of the material to be separatc'd. Across 
this surface the material is made to pass by the force of gravity, 
the smaller particles falling through while the larger pass over. 
Such an apparatus may be easily made from heavy wcdge-sliaped 
iron bars held apart by distance blocks and bolted together, 
thus forming a frame generally known as a grizzly. By placing 
the small edge of the wedged-shaped bar downward, the nar- 
row part of the slit is on top and clogging is avoided. Such 
a frame is used in screening coal and crushed rock, and, when 
made from heavy wire, is employed for hand-separating sand and 
gravel. These types arc to be recommended when accurate 
separation is not required and when cheapness of construction 
and maintenance is a necessity. As will be explained later, the 
angle at which a screen of tliis type is set is an important factor 
in determining the size of the particles passing through it. 

When it is necessary to effect more complete separation by such 
an apparatus, the inclination of the screen is made less than the 
angle of repose and the material to be screened is propelled along 
the surface by a motion imparted to the screen. This motion 
may be 
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1. Rotating. 

2. Gyratory. 

3. Reciprocating (bumping). 

Rotating Screens. — In a rotating screen, frequently called a 
trommel (Fig. 94), the screening surface may consist of wire 
cloth, perforated metal or iron bars and is formed into a long 
cylinder carried by an axial shaft and radiating arms, or fre- 
quently supported by circular rings running on friction rollers. 
The openings in the cylinder walls may be graded in size, or the 
cylinder may be made in sections, each section having openings 
of a definite size, so that the screened material may be drawn off 
in a number of fractions. The speed of rotation and the angle 
of inclination are so chosen that the material is carried uniformly 



Fkj. 94. — Rotary screen. {Courtesy of Colorado Iron Works (/«.) 


forward from the feed to the exhaust end. The efficiency of such 
an apparatus is limited by a number of conditions. Firstj the 
large pieces at the entrance or fine end of the screen tend to 
spread the meshes and to drive the oversize through the small 
openings. Second j subjecting the fine screen to the impact of 
the heavy pieces greatly decreases its life. Thirds the rotation 
of the charge tends to throw the larger pieces to the bottom of the 
layer; and this, it will be noted, is contrary to the relative position 
necessary for insuring the passage of the fine particles through 
the openings. Fourth, a very large percentage (90 per cent) of 
the area of the screen is not in action while the screen is in use. 
Fifth, since the operation depends upon the weight of the particles 
to overcome surface adhesion and to clear the s(;reen when 
inverted, the machine is unsatisfactory for screening small par- 
ticles. The first two objections are met by arranging a number of 
cylinders, each made of an increasing fineness, in series, so that 
the coarse screen comes first. The undersize of the first cylinder 
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forms the feed for the second, while the oversize from the first 
is shunted off to its respective bin. Space may be economized 
by placing one screen within the others in a series of concentric 
drums. In this arrangement the coarse screen is at the center 
and each succeeding screen passes a finer material. If it is desired 
to operate the screens wet, or to wash the coarse material, as in 
the mining of phosphate rock, water may be introduced from 
orifices in the hollow shaft. In order to eliminate the end thrust 
on the bearings, rotating screens are fn^quently set with the 
axis horizontal, and the screening surface is made conical or 
pyramidal instead of cylindrical. 

Vibrating Screens. — A large number of so-called “shaking'^ or 
“ vibrating ’’ screens, using both a reci})rocating and a gyratory 
motion to keep the openings free and to propel the charge, are 
available, but it will be possible to mention only a few of the 
types. The success of any vibrating screen depends upon 
maintaining clear, free openings. This may be done better by 
sharp rapid vibration than by any method of simply shaking 
the charge on the screening surface. In screens of this type the 
screem frame should be inclined at an angle less than the angle 
of repose of the material operated upon, in order that an undue 
proportion of fines may not be carried over with ihc tailings. 
As the slope of the screen is decreased, sharper separation is 
obtained at the expense of capacity, and such flexibility of 
operation is frequently incorporated in these screens. In many 
cases several screens are used, thus multiplying the number of 
products. Fine screens may be shielded by a coarse protecting 
screen to carry the heavy particles present in the charge; this 
heavy screen is called a scalper and greatly prolongs the life 
of the working screen by preventing both abrasion and the 
spreading of the wires. 

The Colorado impact screen (Fig. 95) consists of a main 
frame on which is mounted the screening surface held in a 
vibrating frame of wood. This is flexibly supported by a pair 
of elliptical springs which force it upward against four adjustable 
stops. In recent machines a pair of steel cables stretched 
between the ends of the stationary frame are used instead of 
elliptical springs. To this vibrating frame, motion is imparted 
by two ratchc^ts operating as multiple cams keyed to a revolving 
shaft. The effect of the cams is to depress the vibrating frame, 
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which snaps sharply upward against the stops when the cams 
release the frame. The meshes of the screen are thus kept 

free, and the charge is driven 
forward. The length of stroke 
and inclination of frame are 
adjustable, and the apparatus 
as a whole may be easily 
adapted to wet screening. A 
motion at right angles to the 
face of the screening frame has 
a great advantage in that the 
heavier particles of the charge 
are thrown to the top, thus 
allowing the fine particles to 
come into immediate contact with the openings through which 
they are intended to pass. 

In the Hum-mer electric screen (Fig. 96), the wire cloth is given 
a positive and rat)id vibration by connecting it rigidly to an 



Fig. 95. — Impact screen. 



Fig. 90. — Hum-mer electrically vibrated screen. {Courtesy of W» S. Tyler Co.) 

armature which is lifted by an electromagnet and repelled by a 
set of springs. The intensity of the vibration is regulated by 
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adjusting the springs controlling the recoil of the armature. 
Rapid and efficient separation is thus effected. 

The Moto-Vibro screen is an inclined vibrating screen, built 
with a rigid steel frame on which the screen surface is held taut. 
A sharp rapid vibration of the wire cloth is obtained by tapping 
the screen surface from below with light hammer blows trans- 
mitted by a high-speed short-stroke eccentric. 

Swinging Screens. — It was noted above (page 293) that 
material to be screened must be kept in constant motion and that 
the small particles should be directed toward the openings 
through which they arc to pass. This effect is obtained by 
mounting a screen in an essentially horizontal position and 



Fig. 07. — Kotex vibrating screen. {Covrtesy of Orville Simpson 


swinging or gyrating the screen; the fine jnacerial settles next 
to the sieve while the coarse material “ floats on top. Swinging 
screens may in addition employ vibration to keep the screen 
clear. 

The Rotex (Fig. 97) and Gyro-Sifter screens involve a unique 
method of vibrating the screens. The frame, containing one 
to five screens, is gyrated by a rotating wheel to which one end 
of the frame is attached. The screens rest in an almost level 
position and the gyratory motion of one end of the frame imparts 
a reciprocating motion to the other end. Below each working 
screen is a coarse wire screen, and the space between these two 
screens is divided into a number of compartments, each contain- 
ing several resilient rubber balls. The semigyratory motion 
of the frame causes these balls, whose size depends upon the 
material being screened, to be deflected upward either by the 
beveled walls of the compartment or by deflecting rods mounted 


296 


PRINCIPLES OF CHEMICAL ENGINEERING 


on the coarse supporting screen. The feed enters through a 
flexible spout at the gyrating end. The screening surfaces are 
arranged with the finest screens at the bottom, and the impact 
of the rubber balls provides vibration to keep the screens clear. 
The coarse screens on the bottom of the ball compartments 
serve only to support the balls; material that passes through one 
working screen falls through the supporting screen onto the next 
working surface. 

In other types the screens are suspended horizontally and are 
swung in full gyration by eccentric weights revolving about a 
vertical shaft fastened to the screen box. The 
material is pushed along the surfaces of the 
sieves by brushes or heavy tin flights.” 
Capacity is relatively low but unusually fine 
materials may be screened. 

Separation Depending on the Differp:nce 
IN Frictional Resistance of Particles 

To make clear the principles that underlie this 
method of separation, it is necessary to discuss 
the nature and governing laws of the forces that 
tend to oppose the motion of a solid body 
through a fluid. 

Laws of Fluid Motion. — When a small solid 
body moves through a fluid so slowly that the 
latter flows past it in smooth streamlines, with- 
out forming eddies, it is subject to a retarding 
falling ^thi^ugh proportional to the relative velocity V 

fluid; note eddies between the body and the fluid, and to the 
above sphere. absolute viscosity fx of the fluid. For a smooth 

sphere of diameter D this force is given by Stokeses law:^^^ 

R = 3wiJi DV (1) 

As the size of the body and its relative velocity increase, 
eddies form, particularly at the sides and in the rear, as shown 
diagrammatically in Fig. 98. In consequence, the resistance due 
to inertia forces becomes large in comparison to the viscous drag, 
and the relation is given by Newton’s law:^^'^^ 

R==kApVy2 



( 2 ) 
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where A is the projected or frontal area of the body, p is the 
density of the fluid and A; is a dimensionless factor to be deter- 
mined by experiment.* 

For particles having diameters intermediate between “large” 
and “small,” neither Newton's nor Stokes's law holds. The 
situation is handled in a matter analogous to that used for fluid 
flow in pipes, i.c., by defining a dimensionless friction factor / 
by the following rearranged form of the Fanning equation 
(page 77) : 

Upon comparing Eqs. 1, 2 and 3, it is seen that in the zone of eddy 
resistance / equals ky while for streamline flow/ equals 24jLt/DFp 
= 24:/ Re, where Re is the Reynolds number. A plot of / vs. 
Re on logarithmic paper gives a curve having a slope of — 1 
in the range whore Stokes's law holds and a curve of zero slope 
where Newton's law holds. A mass of experimental data 
obtained for the flow of gases or liquids past spheres of various 
diameters and densities is correlated by the curve A BCD of 
Fig. At very small values of Re^ where the particle 

diameter approach(\s the order of magnitude of the mean free 
path of the moh'cules of the fluid, deviations develop, f At 
higher values of Re, ranging from 0.0001 to 0.4, the data are in 
good agreement with Stokes's law, but at values of Re above 
0.4 the measured values of / are higher than given by /=24/Rc,t 
as shown by the curve BC. When Re reaches 1000, the values 
of / are substantially constant at approximately 0.44 until Re 
of 100,000 is reached; beyond Re of 200,000 the values of / are 
somewhat erratic, but are less than in the range CD, 

Consider now a solid particle in a fluid medium. If at any 
instant the force tending to move the particle exceeds the fric- 
tional resistance, the unbalanced part of this force will accelerate 
the particle (according to the law: unbalanced or resultant force 
= mass X acceleration) until it reaches a uniform velocity where 
the frictional resistance just balances the impelling force. If, 
on the other hand, the frictional resistance is greater than 
the impelling force, the particle will be given a negative accelera- 
* Newton originally proposed a value of k of 0.43. 
t Corrections to Stokes’s law have been proposed for this range, 
i Thus at Re of 1000, / is 0.40 instead of 0.024. 
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tion. In any case, then, a particle of given size and weight falling 
freely through a fluid quickly assumes a constant ‘‘free-settling” 
velocity, the magnitude of which is of great importance. It 
may readily be found by equating the frictional and other forces 



Fig. 99. — Free settliuK of spheres in liquids. 

Curve ABCD'.f =4gD(j)s ~p)/'SpV^ vs. Re =DV p/p. 

Curve A'R''.4gp{p» —p)/^p^V^ vs. DV p/p, for obtaining D. 

Curve A"B"C"D":4gD^p(pa—p)/‘Sp^ vs. DV p/p, for obtaining V. 


that are acting on the body, since these must be balanced to give 
uniform motion. 

Gravity is, of course, the impelling force acting on a freely fall- 
ing body. Using the previous notation, for a spherical particle, 

Fp = 7r2>V*^/6 

where p, is the density of the solid. 
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In any fluid medium, however, the solid body is buoyed up by 
a force equal to the weight of fluid displaced: 


Fb=irD*Vfif/6 

where p is the density of the fluid. 

The resultant force or ''residual gravity^’ is then the difference 
of these two 


Fr=TD^(pa — p)g/6. 


Equating Fr to R of Eq. 3, noting that the projected area of 
a sphere is 7rZ)V4, gives 


•' 3pF2 


(3a) 


To avoid trial calculations in using Fig. 99, the curve A BCD of 
/ vs. Re (*an b(i replotted. Thus, for determining D from the 
measured rate of settling, one uses the (^urve involving the 
new ordinate which equals 

4{7m(p.— p) 

SpW^ 


and from the corresponding abscissa D is readily determined. 
Similarly, for calculating the free-settling velocities attained by 
particles of known diameter, curve is used, where 

the ordinates are f{Rcy or 4gDV(pa — p)/3/x^. Since all these 
relations are dimensionless, any self-consistent units may be 
employed. Values of the absolute \dscosities of various liquids 
and gas(\s are tabulated on pages 687 to 690. 


Illustration. — Assume that spheres having diameters of 0.05 cm. and a 
density of 2.05 gm./c.c. are settling in wat(*r (/z = 0.01 poises) under free- 
settling conditions where the particles do not interfere with each other. 
What would ho the free-settling velocity? 

The ordinates of the curve A"B”C”D" are 

4gD^p(p.-p) __ 4(981)(0.05)3(1)(1.65) 

-’^700 

and the corresponding abscissa is 40 = (0.05) (F)(1) /(O.Ol), whence V equals 
8.0 cm. /sec. 

Tf the same particles settled in air (p =0.00121 gm./c.c., p =0.00018 
poises), the ordinate is 16,200, Re is 108 and V equals 322 cm. /sec. 



300 


PRINCIPLES OF CHEMICAL ENGINEERING 


For approximate calculations the curve A BCD may be replaced 
by three equations 

From Re of 0.0001 to 2: /=24/7?e. (4) 

From Re of 2 to 500: /= 18 . 5/Re^‘^ (4a) 

From Re of 500 to 200,000; /=0.44. (45) 

where in all cases/ equals 4:gD(pa — p)/^pV-, 

Data arc also available' for tlu' fall of disks, cylinders and 
particles of irregular shapes; the relations are similar to those 
for spheres but the constants dej)end on the shajic of the bodies. 
In the region of eddy resistances 

(5) 

where D is the average diamete'r of the' partiesle anel Ke is a 
ce)nstant ele'])endent on the sha])es e)f the l)e)ely hut inelependent 
of the viscosity e)f the fluid. Upeni cennpariug f]q. 3a fen* a sphere 
with Eq. 5, Ke is feninel to e'qual '\/4/3/= -\/4/(3)(0.44) = 
1.74. For a disk falling with its large face in the he)rizontal 
plane, Ke e'quals ].35\/^/Z), but, whe'ii the' elisk falls edgewise, 
Ke=IH\A/D, where t is the thickness. Similarly, in the stre'am- 
line region 

V = K,gD^{p, — p)/p (6) 

where is for a sphere, ^wtlMD for a thin disk when 
vertical and 2Trt/64D for a thin elisk vhe'ii horizemtal. 

In the intermediate range neither Eq. 5 ne)r Eq. 6 a])plies, anel 
e)iie shemld use an experimentally de^te'rrnined curve similar to 
Fig. 99. 

Applications. — To make use of these relations in separating 
I)article^s ejf a given density into a numl)e'r e)f diffe^rent sizes, one 
may arraiige a system like that shown in Fig. 100. The stream 
of water l)rings in pulverized material through a shallow trough 
whieh empties into a coinparative'ly deep hoy. The box is so 
designed that the water has a fairly uniform horizontal velocity 
throughout. The larger particles fall rapidly into the first 
compartment in the bottom, while successively smaller particles 
are carried farther and farther horizontally into different com- 
partments before they finally reach the bottom. The finest 
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particles arc carried over the edge of the box before they have 
time to settle. 

To make a reasonably sharp sei)aration, several points must 
be observed: the distance h 
must be large compared with 
a, otherwise particles com- 1 
ing in at the top of the j 
stream would go into a more I 
distant compartment than . 

those of the same size enter- I 

ing at the bottom; the feed • 
should ent(‘r smoothly at a 
uniform low velocity; the 
horizontal current in the box should be steady and fairly uniform. 

Very frequcmtly this method, using either air or water as the 
fluid, is us('d to divide tlu' pulverized solids into but two classes, 
the finer of which is carri(‘d over the side, while the coarser 
remains in the box. Another way to accomplish the same 
separation is to em])l()y a rising (uirrent of fluid with a velocity 
just gr(‘at(‘r than th(' fr(H‘-falling velocity of the largest particles 
that it is (k‘sired to remove. These particles and smaller ones 
will then be carried up and out, while the larger ones settle 
slowly. 

Probably the gr(‘at('st use for this method of separation into 
twa> parts is in connection with the oix'rations of (‘rushing and 
grinding. As was i)ointed out under the discussion of the factors 
controlling the effici(mcy of fine grinding, it is essential for the 
best results that each ])article be remov(‘d from contact with the 
grinding surface's and be carric'd out of th(* machine as soon as it 
has ])(*c()me sufficiently small. In many stainj) and pebble mills 
this is accomj^lished by ]>assing a stn'am of water through the 
mill to carry aw^ay the fines in accordance with the principles 
above enunciated. Scrc'ens are usually emi)loy('d to prevent 
th() removal of parti(d(\s not yet ground fine enough. Sharp 
separation by settling alone is impossibhi on account of the 
variations in velocity caused by irr(?gular cross section and the 
motion of the grinding mechanism. 

A stream of air is also used to effect the same sort of separation 
in various types of pulverizers. Screens are sometimes used 
here also, but tlu^y tend to clog, and it is often found better to 
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remove the oversize particles by enlarging the cross section 
of the air duct, in this way reducing the velocity sufficiently 
for the large particles to settle and be returned to the mill, 
while the smaller ones are carried on to larger settling chambers, 
bag filters, etc. 

An example of separation by means of screens is found in the 
Fuller-Lehigh pulverizer, page 281. In machines of this class a 
rapid circulation of air is obtained by attaching to the main 
rotating shaft four blades which constantly lift the fine particles 
from the zone of active crushing through a fine screen set around 
the upper or “separator’’ portion of the mill. Parti(;les too 
coarse to be easily carried through this screen are returned by 
gravity to the further action of the crushing rolls. 

The Raymond roller mill (Fig. 92) illustrates the utilization 
of air separation of the fine particles as soon as formed as a means 
of increasing the efficiency of grinding. A continuous curnuit of 
air is drawn up l)etvveen the crushing surfaces into a separator 
placed immediately over the mill. The diaiiK'ter of the separator 
inen^ases rapidly as it rises so that th() velocity of the air curremt 
decreases and allows the larger pieces to fall back into the grind- 
ing zone directly. At the top of the sej/arator the air current 
is deflected into an interior cone wIktc further separation takes 
place; that which fails to stay in suspension falls again into the 
mill proper. Such a grinding device requin^s a very effective 
separator to arrest the product in the rec(‘iving chambt'r; 
mechanism for this purpose* will be descri})ed on page* 314. 

There are a number e)f machines now on the market, built 
independently of any grinding apparatus, base^d upon this 
principle of air separatum. The material passes first inte) a 
constricted area in oreler that a high initial velocity may be* 
imparted to it. The cross-sectional area of the separatoi must 
then rapidly increase, allowing the air vedocity to fall. Only 
those particles which at the lowest velocity maintain a frictional 
resistance greater than the force due to gravity are carried out 
of the separator into the final collector. These air separators 
are generally designed for materials finer than 40 mesh. 

Separation Due to Difference in Specific Gravity 

The separation of material that is composed of substances 
having different specific gravities presents a problem that has 
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been worked out in much detail in the broad and important field 
of metallurgy. As a rule, the ore or valuable part of a mineral 
deposit possesses a specific gravity different from the worthless 
part or gangue, and it would seem a relatively simple task to 
effect a separation by making use of the difference in the velocity 
of fall through a resisting medium. Three important difficulties, 
however, are met. Firsty the dimensions D for all particles in 
the lot to be separated must be very nearly the same, and the 
close screening of the raw material required to accomplish 
this result is relatively expensive. Second y some of the grains 
consist of both mineral and gangue and therefore have a specific 
gravity between that of the pure constituents. Thirdy some 
of the particles are so small that they no longer obey Newton\s 
law of settling, Eq. 5. 

Free Settling. — From the relationships between linear dimen- 
sions and density already noted, it follows that two bodies 
of different dimensions Di and D 2 and of different densities 
Pi and p 2 , when falling through a medium of density p, will attain 
equal velocities when the inverse ratio 



is satisfied. From Eqs. 5 and 6 it is seen that n will be 1 in the 
eddy-resistance zone and in the range of streamline fall. 
Since better results are obtained with the larger value of n, 
it is preferable to operate in the zone of eddy resistance. 

The dimensions given by Eq. 7 are the limiting values which 
particles of two substances with densities pi and P 2 can have 
if separation by falling through the medium is to be carried out. 
So long as the diameter ratio is less than this, the smallest 
particle of the heavier substance will attain a final velocity greater 
than the largest particle of the lighter substance, and separation is 
possible. Hence, if a pulverized mass is sized by passing through 
a set of screens, the fraction on any one screen can be separated 
into its own components by settling, if the ratio of the largest 
particle to the smallest is not greater than is indicated by Eq. 7. 
Obviously, however, the more nearly these particles are of the 
same dimensions, the more nearly equal will be the frictional 
resistance of falling, and hence the greater will be the difference in 
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the rates of fall. The ratio of the size of opening or mesh in the 
larger screen to the next smaller is called the sieve scale and has 
already been discussed on page 289. It is clear that the selection 
of those screens which must be employed will differ for each set 
of substances and is determined by Kq. (7). For practical pur- 
poses, when water is the fluid medium, this may be written 
Di/D 2 = {S 2 — l)/{Si — l)y and, when air is used, Di/D 2 = S 2 /Sij 
where S is the specific gravity of the solid. It is evident, there- 
fore, that, when the specific gravities are not widely diffc^rent, th(' 
siev(* scale must be considerably smaller for se])aration in air than 
for separation in water. Tlu^ ratio of the diameters of grains of a 
number of minerals having equal free-settling velocities has bec'n 
determined by Richards. From a number of analyses of 
quartz and galena ranging from grains having diameters from 
2 to 0.5 mm., this ratio of diameters was found to l)e from 3 to 
3.7. That calculated from Kq. 7 is in this case about 4, the 
specific graviti(‘s being 2.65 and 7.5, respectively. It is some- 
times ex})edi(*nt to susi)end in the \vat('r a matcTial so fine that 
th(' mixture behav(‘s as a liquid with a dtmsity materially greater 
than water. Tliis princi])le secuns not to have becui sufficiently 
ai)plied to determine its n^al value. 

Since quartz and galena differ more in specific gravity than 
the majority of ores, in gcuieral, excessively close screening 
would b(^ necessary in order to mak(‘. possible a satisfactory 
separation by fvee, settling. Another obj(H*.tion to this method 
lies in the fact that, if “free-settling conditions” (f.e., con- 
ditions such that there is practically no interference between 
the falling particles) are to be maintained in any ajq^aratus, the 
capacity of a givcni s(*parating system for solids must b(‘ rathcT 
small compared to its volume. For these reasons a modified 
system of separation, known as hindered settling, is very much 
used in metallurgical work. 

Hindered Settling. — 'There are a number of methods of separa- 
tion which, while markedly different in apparatus and details of 
operation, nevertheless involve the same basic principles of 
hindered settling. This may be defined as settling under condi- 
tions designed to crowd the particles close tog(^thcr and cause 
interference between them. 

Two principal advantages are found common to almost all 
the variations of this method : 
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First j it greatly increases the capacity of any separating 
system. 

Secondf it sets up a scale of ‘'equal hindered settling particles” 
where the ratio of the diameters of the light and heavy particles 
which settle at the same rate is often nearly twice as great 
as before. This renders possible either a much more perfect 
separation for a giv(‘n set of conditions or a satisfactory separation 
with a wider range of sizes. In this connection it is evident that 
the continual interference and agitation to which the grains are 
subjected in hinden^d settling i)revent the formation of agglomer- 
ates by the small particles which would then be classified with 
the larger sizes. 

Hydraulic Jig. — The increased ease of separation obtained 
with hindered scuttling is due to several causes w'hich may well be 
considered in the operation of a jig, one of the simplest and most 
widely used of all hydraulic separators. Figure 101, page 306, 
shows side and end sections of a single comi)artment in a .series of 
wooden jigs. TIk' i-jlungfT has a fairly rapid n'ciprocating motion 
which k(H'ps the W'ater going up and down through the sieve. 
Assume that tlu^ feed (umtains particles of galena (sp. gr. 7.5) 
and quartz (sj). gr. 2.65) which separate into four groups. 

1. The tailings — medium and fine particles of (juartz and very 
fine partichis of gal(Mia, wdiich pass out with the effluent water 
to the iK'xt compartment. 

2. The middlings — largo particles of (piartz wiiich form the 
toj) layer of th(‘ Ix'd of ore on the sieve, mixed with some medium- 
sized galena wiiich has not yet worked its way through to the 
bottom. Middlings are raked off intermittently and sent back 
to tlie crusluT. 

3. The coarse concentrate — galena jiarticles wiiich are too largo 
to pass through the sieve and wiiich form a layer just above it. 
They may be removed automatically or raked off after the 
middlings. A few piec.es are ahvays left to form a bed for the 
next run. 

4. The fine concentrate — small particles of galena which have 
jiassed the sieve and collected in the hopper. This is the chief 
product of the jig and is taken out through a gate in the side 
of the hopper. 

It is evident that the bed of middlings, which is kept in a state 
of agitation or “teetering,” operates somewhat as a screen, 
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allowing small galena particles to slip down through the chan^ 
nels but refusing the larger quartz, which has, however, the same 
free-settling velocity. 

Another effect is added to this screening when the upward 
rush of water lifts the mass of particles off the screen. The 
heavier particles then drop through the fluid, and under such 
conditions of “ teetering the specific gravity of the mixture of 
water and sand is greater than that of water alone. This average 
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specifics gravity would be recorded by a hydrometer placed in 
the suspension, since a mixture of water and sand would be dis- 
placed, but it must })(' n'alized that to obtain an average specific 
gravity greater than unity the particdes must be heavier than 
water and must be suspended in water, not at rest on the screen. 
As a corollary to this it follows that the particles must have a 
downward velocity relative to the water. This greater specific 
gravity increases the ratio of diameters of equal settling particles 
so that much better separation is possible. Richards calculates 
hindered settling ratios for quartz and galena by using the 
average specific gravity of the sorting bed, which is 1.5. Under 
these conditions 
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Di_7.5-1.5^ 

Da 2.65-1.5 ' 

which chocks fairly well with the results of his experiments. 

The function of the pulsating or upward-moving current is 
not to separate the particles by any difference in the acceleration 
given to the different-sized particles (as sometimes stated) but 
solely to keep the particles in suspension and thus increase the 
apparent density of the separating medium. 

Jigs are used extensively on relatively coarse materials and 
to some extent on finer products. 

Wilfley Table. — Various types of riffles are employed for the 
S(^paratioii of fine sands, the simpl(\st type being constructed of 
blocks OT bars across the bottom of a sluiceway. The Wilfley 
table usually consists of a nearly horizontal table with parallel 
cheats or riffles along its surfaces, equippt'd with an eccentric 
and springs or similar devices at one end to give a longitudinal 
jerking motion to the whole. The ore is fed at the highest corner 
and water from a pipe along the upper side floats the lighter 
particles with it across the table while the heavier mineral is 
caught by the riffl(»s and carried down the length of the table by 
the jerking motion imparted to it. 

The Vanner, which is used for sands and slimes, consists of 
an endless belt running up a slight incline which is given a shak- 
ing motion in the plane of the belt. Water flowing down the 
b(Jt removes the lighter mineral while the heavier is carried to 
the uppcT (‘lid and dis(diarged. 

Hydraulic Clastiifieation and Hydraulic Separation 

From the preceding discussion of free and hindered settling 
it should be clear that, to effect the separation of two admixed 
solid mat('rials of differing specific gravity, it is necessary that the 
ratio of diameter of the larg(\st i)articles of light material to that 
of the smallest particles of hc'avy materials shall not exceed a 
definite value, a value that is greater in the case of hindered 
settling than in the case of free settling, but still definite and not 
very large. It is, therefore, imperative that hydraulic separation 
be preceded by somc^ sort of sizing operation and obviously 
screening is the sizing method that first suggests itself. It has 
already been pointed out that screening is an expensive operation 
and one in which the exact control of sizing of particles is difficult 
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to obtain. Expense and difficulty of sharp separation in screen- 
ing increase very greatly as the particles to be separated decrease 
in size. Thus, for other than reasonably costly finished products, 
screening operations below 20 mesh become impracticable on a 
commercial scale. It is, therefore, necessary to substitute for 
screening some cheaper method of sizing. 

Hydraulic Classification. — The method employed to avoid the 
difficulties of exact sizing by screening of fine materials in large 
quantities is to subject the materials first to a separation by 
free settling^ the fractions obtained by this method being then 
subsequently separated into the component materials by hin- 
dered settling. If a mass of two materials, the particles of which 
vary in size between definite but widely separated limits, is 
subjected to free settling, the materials can be divided into 
fractions; the fraction containing the largest particles can be 
made to consist of the heavy material only; the fraction contain- 
ing the smallest particles can be made to consist of the light 
material only; but in all intermediate fractions the largest par- 
ticles will consist of light material only and the smallest particles 
of heavy material only, while the intermediate sizes will consist 
of particles of both materials. 

If, now, each fraction obtained by free settling has been so 
controlled that the ratio of diameters of the largest particles in 
that fraction to the smallest does not exceed the hindered settling 
ratio for the two materials, these fractions obtained by free 
settling may be subjected to hindered settling, thereby securing 
complete separation of the material. 

Preliminary free settling, utilized as above outlined to secure 
the sizing of the particles to be separat(^d preliminary to the final 
separation, is spoken of as hydraulic classification. The sub- 
sequent separation by hindered settling is described as hydraulic 
separation. 

Hydraulic classification is less efficient than screening in that 
in each fraction the particles of both materials are not uniformly 
graded from the smallest sizes to the largest, but, as stated above, 
the largest sized particles are of light material only. The amount 
of heavy mineral obtained by subsequent hydraulic separation is, 
therefore, less in the former case than would be obtained by 
treating the screened fractions. On the other hand, the avoid- 
ance of the difficulties of screening operations, especially for fine 
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fractions, so far outweighs this disadvantage that hydraulic 
classification as a means of sizing preliminary to hydraulic sepa- 
ration is very widely used in mining practice. 

Spitzkasten. — Possibly the oldest classifying device, and one 
yet much in vogue, is called a spitzkasten. In its simplest form 
it consists of a series of inverted pyramidal or conical boxes, 
each succeeding box being both larger and deeper than the first 
(Fig. 102) . The “ pulp ” (as the mixture of fine raw ore and water 



Fig. 102. — Spitzkastens. 


is called) is allowed to flow in at one edge of eac^h box and across 
to the opposite side and into the next box. Th(' increasing cross 
section and depth produce a decrease in the rate of flow as the 
mass i)asses from the narrow to the broad end, and thus a more 
or less complete separation is effected. The classified ore is 
drawn off at the apex of each box, while the very fine, almost 
colloidal particles or “slimes” flow from the top of the last box to 
suitable collectors. Most modern classifiers introduce at the 
apex of each box an additional stream of water known as hydraulic 
water. By this means not only is a sharper classification 
obtained, but a considerable measure of concentration, i.e., 
separation of the heavier mineral from the lighter gangue, is 
effected. Obviously a great number of variations and modifica- 
tions can be introduced into such a type of apparatus ; but if the 
principle is understood, the different factors may be changed tc 
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suit the conditions at hand. Coal-washing machines operate 
on this principle, but in this case it is the valuable part that 
floats off, while the slate and pyrites settle out first; moreover, 
the coal has already been screened and in this case the apparatus 
operates as a separator. 

Dorr Classifier. — When it is necessary to separate a relatively 
large amount of fine material from (coarse, as in classifying the 
product of a tube mill grinding in water, involving, however, no 
separation of materials, machines of spec^ial design are available. 
The Dorr classifier (Fig. 103) can be noted as an example. This 
machine consists of an inclined settling box in which the heavy 



Fig. 103. — Dorr classifier. 


material, which a predetermined current of water fails to carry 
over the discharge (‘nd, is continually removed by the action of 
mechanically operated rakes which push it up the incline. 
Other types of classifiers use a revolving helix or spiral in place 
of rakes. The heavy material goes again to the pulverizers, 
while the slime is ready for treatment. 

An important use of the Dorr classifier in the chemical field 
is for the countercurrent extraction of solids by liquids. 

Separation Due to Temporary Change in Specific 
Gravity; Flotation Process 

The apparent specific gravity of a material of porous structure 
(such as crushed coke) is much less than the real specific gravity 
of the solid, owing to air that is entrapped in and around the 






MECHANICAL SEPARATION 


311 


particle, and frequently a relatively heavy material, even though 
coarse, may be made to float on water. Some substances, 
notably the metallic sulfides, possess the peculiar property of 
assuming a false specific gravity due, apparently, to their lack of 
adhesion to water and their ability to cling to a film of air or other 
gas. If properly introduced onto a moving stream of water, the 
valuable sulfide may be floated away from the much heavier 
gangue. This ability possessed by the metallic sulfides to cling 
to an air bubble and to be in this way transported to the top of 
the stream and thus separated forms the basis of a most important 
method of mineral concentration known as flotation. The 
selectivity or “preferential affinity” of the mineral for the air 
bubble, as compared to that of the particles of gangue, can be 
greatly increased by the addition to the admixture of crushed 
ore and wat('r (pulp) of a very small amount of a large variety of 
substances, mostly organic in nature. Thus as little as 0.1 lb. 
of such widely differing compounds as the insoluble diazo-amino- 
benzenc or the very soluble sodium-ethyl-xanthate to 1 ton of 
ore suspended in 5 tons of water effects a recovery of 93 per cent 
of the copper sulfides when contained in an ore carrying as little 
as 1 per cent of these minerals. In order to form bubbles of 
sufficient p(Tmanency to hold the sulfides until the mineral-bear- 
ing froth can be removed, a very small amount (0.2 or 0.3 lb. 
per ton) of certain oils, for example, steam-distilled pine oil, is 
also added to the ore- water mixture. 

The air bubbles used to transport the mineral to the top 
of the containing vessels are produced within the pulp either 
by beating in air through violent agitation or by forcing air 
into the pulp from below through a porous membrane; some- 
times a com] n nation of both methods is employed. 

The device used to effect sc^paration in this way is generally 
a series of compartments of the spitzkasten type in which the 
gangue sinks to the bottom and eventually is discarded while 
the valuable mineral is drawn off into separate channels and 
is finally recovered by use of a continuous vacuum filter. This 
method of eoncentration has proved to be a most valuable one 
for sulfide ores of quite diverse character. There obviously 
exists the possibility of converting oxides or carbonates, which 
in themselves refuse separation, into the corresponding sulfides 
and subsequently separating by this flotation principle. 
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A number of different flotation processes are in successful 
operation, but none of the many theories advanced to explain 
the observed phenomena has yet been generally accepted as 
applicable to all cases. 


Other Methods 

1. Separation Due to Magnetism. — The attraction that an 
electromagnet has for many metallic bodies has long formed the 
basis of a method for removing such substances from comminuted 
or ground material. Thus rags before being fed to a pulp 
digestor, or grain before milling, can be freed from adventitious 
particles of iron by passing the stock in a thin stream over a 
rotating magnet. The same principle may be employed in 
separating finely ground minerals which are more or less mag- 
netic from the gangue which is nonmagnetic. Separation 
may be effected by subjecting the pulverized material to the 
influence of the magnet in four ways. 

1. Separation by deflection while falling through air. 

2. Separation by deflection from a moving belt. 

3. Separation by adhesion to the moving magnet. 

4. Separation while suspended in water. 

Machines are available constructed on each of these four 
plans. 

2. Separation Based upon Electrical Conductivity. — When a 
particle, itsc'lf an electrical conductor, comes into contact with 
a highly charged surface, it instantly assumes a charge of the same 
sign and is strongly repelled from the surface. If it is a noncon- 
du(;tor of electricity, the particle remains on the surface until 
it is removed, either mechanically or by the withdrawal of the 
support. Although theory requires only that one substances be a 
better conductor than the other to make separation possible, 
practically this difference must be quite appreciable. If, how- 
ever, the mass is charged to a high potential of the sign opposite 
to that of the separator surface, the better conductor is more 
quickly discharged and again charged with the sign of the sui face 
and repelled, while the poorer conductor adheres to the surface 
for some longer interval of time, and thus a sharper separation is 
made possible. The Huff electrostatic separator is a good 
example of this type of apparatus; its principle is shown in 
Fig. 104. 
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Fig. 104. — Huff separator. 


Huff Separator. — The fine mix feeds from a hopper H onto a 
metal plate M which is grounded. A copper wire at high 
potential inside the wooden electrode E gives a strong silent 
discharge between E and M, The better conducting particles 
A are more influenced by this discharge 
and are drawn out farther toward E 
while the poor conductors C drop 
directly. A mixture of A and C is 
collected in compartment B. 

Electrostatic separation is a process 
that would seem to have an unique 
principle not yet fully developed. 

PART II. SOLIDS FROM GASES 

Settling Chambers. — Owing to the 
relatively slight resistance offered to the 
fall of a solid body by gas, difficulty in 
separation of th(i two is encountered 
only when the solid is so finely divided 
that the area of each particle is very largo compared to its mass. 
For a groat many years a simple settling chamber was all that was 
employed for most cases. Such an apparatus is generally a 
rectangular box of dimensions such that the volume of gas may 
pass through at a relatively low velocity. Obviously the rate of 
passage must bo sufficiently slow to allow time for the smallest 
particle of solid which is to be removed to fall from the top of the 
chamber to the bottom; if it does not reach a support before it 
arrives at the end of the chamber, it is again caught up in the gas 
current and swept out of the chamber. But such a simply con- 
structed chamber is generally fatal to efficient separation if the 
volume of the gas to be handled is large. It can be seen, however, 
that it is necessary only to shorten the path through which each 
particle must fall in order to reach a lodging place, in order to 
increase the capacity and efficiency of such an apparatus. This 
can be done by providing the chamber with a series of parallel 
shelves running lengthwise. Little resistance to the flow of gas 
is thus introduced,* while the lodgment of each particle of solid 
of a given size is assured before the exit end of the chamber is 

* This is true, despite the great decrease in hydraulic radius, since in any 
case the gas velocity is very small. 
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reached. It is necessary to pass substantially an equal volume 
of gas between each of the shelves in order that the apparatus 
may be operated at its maximum capacity. The Howard dust 
collector embodies the above principle and insures an even dis- 
tribution of gas automatically in this ingenious way. Such 
separators are admirably adapted for burner and roaster gases 
and are quite extensively employed. 

Centrifugal Separators. — Instead of gravitation, centrifugal 
force may be used to separate the solid particles from the gas 
current. While the force tending to throw th(^ particles away 
from the center may be made very great by maintaining a high 
peripheral vekxaty, provision must be made for withdrawing the 
separatc^d dust from the sides of the contain or without allowing 
it to be again caught by the incoming gas. 

A common centrifugal separator is the cyclone dust collector. 
It consists of a vertical cylinder provided with a bottom cone for 
receiving the product and a pipe at the top which projects inside 
for the length of the cylinder. Dust-laden gas enters tangentially 
at the toj) of the cylinder and spirals down to the end of the pipe. 
The solid particles are thrown against th(5 walls of the cylinder 
and drop by gravity into the cone, while th(' dust-free air passes 
up the pipe to the fan. By removing th(' solid particles before the 
gas (airrent reaches the fan, deterioration of the latter due to 
abrasion is practically eliminated, depending, of course, on the 
completeiK^ss of the separation. One of a variety of more 
complex separalors has been discussed on pag(^ 282. 

Bag Filters. — The fact that solids as small as ordinary bacteria 
may be separated from air by passing it through a layer of cotton 
wool or heavy loosely woven cotton (doth indi(^ates the efficiency 
of a filter m(»dium of this kind. Doubtless the rtanoval of the 
bacteria is due more to their impact and subsequemt adherence 
to the fiber than to a screening action; but this principle may be 
used both when a large amount of very fine particles is to bo 
removed from a limited amount of gas, as in the manufacture of 
zinc oxide, and when a very little solid is taken from a large 
volume of gas, as in the filtration of air. Bag filters are simple of 
construction and find considerable use in the zinc industry and in 
other cases when the partich^s are very fine and centrifugal sepa- 
ration is not applicable. 

Separation by Impact with Water. — Separation occasioned by 
letting the gas and solid particles come in contact with a wet 
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surface on which the particles will cling may be made very 
effective. By having the liquid actually flow over the impact 
surfact'., the solids are not only removed from the gas, but are con- 
tinually carried away. An important element in design in any 
gas-cleaning device of this kind is to provide for a constant 
deformation of the gas volume as it passes through the apparatus. 
Thus a gas bubble may carry in suspension fine particles of a 
soluble salt and yet pass through water with the loss of only the 
relatively small portion of the solid which is near the surface of 
the bubble. It is only when the bubble is split up or deformed 
that the portion originally at the center can be brought in con- 
tact with the dissolving or adhering medium and a cleansing of 
the gas can be effected. The gas washers in steel mills illustrate 
this principle. 

Instead of having the gas impinge upon a wet surface, the 
action can be reversed and drops of a liquid may be moved 
through the gas. Thus very effective cleansing can be obtained 
if a fine spray of wat(T is forc^ed through a current of gas moving 
in an opposite direction. If the dust is very fine, however, much 
will pass any of these washers when the velocity is high. The 
fact that upon condensation a vapor will deposit first upon 
dust particles as nuclei may be utilized in depriving a gas of all 
its dust. By saturating air with water vapor and then condens- 
ing out a portion, the dust particles are carried down. 

Cottrell Separators. — An effective mc'thod for separating 
very fine partich\s of solids or liquids from a gas has been devel- 
oped by Cottrell. Gas molecules can be ionized by a, /3 and y 
rays and the brush and corona discharges from high potential 
(dectrodes. The gas is thus ionized in Cottrell’s apparatus 
by passing it between a series of electrodes which maintain 
a silent or glow dis(;harge. The very small dust particles are 
given an electrical charge by contact with the ionized gas and 
collect together. As the gas and dust pass farther along, they 
('ome under the influence of a second series of electrodes with 
rectified high-voltage discharge. The dust aggregations are 
attracted to one of these electrodes and deposited there. 

PART in. LIQXnDS FROM LIQUIDS 

Decantation. — The means employed for separating one liquid 
from another depends upon whether or not the two liquids are 
miscible. If they are not, and do not form an emulsion, it is 
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necessary only to provide an opportunity for the two to separate 
into layers, according to their specific gravities, and to draw these 
two layers off from different levels. For intermittent separation 
a discharge pipe set in a swivel joint inside the tank is very 
convenient. The end of this pipe either may be attached to a 
float, which insures the inlet end of the pipe being always just 
a little below the surface of the liquid, or may be lowered by a 
chain. Alternatively, a flexible tube attached to the exit pipe 
may be employed. 

If the two liquids are so nearly the same in density that they 
do not easily separate, it is sometimes expedient to add a sub- 
stance soluble in but one in order that it may a(^quir(i a specific 
gravity materially greater than the other. 

Centrifugal Force. — If the force of gravity alone is not suffi- 
cient to separate two liquids, as is the case in many emulsions, 
or if separation by gravity is too slow, centrifugal force may be 
employed. When the mixture is fed into a container that is 
rotating at a high rate of speed, the heavier liquid is thrown to the 
outside of the vessel, whilci the lighter remains in the center. The 
two vertical layers will rise to the toj) of tlie rotating vessel as 
the operation continues, and, by suspending a diaphragm into the 
dividing lines, the two may be drawn off from separate exit 
spouts. The DeLaval cream separator was the first apparatus 
designed for this ])urpose and its extensive introduction has revo- 
lutionized th(^ milk industry. 

When the liquids are miscible, separation as a rule depends 
upon a difference in the vapor pressure of th(^ constituents. The 
utilization of this property is the basis of the ox)eration known as 
distillatioUj whi(;h is so important as to require for its treatment 
a separate chapter. 

Other Methods. — Sometimes the solvent power of one liquid 
for another can be so (;hanged by the addition of a third body as 
to make separation possible. Examples of this are the separation 
of ether and water and of methyl alcohol and acetone by the 
addition of a material that will depress the solubility of one 
liquid in the other. 

PART IV. LIQUIDS FROM GASES 

Entrainment. — When liquids are carried in suspension by 
gases, the phenomenon is generally spoken of as entrainment 
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and usually occurs as one of the factors in a more general prob- 
lem. When a gas is formed from a boiling or decomposing liquid, 
it is not uncommon to have some of the liquid carried out of the 
container by the gas in the form of a fine spray from the bursting 
bubbles. Thus in steam boilers finely divided liquid water is 
sometimes carried with the water vapor; also, in the destruc- 
tive distillation of substances such as soft coal, the coal gas will 
carry with great tenacity a small portion of liquid tar. Separa- 
tion in these cases depends largely upon the principle of having 
the drop of liquid hit and adhere to a solid surface or baffle plate. 
This may or may not be wet and self-cleansing as in the apparatus 
already d(\scribed for separating solids from gases. 

Dissolved Gases. — From a practical standpoint, gases are 
carried by liquids only when in solution and are separated either 

by 

1. Chemical combination and precipitation, or 

2. Inducing the gaseous constituent to assume the vapor 
phase. 

The means of accomplishing separation according to the first 
method ar(» so simi)le and so closely allied to separation of solids 
from liquids as to need littJe treatment here. Thus hydrogen 
sulfide is remov('d from w'ater by adding a little ferrous sulfate, 
and carbon dioxide by a slight excess of calcium hydrate. 

The sec^ond nK'thod requires a disturbing of the equilibrium 
existing between the gas and the liquid. This may be done by 
heating th(^ liquid, thus lowering the solubility, or by passing an 
insolubh' gas tli rough the licjuid, thus sweeping out the gas, or by 
placing the licjuid under a vacuum.* 

PART V. GASES FROM GASES 

A mixture of gases may be more or less completely separated 
by three methods : 

1. Rate of diffusion through a membrane. 

2. Selective absorption and adsorption. 

3. Fractional condensation. 

Diffusion. — According to Graham’s law, for a given mem- 
brane, the linear velocity of the diffusing gas is directly propor- 
tional to the difference in partial pressure of the gas in question 
between the two sides of the membrane and to the square root of 

• See Chaps. XIV, XV and XVI. 
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the absolute temperature of the gas, and inversely proportional to 
the thickness of the membrane and the square root of the molec- 
ular weight of the diffusing gas. The coefficient of proportion- 
ality is determined experimentally for each material, and is 
doubtless a function of the percentage of voids in the mem- 
brane. Although it is easy to carry out such separation experi- 
mentally, no technical method of importance has as ycit been 
introduced. It would seem that a valuable field of work lies here 
untilled. 

Selective Absorption and Adsorption. — The separation of 
gases through the principle of selective ahsorption is well illus- 
trated in the modern methods of gas analysis, and is of wide 
application. The most important factor in the design of the 
apparatus for this purpose is that which provides for the intimate 
contact of the absorbing liquid and the gas. 

The principles of optTaiion h(T(' are esscaitially thos(^ of the 
absorption of gas(*s, which are taken up (‘ls(*wdiere. 

The use of solids in the selective adsor])tion of gasc^s is illus- 
trated by the army gas mask. 

Fractional Condensation. — While theorc^tically it may be pos- 
sible to separate two gases by applying such a pressure and 
temperature that one will condense to a liquid, and not the other, 
it is found in practice easier to condense the gaseous mixture as 
a whole, and subsequently to separate by fractional distillation. 
The treatment of this method of separation wall be found under 
Distillation. h]xamples of this method are seen in the recovery of 
oxygen and nitrogen from the atmosphere, or of helium from 
natural gas. 


PART VI. SOLIDS FROM LIQUIDS 

The many important devices that are in use for separating 
suspended solids from liquids may be studied under two general 
heads: first, those in which the liquid is still and the solids 
move through it and settle to the bottom of the container owing 
to the force of gravity; second, those in which the liquid passes 
through a porous membrane of such character that the solid is 
retained. The membrane may be of the most diverse character 
and varies from a tower filled with coarse charcoal to a plate of 
unglazed porcelain with almost microscopic openings. A further 
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classification may be made according to the character of the 
force that drives the liquid through the membrane. 

1. Sedimentation. — As has been shown, the factors that con- 
trol the movement of a solid body through a resisting medium 
are the size and specific gravity of the particle and the density 
and viscosity of the medium. 

The viscosity of the medium may be greatly changed by a 
change in its temperature, and the rate of sedimentation thus 
modified. Manifestly, if the individual particle could be made 
larger, th(^ frictional resistance would be decreased and sedimenta- 
tion would follow. This may be accomplished in two ways. 
First, the large particles may be induced to increase in size at the 
expense of the smaller ones by agitation. Since a small particle 
has a greater solubility than a large one, the solution acts as a 
medium by which the material composing the small one is trans- 
ferred to the large one.* Second, an aggregation of the fine 
particles into larger units may be brought about through the 
addition of an electrolyte which will destroy the colloidal con- 
dition or some substance capable of forming a voluminous pre- 
cipitate which will entrap and drag down with it the very fine 
l)articles. The size of i)article varies considerably in a suspen- 
sion, but the rate at which the upper surfaces of the suspension 
settles is determined by the size of the smallest particle in it. 
If the range of particle size is not too great, the line of demarca- 
tion betw^een sediment and sui)ernatant liquid wdll, in general, be 
clear, b(^coming indistinct, however, if the percentage of the 
smaller particle's is low. 

The general laws according to w^hich sedimentation takes 
place, a knowk'dge of which is necessary in ordc'r to design 
apparatus that will operate most effiedently as to time and 
material, have been investigated. 

It has been fennel that the se^ttling e)f a soliel through a fluid 
takes place in thre^e stages — the first stage being known as free 
settliifig, the sece)nd as a transition period and the final stage as 
impeded settling. The rate of settling during the first stage is 
constant, i.e., if the top of the sludge drops 1 ft. in one 20-min. 
period, it will drop the same distance in the next 20 min. When 

* Since solubility usually increases with temperature, heating hastens 
the coagulation of a precipitate and hence its sedimentation. It also helps 
by decreasing viscosity. 
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the particles of the sludge have settled to such a point that they 
begin to interfere with each other \s motion, the rate of settling 
decreases. This condition is reached when h/h^ reaches a cer- 
tain value determined by the character of the suspended solid, 
where h is the height of the sludge at the time the rate is measured 
and is the final height to which the sludge will settle after a 
very long time has elapsed. The rate during this transition stage 
gradually falls until a point is reached where h/h„ equals a second 
constant. Then imped('d settling begins and the rate may be 
calculated from the expression, —dh/dd = k{}i — h»)/h^. From 
this it follows that, during both free and impeded settling of a 
given suspension, the time necessary to drop betwe(Ui two fix('d 
values of h/h«, is proportional to /loo. During the transition 
period this relationship continues to hold, which in turn simpli- 
fiers quantitative design. Thus, if in a tank 2 ft. deep the sludge 
settlers to one-tenth of its original height in 1 hr., in a tank 10 ft. 
deep the sludge would settle to one-tenth of its original henglit 
in 5 hr. 

In an intermittent sedimerntatioii tank, the e^lear liquid must 
be drawn off as iie^ar the^ surface of the sludge as possible with- 
out disturbing it. This may be done^ by a series of drawoff cocks 
fitted down the side of the tank at diffc'rent lev(Js, or by the use 
of the swing” described on page 316. 

Dorr Thickener . — If the stnlimentation tank is to be con- 
tinuous in its action, provision must ho. made for allowing the 
liquid at some i)art of its path to come almost to n^st in order 
that the solid may become attached to a support, or to allow 
the solid to drop from the moving part of the fluid into a portion 
which is still and from which it may further separate slowly. 
An example of this type of apparatus is th(j Dorr thickener (Fig. 
105). This consists of a large, shallow, cylindrical tank into 
which the slurry is fed at the center. The solid material grad- 
ually settles to the bottom and the ch^ar liquid overflows through 
openings in the periphery of the tank. The tank is fitted with 
rotating arms carrying plows which rake the settled material 
toward the center of the bottom, where it is discharged through 
an opening with the aid of an ejector or pump. Devices of this 
type find considerable use', in the chemical industries. 

Ill order that the time required for solid matter to settle out 
of a liquid may not be excessive, the path that the solid particle 
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will travel before finding a lodging place must be short. The 
deposition of the sediment will, however, quickly interfere with 
the gentle flow of the liquid over the surface of a narrow channel, 
if some provision is not made for automatically removing the 
deposit. Apparatus of this type has found its greatest develop- 
ment in the art of water purification, especially the softening of 
boiler feed water. A good example of such structure is found 



Fig. 105. — Dorr thickener. 


in the Keiinicoit continuous water softener, where the boiler 
feed water, after having been mixed with lime and soda, is 
pumped into the bottom of the apparatus, which consists of 
several perforated cones placed one above the other in a cylin- 
drical tower. The water containing the suspended solids passes 
through the perforations, the solid being deposited in the cones 
and scuttling down into the bottom of the tower. 

When gravitation does not supply enough force to separate 
the solid from the liquid hy sedimentation , recourse may be had 
to centrifugal force. Such devices are widely used for dewaxing 
lubricating oils and for separating acid sludges from oils. 





322 


PRINCIPLES OF CHEMICAL ENOINEERINQ 


Flotation. — Manifestly, when a suspended solid is lighter than 
the liquid, it can be collected at the top of the liquid and either 
skimmed or floated off. Frequently efficient and complete 
separation of fine particles requires the aid of a sort of bombarding 
effect of fine air bubbles ascending from the bottom. The par- 
ticles are thus propelled upward and tend to coalesce with the 
mass at the top. This method frequently commends itself for 
handling greases, fats, gums and material of this kind — materials 
that do not lend themselves to other methods of separation. 

2. Filtration. — This subject is of such importance that the 
succeeding chapter is devoted to it. 
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chapter XI 


FILTRATION 

General Considerations. — Filtration is the process of separat- 
ing suspended solid material from a liquid by forcing the latter 
through the voids of a porous mass called the filtering medium. 
The two important variables to be considered in the construction 
of a filter are therefore the material that forms the separating 
medium and the method used for forcing the liquid through this 
medium. It is ol)vious that the latter will be largely determined 
by the resistances to flow offered by the former. When this 
resistance is relatively small, the force of gravitation is all that 
is required, and such an apparatus is known as a gravity filter. 
If gravity is not sufficient, the pressure of the atmosphere may 
be allowed to act upon one side of the filtering medium, while 
it is withdrawn from the other side; such a device is called a 
vacuum filter. But a filter of this type is limited to 15 lb. 
j)ressure per sq. in. ; therefore, if greater force is desired, a positive 
pressure in excess of th(' atmosphere is applied to the liquid mix- 
ture by means of a pump on the other side. This may be a 
heavy air pressure upon the supply reservoir, usually in the form 
of a monte-jus, or the liquid mixture may be forced directly 
by a pump against the filtering medium. This gives rise to the 
mechanism known as filter press, of which there are a number 
of types. Finally one may employ centrifugal force to drive the 
liquid through the filtering medium; machines so operated are 
known as centrifugals or centrifuges. 

In a systematic tn^atment of filtration, however, it seems 
best to consider the different types of filters from the point of 
view of material making up the filtering medium, rather than 
from the ])oint of view of the kind of force used in their operation. 
An effi(;ient filtering medium may function in any, or all, of three 
ways: Firsts the size of the channels through it may be smaller 
than the size of the solid particles to be retained, and thus only 
the fluid can pass through. Secondj the channels may be 
larger than the solid particles but may be of such a character that 
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the solids will adhere to their walls and only the clear liquid will 
pass through. Third, the channels may at first be larger than 
the solid particles, but may be of such a size that they will fill 
up with the solids to an extent that the openings finally become 
smaller than the solid particles. These solids may be the material 
itself or some “filter aid” such as kieselguhr, infusorial earth, 
fuller's earth, fine sand, wood pulp, calcium sulfate, calcium 
carbonate, etc. In this last case, the first liquid to pass the filter 
may not bo clear, and the active life of the filtering membrane 
may be short; but in practice it is generally better to employ a 
rather coarse material and to depend upon building up a desired 
filtering medium than to employ a very dense cloth. The condi- 
tions that control the choice of a filtering membrane and the 
methods of forcing the liquid through it are so numerous that no 
general statement can be made. The controlling factors will be 
discussed as they appear in treating the types of filters now 
available. 


CLASSIFICATION OF FILTERS 

To satisfy most commercial conditions, a filtering medium 
must be easily cleanscvl or cheaply renewed. Hence the construc- 
tion of the filter must provide either for removing the porous 
membrane for cleansing and replacing it as a separate element 
of the structure or for washing or re-forming the membrane 
within the apparatus. This latter class is generally applicable 
only when the proportion of solids in the liquid is small and 
when it is not desired to recover the solids after their removal. 
Consequently filters may be classified according to their structure 
into : 

1. Filters with a loose or granular membrane. 

2. Filters with a felted or woven membrane. 

3. Filters with a rigid porous membrane. 

4. Filters with a semipermeablc membrane. 

1. Filters with a Granular Membrane 

The simplest form of filter is a containing vessel with a false 
bottom filled with a granular material sufficiently fine to arrest 
the material in suspension. The choice of substance must depend 
upon the character of the liquid to be filtered. For example, 
a deep layer of coarsely crushed charcoal has been found most 



FILTRATION 


325 


efficient for removing the heavy tar from pyroligneous acid, the 
product of destructive distillation of wood. In this treatment 
the purification probably is accomplished more by the ability 
of the charcoal to absorb and hold back the tarry matter than by 
the size of channels between the pieces of charcoal. For the 
removal of certain impurities in raw sugar syrup, a filter of this 
type is frequently employed, but the phenomenon is in this case 
one of adsorption. 

Box filters consist of a box with a perforated bottom usually 
covered with successive layers of coarse gravel, fine pebbles and 
canvas or cloth, respectively. Although these filters are generally 
of the hydrostatic head type, suction may be used or a cover 
may be provided and positive pressure used in the filtration. 
An iron grating is generally placed over the canvas so that the 
sludge may be removed by means of shovels without injury to the 
filter. 

For most salt solutions fine quartz sand is ordinarily adopted 
in this type of filter, as it is practically insoluble and quickly 
settles into a compact layer of uniform structure. For alkaline 
liquids, crushed marble or a pure limestone is a most service- 
able material. Suspended matter is arrested by such a medium 
I)artly by its inability to pass through the minute channels 
between the grains of the filter bed and partly by adhesion to 
the grains. When cleansing is necessary, a current of water may 
hi) passed backward through the filter. Tins operation is efficient 
only insofar as the filtering medium is broken up and uniformly 
exposed to the reversed current. To avoid the formation of 
channels and to loosen the entire mass so that the grains may 
rub against each other and so be freed from the adhering sedi- 
ment, a current of air may be forced up through the mass together 
with the water. Or if such agitation is not sufficient, the mass 
may be broken up by a mechanically driven stirrer. The slow 
rate of filtration through sand requires a large filtering area. 

2. Filters with a Felted or Woven Membrane 

When the amount of solid material in the liquid is large, 
or when it is desirable to recover the solid portion, a loose 
filtering medium becomes inadmissible and a felted or woven 
fabric of fibers is employed. This fabric may be made from 
vegetable fibers such as cotton, hemp or jute for weak alkalies; 
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of animal fibers, such as wool or horsehair for weak acids; or 
of mineral fibers, such as asbestos for strong acids; finally the 
membrane may be made from fine metal wire for very strong 
caustic, or where a high pressure is demanded. The use of wire 
filter cloth is developing rapidly. 

The simplest form for such a filter is a circular or rectangular 
box or container to the lower edge of which is firmly bolted a 
perforated bottom. The filtering cloth or other fabric is laid 
on this false bottom and extends out between the walls of the 
container and the bottom, thus making a tight joint. By bolting 
to this false bottom an airtight shell, vacuum may be applied 
and the pressure of the atmosphere may be allowed to force the 
liquid through. 

It is easily seen that, if a pressure of more than 15 lb. per 
sq. in. is desired, instead of attaching the shell to the false bottom, 
the container may be closed on top with a solid plate and the 
mixture to be filtered may be forced into this (diamber from 
the side by a pump. Although this pressure is limited only by the 
strength of the apparatus and frequently rises to 100 or even 150 
lb. per sq. in., the object of the operation may easily be defeated 
by using too great pressure, especially at the beginning. The size 
of the minute channels in the filtering cloth remains constant only 
when no part of the solid matter finds its way into these openings. 
If the precipitate to be filtered is crystalline and larger than the 
openings, a network soon forms on the surface of the cloth which 
protects the openings; but if the precipitate is g(datinous in 
nature, a large initial pressure can easily force enough of the solid 
matter into the channels to close them and render filtration 
impossible. 

Development of Filter Press. — If in the pressure filter just 
described, instead of the airtight top, there is fastened to the 
container a second false bottom and filter cloth exactly like the 
first, and if the whole apparatus is placed on its edge, the liquid 
mixture to be filtered may be pumped into the container as before 
and the clear filtrate will flow from both sides. The active 
filtering area is thus doubled at very small cost. When the 
container has become entirely filled with the solid, the mass may 
be easily and efficiently washed by fastening a shell, with an open- 
ing at the bottom, to each of the filtering faces, filling one shell 
with water through its opening and forcing this wash water 
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through the cake and out the other side. These shells will not 
interfere with the next operation of filtration, as the filtrate can 
discharge through the same openings that serve to introduce and 
discharge the wash water. 

This pressure filter unit is now seen to consist of a chamber 
into which is pumped the mixture to be filtered, bounded on both 
sides by a filter cloth supported by a perforated structure or 
** false side.” Next to each false side is a second chamber 
from which the filtrate passes from the filtering surfaces, and 
through one of which wash water may later be forced. 

It is obvious that a number of these units may be placed side 
by side on a common support., may be filled from the same pres- 
sure supply pipe, and will discharge the filtrate into a common 
receiver. By placing these units close together, the space 
between the filtering faces will function as the shell above used 
for washing, so that, by forcing watc^r into ewery other such 
chamber, one' becomes a supply space and each alternate chamber 
a discharge space* for wash watcT. 

If, now, the end filter is placed against a solid rigid support, 
and provision is madc^ for firmly pressing the other filters against 
it, the bolts can be omitted, the entire structure being held 
togc'thc'r by a hc'avy lateral pressure. In this way is built up 
an exceedingly important piece of apparatus known as the filter 
presfi. 

It is apparent that an apparatus as above constructed may be 
much sim})lified. Instead of using a perforated plate as a sup- 
port for the filter cloth, the plate may be solid, but supplied 
with chec^kered grooves or channels. The cloth is held against 
the face of this plate while the filtrate flows off through these 
channc'ls. In another type the ridges radiate from the discharge 
opening, which may be located either in the corner or in the center 
of the plate. 

Filter -press Plates; Flush and Recessed. — If the ribbed por- 
tion of such a plate is n^cessed, the cloth may be made to bulge 
into the hollow portion. When two plates of this type are placed 
together, a chamb(ir for the solids is formed between the two 
filter cloths and the filter frame is eliminated. These are known 
as recessed plates and, when the amount of solids to be separated 
is small and difficult to filter, such plates are to be recommended, 
as the cake when formed is thin and easy to wash. When the 
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amount of solids is large, however, the plate should be flush, 
and the distance frames already described should be employed, 
as too great a strain on the filter cloth shortens its life (see 
Fig. 108). 

Instead of supplying these filter frames from a pipe on the 
outside of the structure, each frame and plate may have a hole 


A 



Fig. 106. — Diagram showing assembly of rcM-essed plates. 


in the corner, thus providing a channel from one end of the press 
to the other. This channel may coniKUit with the interior of 
each frame by an opening in the corner and through this channel 
the entire press may be fed. Figure 106 shows the two types of 
recessed plates which fit on either side of such a frame, the reverse 
side in each being the same. The upper is known as a ‘'one- 
button^^ plate and is provided with the discharge cock from the 
opening B to carry off the filtrate as it flows down the ribbed 
channels back of the filter cloth. The lower, called a “three- 
button'^ plate, has in addition, at the upper right-hand corner, 
an opening for the admission of wash water to the recessed 
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portion from the latter channel C. When the frame is full of 
solids, the outlet cock of the ‘‘three-button^^ plate is closed, and 
water is forced through this opening in behind the filter cloth. It 
spreads over the surface of this plate, passes through the cake 
and is collected on the face of the “one-button” plate, and dis- 
charges through the outlet cock. 

The two channels A and C must be provided with air-discharge 
cocks; when the mixture is first forced through A, the air in the 



Fig. 107. — Washing of filter cakes in chamber press with recessed plates. 

frames and plates can escape through C; when the wash water 
is supplied through C, the air, which would otherwise be trapped, 
escapes through A.* 

Figure 107 shows the conditions during washing in a filter 
press with recessed plates. The space between the filter cloth 
and the plate is much exaggeratc'd to show the course of the 
wash water. Every alternate outlet cock is closed, the wash 
water being diverted into a separate runoff trough by turning 
the curved end on the outlet cock through 180 deg., or by means 
of a short piece of rubber hose on the end of the outlet cock. 


* For a general discussion of filter plates, see Chem, Met. Eng., 22, 493. 
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Obviously, the wash water must travel twice the distance through 
the press cake that the filtrate did. The end plates, supporting 
frames and device for supplying the pressure to close the integral 



Fio. 108. — Shriver plate and frame (chamber) filter press. 


parts of the press must be of heavy construction and are generally 
The frames may be of iron, tin, zinc, lead-coated 
iron, bronze or wood, according to the properties 
of the material to be filtered. 

Presses may be constructed with channels in 
the frames and plates through which steam or cold 
brine can be circulated. In this way one can at 
will maintain the filtering surface at either a high 
or low temperature. 

In order to empty a chamber press, it is 
necessary to release the pressure on th(i plates and 
to separate the elements of the press by sliding 
each oiKi along the supporting rods. The cloths 
are cleaned or replaced and th(^ cakes an^ dis- 
charged into a hopper or conveyor immediately 
b(dow the press. 

The filter press has a large area for its bulk, 
but washing, emptying and resetting are slow and 
labor charges are high when compared to those of 
a l(^af press (see pages 358 to 364). 

Leaf Filters. — Another method of supporting 
the filtering medium for either vacuum or positive 
pressure filtration is found in what is known as 
the '‘leaf or the "submerged’^ filter. The prin- 
ciple may be understood by considering the filter- 
ing mechanism shown in the diagram. A frame 
is made of heavy screen suspended from an outlet nipple (see 
Fig. 109) and enclosed in heavy filter cloth. When this leaf 


of cast iron. 



Fig. 109.— 
Moore filter leaf. 
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is submerged in the liquid magma and a vacuum is applied 
to the outlet pipe, the liquid is drawn through the cloth, 
while the solids adhere to the outside of the leaf. In addition 
to the diminished pressure maintained within the filter leaf, 
a positive pressure may be exerted upon the liquid mass in 
which the leaf is submerged. When a layer of sufficient thick- 
ness, which varies from to 1}4 in., has been obtained, it 



Fig. 110. — Kelly filter press. 


may be washed in two ways. The loaded leaf with the vacuum 
still on may be transferred to a second vessel filled with water, 
and enough water may be drawn through to wash the precipi- 
tate, or the magma may be withdrawn from the first vessel 
and replaced with water without moving the leaf. The charge 
of solids adhering to the leaf may now be quickly discharged 
by forcing air or water through the leaf in the reverse direction; 
it is then again ready to be immersed in the filtration tank. 
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This idea has been utilized in a number of forms, the more 
important at present being that of the originator of the method, 
the Moore, and those for positive pressure, the Kelly and the 
Sweetland presses. 

Moore . — The first of these is simple in construction, though it 
does not so easily admit of applying a positive pressure to the 
outside of the filtering leaf. The leaves are constructed in 
multiple in frames carrying 30 or more, and the whole is lifted 
and transported by a crane. In operation the frame is low- 
ered into a tank containing the material to be filtered, kept 
continuously agitated. When suction is applied to the outlet 
pipe, the liquid passes through the cloth and the precipitate 
builds up an adhering cake. The cake is washed by bodily 
lifting the frame, suction being maintained, and immersing it 
in a tank of water or dilute wash water. It is dried more or 
less by suction and discharged by blowing water, air or steam 
back through the leaves. 

Kelly . — The Kelly press consists in a heavy supporting frame 
upon which is mounted a pressure tank or press shell, which holds 
the material to be filtered when under pressure; a traveling filter 
carriage supporting the filter frames, each made up as already 
described of a frame and a filter-cloth covering, the whole tele- 
scoping into the tank; a closing device, forming tlui head of the 
pressure tank, by means of which the filt(^r frame and leaves are 
tightly locked within the tank ; and a series of automatic air and 
water valves. 

Each leaf on the carriage is connected to a discharge cock 
in the head, and is proportioned in size to conform to the circular 
cross section of the pressure chambtT into which it runs. The 
operation of the filter is as follows: th(^ carriage is drawn into 
the chamber, locked, and the liquid mixture forced in. The air 
escapes through a valve and the clear filtrate flows from tho 
cocks in the head to the discharge gutter. Should any leaf fail 
to give a satisfactory filtrate, it may be cut off by closing the 
cock as in the old type of filter press. 

In case there is a tendency for the heavy particles to settle 
to the bottom of the tank before they become attached to a filter 
leaf, a circulation of the mass may be maintained by allowing 
some of the feed to flow back to the feed tank. The thickness of 
the cake is automatically determined by a telltale device. 
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As soon as cakes of sufficient thickness have been formed, 
the excess liquid is drained off, or forced out of the tank by means 
of compressed air, and wash water is forced in. When washing 
is completed, the head is unlocked and the carriage and loaded 
leaves run out of the tank by gravity. Compressed air, steam or 
water is now forced into the leaves and the adhering cakes are 
blown off; when the cakes are removed, the counterpoise weights 
draw the carriage back into the tank, and the cycle is repeated. 



Fig. 111. — Sweetland filter press. 


Sweetland . — The Sweetland press consists of two s('micylin- 
drical castings, the upper half being held rigid in its support and 
carrying (drcular filter leaves with suitable outlet connections. 
The lower half is hingcHl to the upper, and is capable of closing 
upon it, forming a tight pressure chamber, and later swinging 
open, exposing the leaves. 

The operation of the press is in principle the same as the Kelly 
press, suitable provision being made for supplying and withdraw- 
ing the liquid magma and wash water and the compressed air for 
discharging the filter cake from the leaves. Some types provide 
for spraying the leaves with wash water while the shell is empty 
instead of entirely filling the shell with water, and for using a 
stronger spray, directed against the leaves, for sluicing out the 
sludge without the necessity of opening the press. 
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Continuous Rotary Filters— The suction filters already 
described are stationary flat surfaces on which the precipitate 
is drawn by suction, and from which the accumulated sludge is 
periodically removed, either by scraping or by internal pressure. 
By making the filtering surface take the form of a rotating drum, 
from the hollow trunnions of which the filtrate is continuously 
removed, a type of filter is obtained, now much used for free- 
filtering solids, such as precipitated calcium carbonate. 



Fio. 112. — Cross section of Sweetland press. 


The rotating element may be either a disk or a drum, the 
surface of which is made up of a number of shallow compartments 
over which is placed the filtering medium. If a disk, these com- 
partments are segments of the circle forming the sides; if a drum, 
they are portions of the peripheral area. In either case these 
compartments are connected to the shaft by separate pipe 
systems leading to ports in the hub. The rotating portion is 
immersed in a tank of the material to be filtered. Those com- 
partments which are submerged are at this time connected to the 
suction ports of the hub, the filtrate is drawn through the hollow 



Fig. 113. — End view of Oliver continuous rotary filter. 


suction opens. The necessary water for washing is sprayed 
upon the surface of the deposited sludge. When it is sucked rea- 
sonably dry, a third set of ports is reached, and compressed-air, 
water or steam is blown through in a reverse direction and the 
filter cake is blown off into a suitable receptacle. 
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Filters of this type require little labor, and are adapted to free- 
filtering materials in solutions at a temperature such that vapor 
pressure does not defeat the action of the vacuum pump. 

Bag Filters. — Bag filters are a type using the principle of 
hydrostatic head. They are made of twilled cotton, always sup- 
ported by coarse netting strong enough to stand the pressure 
used. When hot liquids are filtered, the bags may be hung in a 
steam-heated room where the temperature can be maintaiiu'd 



Fig. 114. — Hydroextractor. 


as high as desired. This typo of filter is being rapidly replaced 
by the mechanically operated ones. 

Centrifugals. — Centrifugal force may be applied to the separa- 
tion of solids from liquids with great advantage providing the 
nature of the solids is such that they do not under pressure form 
an impervious or impenetrable layer. Hence for the separation 
of liquid from cotton, wool or fibrous material of any kind or 
from granular or coarsely crystalline substances the so-called 
hydroextractor or centrifuge is extremely serviceable. Although 
there are a number of types of such machines, the principle of all 
is the same, namely, the rapid rotation of a perforated cage or 
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basket in which the material is placed and which retains the 
solids while the liquid portion is pressed through into the outside 
rasing. The revolving element must be free to assume as a center 
of gyration the center of gravity of the basket and its load. 
Therefore provision must be made for allowing the basket and 
supporting shaft upon starting to swing somewhat from the 
perpendicular. 

Hydroextractors may be overdriven, i.e.y suspended and 
driven from a rigid support over the basket, or they may be 
underdriven as in Fig. 114. They are made of many materials 
such as steel, bronze, stoneware, etc., and the perforated basket 
is covered with such filtering medium as best serves the purpose 
at hand. For many materials the basket itself suffices. 

In textile work hydroextractors are best discharged by lift- 
ing the load out through the top of the basket. For the chemical 
industricis extractors may be built with a removable bottom 
which allows the charge to be dropped into a chute or conveyor. 

When atmospheric or hydrostatic pressures are employed 
in filtration, suitable gauges are available for determining both 
the safe and effieitnit working conditions. There is, however, 
no ready means for finding the pressure being exerted upon the 
charge or the basket in a hydroextractor, so that recourse must 
be had to a calculation of the pressure due to the centrifugal 
force which obtains when the apparatus has reached its working 
speed. The formula for centrifugal forci is 

iyv_ iy(2,Ry). _ 

' gK 8(0600 OOOO'illll'™ 

where W is the weight in pounds, R the radius in feet and N the 
r.p.m. This is the radial component of force and therefore the 
measure of the tendency of the liquid to leave the solid. 

Centrifugal filters are also made so that the cake can be 
continuously removed. One type of such a continuous filter has 
the basket rotating around a horizontal axis. Within the basket 
there is a large screw which is only a little smaller in diameter 
than the internal diamc^ter of the basket. This screw rotates in 
the same direction as the basket but at a slightly lower velocity. 
This difference of velocity is not great enough to interfere with 
the filtration, but it does cause the portion of the cake thicker 
than the clearance between the basket and the rotating screw to 
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be forced to one end of the centrifuge, from which it is con- 
tinuously discharged. In such an apparatus it is possible to 
replace the filtering membrane with a solid wall and carry out 
continuous sedimentations. 

3. Filters with Rigid Porous Membrane 

When ordinary brick or pottery clay is burned at a low tem- 
perature, a rigid material is produced which is filled with a largo 
number of very small (ihannels. It is (;lear that the plastic mass 
may be given any desired shape before burning and that the 
porosity may be controlled by the density of the plastic structure. 
For some purposes such a material furnishes an excellent filtering 
medium. A filter may be constructed by fitting tiles or blocks of 
this material as a lining to any convenient container and drawing 
away the filtrate from below. A pressure filter, much like the 
leaf type in principle, may be made from a series of porous 
cylinders with one end closed and the other set in a headpiece, 
the whole being enclosed in a container that holds the liquor to be 
filtered. Betw^een the cylinders is placed a mass of coarse sand 
under whi(;h arc ports for compressed air. Wlnm the cylinders 
become clogged, air is blown up through these ports and the sharp 
sand effectively scours the filtering membrane and removes the 
accumulated sediment. Filters of this type are efficient in 
removing exceedingly small particles and are much used in 
purifying water for domestic use. 

In recent years a natural, porous, silicreous material (Filtros) 
has been introduced for such filter construction. It can be cut 
into blocks and cemented into place. It is acid resistant and 
has proved very successful for filters of this type. 

4. Filters with a Semipermeable Membrane 

The property possessed by some substances of passing in 
solution through a membrane such as animal bladder or parch- 
mentized paper, which holds back other dissolved substances, 
furnishes a method of separation sometimes of great value. This 
is known as dialysis and is extensively used in the beet-sugars 
industry. The dialyzing apparatus for extracting the soluble 
crystalloid from the liquor is built up much like a filter press. 
The liquor and water are introduced slowly through two funnels 
and pass through alternate chambers which are separated by 
parchment. The crystalloid diffuses through the membrane into 



FILTRATION 


339 


the water and the two liquors are drawn off continuously through 
separate pipes. 

Separation in Hydraulic or Screw Presses 

When it is necessary to remove a small amount of liquid 
from a relatively large amount of solid, as, for example, the con- 
tained oil from seeds or the adhering oil from paraffin wax, a 
much greater pressure is required than can be exerted in the filter 
presses already considered, and a screw or hydraulic press is 
used. This is a very strongly built frame between the ends of 
which the mass, enclosed in properly designed receptacles, is 
placed and subjected to a great pressure either by a powerful 
scr(^w acting through a toggle joint or by a hydraulic ram. 

Pulpy materials, e.g., apples for cider, are effectively handled 
in a press* consisting of a truncated conical shell built up of steel 
bars clos(ily set togetluT and fitted with a powerful internal screw. 
The stock is fed from a hopper at the larger end and forced 
through the shell parallel to its axis by the screw. The liquid 
exudes through the small cracks between the bars. The pressure 
is regulated by controlling the size of the outlet at the small end of 
the press and the time of exposure of the stock to pressure depends 
on the rate of rotation of the screw. The liquid must travel 
a relatively long distance through the stock and the pressure is 
not so high as in a hydraulic press but the capacity is very large 
and the labor costs ani negligible; where applicable, this type is 
unexcelled. 

NOTES ON OPERATION OF FILTERS 

Back Pressure Operation. — In pressure filters with a closed 
delivcTy system, the drop in pressure from one side of the filter- 
ing medium sometimes results in conditions making continuous 
operation difficult. Thus, for example, hot liquors become 
supersaturated owing to the very rapid evaporation due to fall 
in pressure; the acid carbonates of calcium and magnesium lose 
their carbon dioxide and separate a crystalline deix)sit in the 
cloth. This trouble may frequently be eliminated by maintain- 
ing the discharge under a positive pressure until free from the 
press. 

Choice of Pump. — For many years pressure filtration was 
limited to reciprocating pumps and compressed air in a monte- 

See Fig. 193, p. 616. 
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jus. The former is frequently objectionable on account of the 
pulsations of the stroke unduly compressing the cake and the 
tendency, even when supplied with ball valves, to fail to function 
owing to grit or other material wedging the valves. The monte- 
jus is ideal from many points of view, but is cumbersome and 
consumes much compressed air. Centrifugal pumps are efficient 
if the size is adapted to the discharge rate. If they are too large 
and if the rotor becomes an agitator, good filtration is sometimes 
made very difficult. The rotary displacement pumps are rightly 
becoming very popular because they combine positive action with 
an absence of valves and pulsations. Provision must be made for 
by-passing the discharge back to the supply tank when the 
working capacity of the press is exceeded. 

Uniformity of Cake. — Where it is desired to wash a cake, 
especially in leaf filters, it is imperative to have it uniform in 
ordcjr to get equal distribution of wash water. If the sludge 
particles are nonhomog(^neous in size and shape, e.g.y where 
‘‘filter aid^^* has been added, the slurry must be kept agitated 
during filtration. Otluu'wisc^ th(^ heavy particles will settle out 
and ac(;umulate on the bottom of tln^ leaf while the finer parti(^les 
which filter less freely will be at the top. In such case the bottom 
will wash well and the top not so well. 

When a sludge settles at an appreciable rate, decantation 
should precede filtration, even though it is necessary to pass the 
turbid liquid through the filter. This gem'rally prevents the 
sludge from settling in the filter, althougli with nonliomogeneous 
sludge's, or those containing filter aids, agitation may be necessary 
to insure an even filter cake. 

Life of Filter Cloths. — If the li(iuids filtered are either acid or 
alkaline in reaction, it is very important to avoid concentration 
upon the filter cloths due to drying out of the cloth either during 
the dumi)ing and cleaning period or while the press is not in use. 
Otherwise serious deterioration of the cloth will result. When 
not in use, the press should be kept filled with water not only to 
protect the cloths but also because any corrosion will form non- 
adherent oxide that can be readily removed prior to use. 

Plugging of Cloths. — Especially in the case of fine slimy 
precipitates, the sludge is likely to force its way into the fabric 
and plug up the finer openings of the cloth, resulting in marked 


^Seep. 324. 
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increase in resistance. In many industries the commercial life 
of filter cloth is limited by this plugging effect rather than by 
weakening of the fabric. Sometimes the material can be removed 
by a suitable solvent, but often it is very refractory. Where 
allowable, it is desirable to minimize this effect by first charging 
the press with filter aid^' to form a removable filtering medium 
which will prevent the finer precipitate from reaching the cloth. 
Wire fabric has less tendency than cloth to plug up in this way 
and will stand more drastic, treatment in cleaning. 

Choice of Filters. — When a new problem in filtration comes 
up, it is impossible to predict with assurance what one of the 
many factors influencing the choice of filter equipment will be 
controlling in importance, but the following generalizations may 
be helpful. 

The positive pressure type of leaf filter is used to handle 
sludges which filter with difficulty and therefore require pressure. 
With it the sludge may be subjected to a long, thorough washing. 
Furthermore, the solutions and wash water can be hot, even above 
the boiling point at atmosi)heric pressure, without evaporation or 
serious cooling during filtration. Since they are readily cleaned, 
they are especially a(lai)ted to the handling of extremely large 
quantities of sludge. 

In the chamber press high pressure and temperature may also 
be usc^d without difficulty. Washing, however, is less efficient 
than in leaf filters because reversal of How through the half- 
cake opens up channels. The labor cost of dumping and reas- 
sembling is much greater than in the leaf press, but the initial 
cost per square foot of filtering area is less. Consequently the 
chamber press is superior to the leaf wlicTe thc^ ratio of sludge to 
liquor handled is small and especially where it is unnecessary to 
clean the press frequently. For small-scale operation it usually is 
superior to other types. It can also be made to give a dry 
hard cake. 

Free-filtering materials which can be filtered cold and w^hich 
require no washing, or at most a short washing period, are best 
handled on the continuous rotary type of filter. For purely 
de-watering operations these are extremely successful. The 
scale of production must be reasonably large to justify their 
installation. 

For the removal of very small amounts of precipitate from large 
volumes of water, sand filters are frequently employed. The 
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removal in this case is to no small degree a matter of entanglement 
of the precipitate on the surface of the filtering medium. This 
type is eixtcnsively used in water purification. Box filters with 
cloth or other filtering medium are occasionally employed for 
small-scale work, especially for very free-filtering solids. 

Acid liquors can be handled in plate and frame presses con- 
structed of wood, on acidproof continuous rotaries or in open- 
tank vacuum-leaf filters of wood or lead. Alkaline liquors are 
successfully filtered upon a medium of woven wire cloth or screen. 

De-watering of very free-filtering solids (crystals) is best 
carried out in centrifugals. In such apparatus the solution on 
the surface of crystals that are not too fine (30 or 40 mesh) can 
be reduced to below 5 per cent. 

FILTER CALCULATIONS 

A filter cake consists of a mass of small particles, irregular in 
shape, closely pac*ked together. The liquid passing through the 
cake flows through the voids between these particles, and always 
follows streamline motion (p. 79). The cake may be consid(‘red 
as equivalent to a series of capillary tubes of definite average 
diameter. Tlie flow througli any one of these equivalent capil- 
laries is given by Pois(mille\s ecpiation, 

p _ S2fjiIjU 

where P is the pressure' drop, n the absolute vis(;osity of the liquid, 
L the length of tube, u the linear velocity of the liquid and D 
the diameter of the cajhllary. For a filter cake of thickness L and 
area A, with K capillaries pe^r unit area, 

dV_ tD^PqA 
de ^ 128mL ' 

dV /dd being the rate of flow in volume per unit time. 

This equation cannot be applied directly to the solution of 
filtration problems, but an understanding of it helps to explain 
the phenomena encountered and to develop a workable equation. 

This equation indicates that for incompressible sludges, i.e., 
those with constant size of voids, the filtration rate is propor- 
tional to the pressure, but that for compressible sludges the 
filtration rate will increase much less rapidly than in proportion 
to the pressure because the increased pressure decreases the size 
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of opening. That the behavior of sludges under pressure will 
vary greatly with the character of the sludge may therefore be 
expected. 

Since the rate of flow through capillary tubes is inversely 
proportional to the viscosity of the fluid, filtration is retarded 
by decreasing the temperature because of the increased viscosity 
of the liquid being filtered. The available data are insufficient 
to prove exactly what relationship exists. Where the physical 
character of the sludge does not change with temperature, it 
may be assumed that the rate of flow is inversely proportional 
to the viscosity, a relationship indicated by the experimental 
results on homogeneous incompressible sludges. 

The equation also indicates that the filtration rate is directly 
proportional to the area of the filter and inversely proportional 
to the thickness of the cake. 

Differential Equations for Filtration 

SiiK^e the pressure drop through a cake is proportional to the 
velocity of flow, it is most convenient to consider filtration rate 
as equal to the driving force, i.e.y the pressun', divided by the 
resistance. This n^sistance consists, howc'ver, of two parts: the 
resistance of th(? cake its(4f, Ry and that of the press and filter- 
ing medium. The resistance of the filtering medium does not 
imply the resistance of this medium when no sludge is present, 
but is the resistance of the medium after plugging by the solid 
particles has taken place. For a given filtering membrane 
this resistance will therefore depend on the type of sludge being 
filtered, on the total filtration pressure and on the filtration rate. 
In a well-designed press the resistance of the main channels 
should be negligible, whence the press resistance will be inversely 
proportional to the filtering area. It is therefore assumed as 
such. It is convenient not to include the effe(;t of the viscosity 
/X of the fluid in the resistances, but to iiKjludc it as a separate 
variable. Hence 



The meaning of all symbols is given in the nomenclature tahlcy page 

364. 
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Most sludges are distinctly compressible. For example, very 
fine particles, such as barium sulfate, although undoubtedly 
granular, are capable of being packed more closely under high 
pressure and the increased velocity of flow around the particles 
which results therefrom. Hydrated sludges, such as the heavy 
metal hydrates, the calcium phosphate used for defecation 
of sugar sirups and the like, are highly compressible and the 
specific resistance increases enormously with increase of pressure. 

While a great deal of experimental work has been done in 
this field, the theoretical solution of the problem is extremely 
difficult and has not been acicomplished. In the first place, 
sludg(^s that show the effect of comj)ressibility to a high degree 
are hydrated precipitatc^s ; their dcigree of 
hydration and particle sizcj are extremely 
sensitive to the conditions under which 
the precipitates are produced and change 
progressively with time. Consequently 
the production for experim(*ntal work of 
sludges of fixed (*hara(d-eristies is very 
difficult. Furthermore, the properties of 
these sludges are so excH^ediiigly sensitive 
to temperature that slight temperature 
changes during filtration seriously affect 
results. Desj)ito these experimental diffi- 
culties in checking quantitatively theoretical conclusions, it can 
be definitely stated that, for th(' pra(^tical problems of engineering 
design, it is sufficient to assume that the specific; resistance r is a 
power function of the pressure, the exponent 6- being less than 
unity. 

To visualize the; compressive a(;tion, considc^r in Fig. a 

single; particle; of sludge, susi)ended in the liquid, just approaching 
the face of the cake. It is under pressure of the liquid around 
it, but floats freely in the liquid stream. Howeve;r, when it 
touches the fac(‘ of the cake its motion is stopped, whereas the 
liquid flows on by it, producing a frictional drag which presse;s 
the particle down on the partie*le ahead of it. Kvery particle 
in the cake; is subjee*t to a similar frictional drag plus the cumula- 
tive pressure due to all particks behind it; z.c., as one goes deeper 
into the e;ake in the diree;tion x, the liquid preissure P* decreases, 
but the compressive effect p on the cake increases. That the 
cake is compact and dense near the cloth and open in structure 
at it» opposite face is readily observable when it is removed from 
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the press. The sum of the two pressures must at all points 
equal the total pressure P. That is, p=P—Px, or dp= —dPx. 
Assume that the specific resistance of the cake at a given point is 
some function f{p) of the compression pressure p at that point. 
Since at a given instant the velocity at all points in the cake must 
be the same, 


dV 

= const. 
du 


P-Pi_ Adp 

R f(p) dx 


Integrating from x = 0 to x=L and correspondingly p = 0 to 
P = P-Pi, 


R = 


L(P-P0 
fip) 


‘I 


This means that the cake has an average specdfic resistance which, 
for a given sludg(^, is a unique function of the pressure drop 
through the cake, despite large variation of resistance through 
it. Assuming /(/;) = r'p% this average si)ecific resistaiu^e becomes 
r'(l — s)(P— Pi)^ which may be written r"(P~Pi)*. Since 
the volume of the cakes in the press is LA , equalling the sludge 
vV brought in by the liquid, one can eliminate L, obtaining 


{p-p^y- 


It should be noted that the use of any other function of pressure 
would also give a definite average resistance for given pressure 
limits. 

Data on the effect of pressure on the resistance of the filter- 
ing medium are very inconsistent. This is largely a result of the 
fact that this resistance is usually a small perccmtage of the 
total resistance, and its determination by the extrapolation of 
experimental data to zero thickness of cake k'ads to large errors. 
Measurements of the pressure drop through the filtering medium, 
without the cake present, are of little value because the resistance 
of the filtering medium and the flow conditions are modified by 
the presence of the cake. For practical purposes it is probably 
justifiable to take the resistance of the filtering mc^dium as an 
exponential function of the difference between the total pressure 
and the fluid pressure at the face of the cloth, i.e., p = p'{P—P\)”^> 
Actually the pressure causing plugging would vary through the 
cloth and the pressure on the particles would not be the total 
pressure as soon as the boundary of the cloth was passed. How- 
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ever, a more complicated function is not justified on the basis 
of the data available at present. 

Substituting these resistances in Eq. 1 gives 


P 

de (r"vV o' ) 

K^(l-Pi/P)”P-+5;(l - Pi/P)’^P”\ 


(2a) 


and for the ease where Pi/P is small this reduces to 

PA^ 

d6 ix(r"vP”V+p'AP”^y 


(2b) 


In the following discussion Eq. 26 will be utilized, but in cases 
where Pi/P is not small Eq. 2a should be employed. 

Incompressible Homogeneous Sludges. — Incompressible 
sludges are those for whicii an increase in the pressure on the 
press will not decrease the equivalent diameter of the voids 
between the particles. Actually it is doubtful if such sludges 
exist in commercial pracrtice. It is ])ossible to i)roduce such a 
sludge artificially by taking a material, like kieselguhr, packing 
it into a press, subjecting it to high pressure^ and then operating 
at a pressure always lower than th(‘ maximum to which it has 
already been subjectc'd. However, as an engineering approxima- 
tion, sludges of sand, calcium carbonate, barium carbonate or 
other coarse, granular, strong particles may be assumed to b(‘ 
incompressible. 

For this type of sludge .s will be z(^ro and Eq. 26 becomes 

rr, 

de M(r'W+p'AP"‘y 


which integratas for a constant-pr<‘s,surc filtration to give 


pe 

(V/A) 

and for a constant-rate filtration 

pe 


(y/A) 




+p'pP”'. 


(5) 


* If during the constant-rate period of duration Or the filtrate volume Vr 
is obtained, for a subsequent constant-pressure period, Eq. 4 becomes 
V.,. . /xp'P«(r-Fr) 
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Compressible Homogeneous Sludges. — This type of sludge 
is typified by precipitates of the hydroxides of aluminum, iron 
and chromium but also includes most of the sludges met in 
industrial filtrations. For these sludges Eq. 26 integrated for a 
constant-pressure filtration gives 


PB 




(J/A) 

and for a constant-rate filtration 

pe 


-f-p'/iP”* 


iV/A) 


= r"vpP‘ 




+p'mP’”- 


( 6 ) 


(7) 


Compressible Nonhomogeneous Sludges. — Since it is these 
slimy compressible precipitates that offer the greatest filtration 
resistance and are most difficult to handle, much effort has been 
expended in improving the methods of filtering them. One of 
the most successful devices developed is the addition to these 
precipitates of a certain amount of porous, granular material 
to open up the mass and make filtration easy. Of these so-called 
“filter aids” diatomaceous earth is one of the best. In the filtra- 
tion of such sludges with the addition of filter aids, it is found 
that a constant rate of filtration with increasing pressure is on 
the average much more rapid than a constant-pressure filtration 
in which the pressure is maintained throughout the run at the 
maximum value realized at constant rate. The major reason 
for this is apparently as follows: If at the start of a filtration 
high pressure is used, the initial velocity is extremely high because 
the thickness of the cake, and therefore its resistance, is small. 
This high liquor velocity tears off the slime that is adhering to 
the particles of filter aid, e.g.^ the diatomaceous earth, brings it 
again into suspension in the licjuid and forces it forward through 
the cake. It finally r(^aches a crevice in the cake or filter mem- 
brane through which the precipitate cannot pass, but all such 
crevices are soon plugged up and there develops during the 
initial stages of filtration an excessively high ‘^plugging” resist- 
ance in the cake and filtering membrane. Since this sludge 
first laid down remains throughout the filtration cycle, the 
average rate of filtration is correspondingly reduced. If, on 
the other hand, the filtration is started at a moderate rate 
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which will not scour the slime off the filter aid, the resistance 
does not develop in this way and the effective filtering rate 
is increased. This phenomenon is encountered not only where 
filter aids are added but also in those cases where the pre- 
cipitate itself consists of particles of diverse size, the larger 
lumps of which are granular and relatively strong, as in the case 
of filtering carbon from pitch and the like. 

Apparently this phenomenon of scouring does not develop 
in homogeneous precipitates, however comi)ressible. Homo- 
geneous compressible precipitates will, however, under certain 
conditions filter faster on the average at (constant rate than at 
constant pressure; but when this occurs, examination of the cake 
before filtration is completed will show evidence of sedimentation, 
f.e., the filter has be(m used as an apparatus for decantation. 
In general, a sludge should be decant(id as far as possible prior to 
filtration because construction and operation of decantation 
apparatus are cheaper than construction and operation of filters. 
In other words, where the filters are laid out and operated to 
the best advantage, decantation will not occur in the filter to an 
appreciable extcmt and Eq. 2b will apply. 

In the case of the mixed precijntates, this scouring effect may 
be estimated by assuming the increase in coefficient of resistivity 
as proportional not only to P* but also to a power function of 
the linear velocity of the filtrate through the cake, the exponent 
/ dV\ 

being t, i.e., available laboratory data on 

the filtration of nonhomogeneous compressible sludges indicate 
that t is approximately zero and that Eqs. 6 and 7 apply to this 
type of sludge as well as to homogeneous sludges. 

The increasc'd average rate of flow during a constant-rate run 
might be due to a large value of the exponent m. In such case 
the resistance of the filtering membrane could increase faster 
than the pressure, which could cause decreased flow at high 
pressure. 

Equations for Box Filters 

Box filters are usually operated under static head only. 
Quantitative discussion therefore requires certain modifications 
of the general equations. Details of cases which frequently 
arise are given on page 349. 
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Special Case A. Very Slight Precipitate. — Filters used for the removal 
of small precipitates offer no resistance to filtration other than the resist- 
ance of the filtering medium itself. The filtering medium may be cloth, 
paper, sand, coke or gravel, and the rate of flow through the voids between 
the solid particles of the filter follows the laws of viscous motion (page 81). 
The cake obtained on filters of this type is negligible. 

Assume the temperature of filtration constant and therefore the viscosity 
unchanged. The pressure is exerted by means of the hydrostatic head of 
liquid, H. 

Therefore, 

dVIde^KHA, ( 8 ) 

or integrating, assuming H is maintained constant, 

V =ii/fA0H-constant. (8a) 

This constant of integration eqiuils zero if time and volume of filtrate are 
taken as zero simultaneously. 

If, however, the box filter is filled at the start and allowed to drain at 
constant temperature without the addition of any more liquid in the mean- 
time, the rate of flow will at all times be proportional to the anui of the box 
and the lu'ad prevailing at the time. Assuming that the box has straight 
sides and that therefore A is constant, 


dV/dO=^KAn, 

or, substituting— Ad// for dV and integrating between the limits Hi and 

In ^=Ke. 
iJ2 

The head // should be measured to the bottom of the bed. Since these 
equations are calculated for a constant thickness of filtering medium, they 
do not hold where the liquor level falls below the surface of the bed. 

Special Case B. Granular Precipitates Which Settle Readily in Box 
Filter. — For granular precipitates, which may be considered incompressible, 
the rate of flow is directly profiortional to the pressure. A highly granular 
pre(!ipitate will settle to the bottom of the box almost immediately and 
therefore, with a constant head, the thickness of the cake is directly propor- 
tional to the volume added to the filter plus the initial thickness, t.e., the 
thickness of sludge that entered with the liquid necessary to fill the box, or 


where Lq is the initial thickness of the sludge. 

^ KHA KHA 

dB r I *' 

i'OT — 
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(9a) 

^constant. (96) 

A 2A^ 


For varying heads, i.e., in case the filter is filled and then allowed to drain 
without adding any further liquid, this case simplifies to the preceding one, 
and, as before, 


ln^ = Ke. (9c) 

112 

This is because the precipitate settles at the start of the filtration, and, being 
incompressible, the sludge simply acts as a sand filter of type A. 

Granular precipitates which settle easily but are compressible obey 
the same laws, because, if the head is constant, the precipitate is (compressed 
equally throughout the filtration; if the head is allowcnl to fall, the greatest 
pressure is at the start and a precipitate, once compressed unch^r not too 
high pressure, does not greatly alter in (compactness with diminishing pres- 
sure. This compression can be allowed for in the equation, for, since 

L = kHi, 
dV KH A 
do kHi 


Then when the head falls and dF = —AdH, 


I Hi cO 


m) 


NOTES ON USE AND INTERPRETATION OF EQUATIONS 

The (Htuations for filtration under constant pressure check the 
experimental data within its precision, 7.e., during a given run 
the ratio (PO)/ {V/A) is proportional to the total volume of filtrate 
p(jr unit area and the proportionality constant varies from run to 
run as a power function of the pressure, the exponent being s. 

Figure 116 shows the results of several investigators on 
constant-pressure filtration of both compressible and essen- 
tially incompressible sludges. The data conform to straight 
lines, which is in agreement with Eqs. 4 and 6. The slope of 
the line corresponds to r"vnP'‘ 12 and the intercept on the ordinate 
at {V/A) =0 is p'fiP”'. Essentially all the available experimental 
data give the same satisfactory correlation. Figure 117 is a 
similar type of plot for the compressible homogeneous sludge 
of chromium hydroxide. Both the slope and the intercept 
increase with increasing pressure, indicating positive values of 
Note: V/A is expressed in pounds of filtrate per square inch on pages 35? 
to 354 and as cubic feet per square foot in Illustration 2, page 358. 
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both m and s. If the logarithms of these slopes are plotted vs. 
the logarithms of the pressures, the slope of the resulting line 
will be equal to s. Such a plot is given in Fig. 118 and the 
corresponding value of s is found to be 0.81. The value of m 
may be obtained in a similar way by plotting the logarithms of 
the intercepts vs. the logarithms of the pressures. The intercepts 
of Fig. 117 are plotted in Fig. 119, giving a value of m equal to 


16,000 

14.000 

12.000 

10,000 

Pf 

^ 8,000 

6,000 

4.000 

2.000 


0 

0 0.02 004 0.06 0.06 010 0.12 

Lbs. 

A / Sq. In. 

Fia. 116. — Constant-pressure filtration data. 

0.52. The values of the slope {r"vijP’'/2) and the intercepts for a 
number of different constant-pressure filtrations are given in 
Table I. This table also gives the values of the slope corrected 
approximately for variations in v by dividing these slopes by the 
pounds of solids per hundred pounds of filtrate. 

The sludges of the hydroxides of aluminum, iron and chro- 
mium have resistances that are as much as a thousand-fold 
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greater than the resistances of solids such as kieselguhr. The 
'^alues of s for the results on the filtration of different com- 
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Fig. 118. — Determination of 8. Fig. 119. — Determination of m. 


pressible sludges are summarized in Table II. These values are 
the greatest for the compressible hydroxide sludges, intermediate 
values being obtained for ferric oxide; a small but definite value 
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of s is obtained for kieselguhr and calcium carbonate. The 
interpretation of the constant-rate data is more complicated 
owing to the fact that generally, when {P6)/{y/A) is plotted 
vs. iy/A), both the slope r”vfiP^ and the intercept p'^lP”^ vary 


Table I 



P, 

Ib./sq 

in. 

^?M.X100 

lb. filtrate 

t^C. 


MP 


Inves- 

tiga- 

tor 


30 



L,000 

20 


8 


IG 

1 23 

23 

1,660 

90 

1,260 

0 


13 

2 . 65 

15 6 

3,200 

25 

1,210 

1 

CaCOj 

15 

4 11 

28 8 

2,900 

140 

706 

7 


10 

0 21 

21 

170 

60 

708 

1 


20 

0 21 

19 

120 

50 

670 

1 


50 

1 21 


168 


139 

3 

BaCOa 

38 7 

2 19 


6,. 300 

60 

2,880 

7 

70-nu'sh muible 

5 20 

0 48 

70 

120 

70 

250 

1 

lOO-mesh marble 

25 

0 45 

70 

105 

260 

234 

1 

MgCOa 

30 

0.22 

23 

2,500 

360 

11,400 

1 

PbCr04 

20 

1 48 

30 

390 

36 

260 

7 

FejOa 

50 

0 52 


1 ,090 


2,100 

3 

A1 (OH) a + kieselguhr 

15 5 


25 

18,000 

650 


6 


24 5 

1.0 

24 

27,000 

1,100 

16,900 

6 


33 


27 

54,000 

900 


6 

re(OH)a + IIyflow ... 

15 5 

f 1.18% Fe(OH)j 








v3.65% llyflow 

21 8 

4,500 

90 

930 

7 

ZnCr04 

50 

4 


344,000 

-600 

86,000 

4 

AKOlDa + MgCOa ... 

4 

2 4 


7,500 

no 

3,100 

4 

CrCOlDa 

5 



26,000 

400 


2 


10 

1 


40,000 

GOO 


2 


25 



96,000 

1,000 


2 


60 



150,000 

1 ,300 


2 


76 



210,000 

1,700 


2 


100 1 



240,000 

2,000 


2 

Al(OH). 

15 1 

0 4G 

23 

17,300 

350 

37.600 

6 


10 

0 37 

21 

21,600 

300 

.58,000 

6 


22 

0 4 

25 

19.000 

200 

47,500 

1 


40 

0 4 

25 

34,000 

-300 

86,000 

1 


90 

0 089 


13 , GOO 

2, GOO 

153,000 

5 

' 

60 

0 119 


11,700 

3,900 

98,000 

5 


20 

0 6 


33.000 

-200 

55,000 

5 


80 

O.G 


102,000 

2,600 

170,000 

6 

1 

80 

0 052 

16.5 

17,000 

400 

.326,000 

9 


80 

2 3 


200 , 000 

600 

87,000 

4 


40 

2 3 


128,000 

820 

56,000 

4 

Fe(OH)3 

10 

0 28 

21 

42,000 

300 

150,000 

9 


40 

0 273 

20 

110,000 

-3,000 

402,000 

9 


40.7 

0 37 

20 

43,000 

-90 

116,000 

7 


40 

1 89 

16 

420,000 

200 

220,000 

9 


60 

1 73 

17 

485,000 

1,300 

280,000 

9 


20 

1 76 

19 6 

216,000 

500 

123,000 

9 


20 

0 275 

23 

76,000 

200 

276,000 

9 




354 


PRINCIPLES OF CHEMICAL ENOINEERINQ 


)8000| 
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during the run. However, a satisfactory correlation may be 
obtained for noncompressible sludges, which were filtered under 
conditions such that pV-P*" was small, by plotting {P$)/{V/A) vs. 
(7/i4), from which the slope of the line is equal to /'vp. For 
compressible sludges it is possible to solve Eq. 7 as a series of 
simultaneous equations, choosing sufficient experimental points 

to evaluate the constants. 
An alternate method is to 
determine s from constant- 
pressure runs on the same 
sludge, and then to plot 
{Pe)/{V/A) vs. P^{V/A) 
for the constant-rate run. 
If p'pP*^ is sufficiently 
small, a straight line of 
slope r"t;p should result. 
In Fig. 120 the constant- 
rate filtration data^®> on 
ferric hydroxide are plotted, 
using s equal to 0.69 as 
determined from constant- 
pressure tests by the same 
investigator on the same 
sludge. From the slope of 
the line the value of r"«;p/a 
is calculated as 46,000, 
which may be compared with the value of the same group 
obtained by multiplying (/'vpPV^a), given in Table I for the 
constant-pressure filtration test at 10 lb. per sq. in., by 
which gives r"i;p/a equal to 61,000. 

General Applicability. — In the case of homogeneous compres- 
sible precipitates filtered under conditions such that decantation 
does not play a part in the filtering operation, the coefficients, 
5 and r', determined thus from constant-pressure or constant-rate 
conditions check reasonably well. However, one should always 
determine experimentally these coefficients on the particular 
sludge for which the equation is to be employed under conditions 
as nearly similar as may be to those of actual operation ; that is, 
if one proposes to operate at constant-pressure or constant-rate 
or constant-pressure gradient, the experimental data should 
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be obtained on this particular type of cycle. On the other hand, 
given data obtained under one set of conditions, the equation 
may be safely used to secure a preliminary estimate of the influ- 
ence of change in those conditions. 


Table II 



Pressure range, 
Ib./sq. in. 

— 

Investigator 

Al(OH)a 

20-80 

0.65 

4 


10-80 

0 75 

5 


10-40 

0.88 

1 



0 56 

6 

Fe(OH )3 

20-60 

0 69 

9 

Cr(OH)3 

5-100 

0 81 1 

2 

ZnCr 04 

10-70 

0 72 

4 

FeaOa 


0.18-0.41 

3 

MgCOa 


0.10 

6 

CaCOa 


0 14 

3 



0 09 

6 

Kieselguhr 


0 05 

3 



0 02 

6 


Variability of Individual Sludges. — As has already been indi- 
cated, compressible sludges are extremely sensitive to the condi- 
tions under which they are produced and rapidly change in 
character with time, although this change usually becomes 
progressively less the longer this period. Data have been 
obtained on sludges produced and filtered under supposedly 
identical conditions, the filtering time of which varied fourfold. 
Because of this sensitiveness, laboratory data obtained from 
small-scale experimentation cannot be used with safety for 
purposes of engineering design except as a first approximation. 
It is possible in the laboratory to produce the precipitate in 
question under conditions that will yield a sludge of maximum 
specific resistance so that equipment based on such data will at 
least be safe. It is, however, impossible to estimate the magni- 
tude of the factor of safety thus introduced. Consequently, 
where equipment is to be installed for a new process, on the basis 
of small-scale experimentation only, it should be designed on a 
reasonable basis, but with provision for expansion should this 
prove necessary. 
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Constancy of Operating Averages. — For one important pur- 
pose these equations are entirely dependable. Where a plant 
is in normal operation, the constants of these equations can be 
obtained from the average performance of the filtration equipment 
used on the sludge produced under normal conditions. Such 
constants obtained from average plant performance can be used 
with safety to estimate the result of proposed modification in 
operating conditions in the plant or for the design of filters for 
new installation provided the precipitate in the new plant is to 
be produced under conditions identical with those in the old one 
(see Illustration 1). 

Washing. — While data on filtration can be used to secure an esti- 
mate on washing time, it is safer to obtain washing data directly, 
especially in the case of chamber or ‘Opiate and frame type of 
filters, because in these the half-cake through which flow is 
reversed on washing is loosened up by this reversal and its 
resistance lessened. The extent of this (effect (^an be determined 
only experimentally. 

Constant Pressure vs. Constant Rate. — These equations show 
that for homogeneous sludges constant-pressure filtration is better 
than constant-rate filtration. On the other hand, the initial 
velocity in a constant-pressure operation is so high that it is very 
likely to cause the filtrate to run cloudy. Even in constant- 
pressure runs it is therefore; better to start at low and substantially 
constant rate until a thoroughly formed layer of sludge; is depos- 
ited on the filtering meelium. 

The maximum allowable pressure that can be toleratoel in a 
filtering operatieui is determineel by the streuigth of the filtering 
medium or by the tende;ne;y of the sludge to force its way through 
the filter. The higher the pressure, the less the life of the filter 
cloth and the greater the tendency toward cloudiness. In highly 
compressible sludges the gain by increased pressure is so slight 
that it is wise to restrict the pressure to a low figure. This 
maximum advisable pressure must, however, be determined 
experimentally with each individual sludge. 

Illustration 1. — In the filtration of a certain shulge, the pump is operated 
at maximum capacity until the pressure rises to 50 Ih./sq. in., and the filtra- 
tion is then completed at constant pressure. The constant-rate operation 
requires 16 min. and one-third of the total filtrate is obtained during this 
period. On the assumption that the resistance of the filtering medium is 



FILTRATION 


367 


negligible, determine (a) the total filtration time; (6) the filtration cycle if the 
filtrate per run is one-half that in (a), but the total filtration area is the 
same; (c) the per cent reduction in the time of filtration in (a) if a duplicate 
pump were installed in parallel with the present pump; and (d) the filtration 
cycle with the present pump and press to give the maximum amount filtered 
per day if the cake is not washed and if the time Oe required for removing 
the cake and reassembling the press is 20 min. 

Solution . — At the end of the constant-rate period, the pressure will be 
that prevailing in the constant- pressure period so that at this time the pro- 
portionality factor Ir^vyi will be ^ed. Calling this constant k and 

letting Vr and Sr represent the volume of filtrate and time at the end of the 
constant-rate period, respectively, then Eq. 26 becomes Fr/0r=A;/Fr, or 
Vr'^=ker for the constant-rate period. Integration of dV IdB-kjy for the 
constant-pressure period gives V^ — Vr'^-2k{e — er) where V and 0 represent 
the total volume of filtrate and total filtration time, respectively, per cycle. 
Tlie constant k can be eliminated from 
these relations, giving 

а. In this case V equals ZVr and dr 
e(iuals 0.25 hr.; hence 

0=:O.25[94-1]/2 = 1.25 hr. 

б. In this case Br will he the same as 
in (a) and V' will be (H)Vrt giving 
0'= 0.406 hr. 

c. With two pumps V”IbI! will equal 

"IVtIBt and the maximum allowable 
pressure will be reacdied when the cake 
is one-half as thi(!k as before; hence the A 
volume of filtrate in the new con- 
stant-rate period will be and b”^ 

will equal 0r/4, or 0.0625 hr. Since the total volume of filtrate is to be 
the same as in (a), Y” will now equal F /6 and B" will equal 0.0625 (36 -l-l)/2 
or 1.16 hr. 

d. The filtration cycle for maximum daily capacity corresponds to maxi- 
mum filtrate per cycle-hour, and may be found by setting the derivative of 
V /{B-\- Be) equal to zero, giving 

B—Br = Bcy 

which means that for maximum capacity the constant-pressure filtration 
time should equal that required for removing the cake and reassembling the 
press, } .1 hr. in this case. Even if the resistance of the filtering medium is 
not negligible, the values of F and B corresponding to maximum daily 
capacity are readily found by plotting the experimental data as a curve of 
F vs. 0, as in Fig. 120A, laying off Be horizontally to the left of the origin and 
drawing the straight line AB tangent to the filtration curve at the point B. 
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Ulustration 2. — A precipitate of ferric and aluminum hydroxides is being 
filtered at substantially constant pressure in a chamber press having dis- 
tance frames 3 ft. square and 1 in. thick. At the pressure used 4.5 cu. ft. 
of filtrate /sq. ft. of filtering area is obtained before the frames are full. 
The cake is not washed; 6.5 hr. is required to fill the press, and 40 min. to 
dump, clean and reassemble it. 

a. It is desired to wash the cake in this press with an amount of wash 
water equal to one-third that of the filtrate. If this be done, how much will 
the present filtering capacity of the press be reduced? 

A new press is to be purchased, which may be of the chamber or leaf type. 
The chamber press will be 3 ft. square as before. The leaf press will require 
20 min. for dumping and reassembling and 15 min. for filling with wash 
water and removing excess. It is understood that the new press is to be 
operated at the present capacity and pressure (practically constant). 

Parts h and c postulate a chamber press; parts d and e assume that a 
leaf press will be employed. 

h. F'or maximum filtration capacity without washing, what thickness 
distance frames should be specified for the chamber press? 

c. If the cake is to be washed with an amount of water equal to one- 
third of the filtrate, what width of distance frames should be provided for 
maximum capacity? 

d. Using a leaf press, how many square feet of filtering area are needed 
to equal the; filtration capacity of 1 sq. ft. of the present press, at the same 
time giving maximum filtering capacity without washing? 

e. The same question, but assume the cake to be washed with an amount 
of water equal to one-third the filtrate. 

Assume that the cost of the two types of press, including installation 
expense, is $2.50 per sq. ft. of filtering area for the chamber press, and $6.50 
for the leaf press. Assume the total charge against investment, including 
interest, depreciation, maintenance, etc., is 45 per cent per year. The oper- 
ating costs including overhead are 0.014 cent per hr. per sq. ft. of filtering 
area while filtering and washing and 0.11 cent i)er hr. per sq. ft. while 
dumping and reassembling. 

/. If the presses are in operation 280 days per year, 10 hr. per day, what 
thickness of frames is to be specified for the chamber press, and what thick- 
ness of cake should be formed on the leaf filter? 

g. The same questions, if the presses are operated 24 hr. per day for 360 
days in the year? 

Solution . — Assuming that the resistance of the filtering medium is small, 
the relationship between the volume of filtrate discharged, F, in the time d, 
through the filtering area of the press. A, working at the pressure F, is 
expressed by — 2kA^PB. Since in this problem the pressure remains 
constant, P may be disregarded and the equation simplified to 

V^IA^^Ke. 

Choosing as the basis of calculation the area of the present press, ^=^6.5 hr 
and V/ A =4.5. Solving, K is found to be 3.12, 
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The calculation is simplified by calling the thickness of the frame one nth 
of 1 in. ; t.e., if the frame is H in. thick, n equals 3. The capacity measured in 
filtrate then becomes “4.5/n” cu. ft. for each sq. ft. of filter cloth, and the 
frame must be filled n times to obtain the required 4.5 cu. ft. of filtrate; that 
is, the press must be operated through n cycles to perform the present duty. 

In considering the question of maximum capacity and minimum cost, it is 
advisable to tabulate the controlling factors as a function of some definite 
variable. In this case find how the time and cost for this definite amount of 
filtrate vary with the thickness of filter cake, and in so doing determine the 
following data: 


Table III. — Time Schedule, Chamber Press 
Basis = 1 Sq. Ft. 


No. 

of 

cycles 

Thickness 

of 

distance 
frame, \/n 
inches 

Filtering 

time 

per cycle 

Washing 

time 

per cycle 

Dumping 

time 

per cycle 

Total 
time for 
n cycles 
(no 

washing) 

Total 
time for 
n cycles 
(with 
washing) 

Time in hours 

1 

1 

6 5 

17 33 

0.07 

7 17 

24 

2 


1 .62 

4 33 

0.67 

4 59 

13.2 

3 

M 

0 72 

1 92 

0.67 

4.17 

9 93 

4 


0 41 

1 08 

0.67 

4.32 

8 64 

5 

H 

0 26 

0 69 

0.67 

4.65 

8,10 

6 


0 18 

0.48 

0.67 

5 10 

8.0 

8 


0.10 

0.27 

1 

0.67 

6.16 

8.3 


Differentiating the above equation, the rate of filtration at a given time is 
dV/d0 =3. 12^2/2 F. Inserting the value of V at the end of a filtering cycle 
for any frame thickness l/w, one obtains the rate of filtration that existed 
at this time. Obviously the rate will also be the washing rate for a leaf preBS 
with a filter cake of thickness 1/w; but for a chamber press the washing rate 
will be but one-fourth of this value, because washing is carried on through a 
cake twice as thick as that through which filtration has proceeded, and the 
effective filtering area is but one-half as great.* 

The method of calculating the above data may be understood by taking 
as an example one thickness of frame; for example, n equals 4. Using the 
equation 

=3.120, 

with the ratio V /A =4.5/4 = 1.125 (since the cake thickness is but one-fourth 
that employed when 4.5 cu. ft. was obtained), the time is 0.41 hr. The 

* This neglects any difference in viscosity between solution and wash 
water 
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rate of filtration at the end of the filtering period is obtained from the 
equation 


d(V/A)_ 3.12 
do 2iV/A)‘ 

as 1.39 cu. ft./(hr.) (sq. ft. of filtering area). The rate of washing in the 
chamber press is one-fourth this quantity, or 0.347. The volume of the wash 
water is 1.125/3 or 0.375 cu. ft./sq. ft., and the time of washing is this 
latter figure divided by the preceding one, or 1.08 hr. The time required 
per cycle for filtering, washing and dumping is therefore 2.16 hr., and the 
total time to do the work of a 1-in. frame, i.e.j to produce 4.5 cu. ft. of 
filtrate /sq. ft. of filtering area, is 8.64 hr. 

Since cost data are given on a basis of 1 sq. ft. of filtering area, this basis 
is adhered to in figuring costs. For a chamber press operated 2800 hr. per 
annum, the investment charges are 250 (0.45) /2800 =0.0402 cent per hr. per 
sq. ft. of filtering area and, similarly, for a leaf press 0.1045 cent. Therefore, 
in a chamber press the total cost per hr./sq. ft. of filtering area for filtering 
and washing is 0.0402 -|-0.014 =0.0542 cent and for dumping 0.0402-1-0.] 1 = 
0. 1502 cent. The corresponding figures for a leaf press arc 0.1 185 and 0.2145 
cent. 

Costa are obtained by multiplying the time required for each operation 
by the cost of that operation, and the following data result: 


Table IV. — Cost Sc’hedule, Chamber Press (Ha8is = 1 Sq. Ft.), n Cycles 
(280 Days, 10 Hours per Day) 


No. 

of 

cycles 

Thickness 

of 

distance 
frame, l/n 
inches 

Filtering 
cost per 
n cycles, 
cents 

Washing 
cost per 
n cycles, 
cents 

Dumping 
cost per 
n cycles, 
cents 

Total cost 

no washing 
(n cycles), 
cents 

Total cost 
with 
washing 
(n cycles), 
cents 

1 

1 

0.352 

0.94 

0.1 

0.452 

1.392 

2 

i 

0.176 

0.469 

0 2 

0.376 

0.845 

3 

i 

0.117 

0.312 

0.3 

0.417 

0.731 

4 

i 

0.0882 

0.235 

0.4 

0.488 

0.725 

5 

i 

0.0705 

0.187 

0.5 

0.571 

0.759 

6 

i 

0.0587 

0.156 

0.6 

0.659 

0.815 

8 

i 

0.0433 

0.117 

0.8 

0.843 

0.960 


It will be noted that, whereas, without washing, maximum capacity was 
obtained with a i^s-in. frame, minimu?n cost is obtained with a J'^-in. frame; 
with washing, maximum capacity is secured with a J^-in. frame, and mini- 
mum cost with a H-in. frame. 

The methods of calculation for a leaf filter are entirely similar. The 
filtering time for such a filter will be the same for a >^-in. thickness of cake 
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as for a 1-in. distance frame in a chamber filter, since with 1-in. frames the 
final filtrate flows through a thickness of in. The results are given in the 
following tables, together with the costs for both chamber and leaf presses 
when operated 24 hr. per day, 360 days per year. 


Table V. — Time Sohedule, Leaf Press (Basis = 1 Sq. Ft.) 


No. 

of 

cycles 

Thickness 

of 

cake, 

inches 

Filtering 
time 
per cycle 

Washing 
time 
per cycle 

Dumping 
time 
per cycle 

Change 
time 
per cycle 

1 

Total 
time for 
n cycle 
(no 

washing) 

Total 
time for 
n cycle 
(with 
washing) 

Time in hours 

1 

j 

6.5 

4.33 

0.33 

0 25 

6.86 

11.44 

2 

i 

1 62 

1.08 

0.33 

0.25 

3.90 

6.56 

3 

i 

0.72 

0.48 

0.33 

0.25 

3.17 

5.36 

4 

i 

0 41 

0 27 

0.33 

0.25 

2.96 

5.04 

6 


0 26 

0.17 

0.33 

0.25 

2.95 

5.05 

6 

tV 

0 18 

0.12 

0.33 

0.25 

3.06 

5.28 

8 

* 

0 10 

0 066 

0 33 

0.25 

3 44 

5.96 


Table VI. — Cost Schedule, Leaf Press (Basis = 1 Sq. Ft.) 
(280 Days, 10 Hours per Day) 


No. 

of 

cycles 

Thickneas 

of 

cake, 

inches 

Filtering 
cost i)er 
n cycle, 
cents 

1 

1 

Washing 
cost per 
n cycle, 
cents 

Dumping 
cost per 
n cycle, 
cents 

Change 
cost per 
n cycle, 
cents 

1 

Total 
cost, no 
washing 
(n cycle), 
cents 

Total 
cost, with 
washing 
(n cycle), 
cents 

1 

i 

0.770 

0.613 

0.071 

0.054 

0.841 

1 408 

2 

i 

0.385 

0.257 

0.143 

0.107 

0.528 

0.892 

3 

i 

0.257 

0.171 

0.215 

0.161 

0.472 

0.804 

4 

i 

0.193 

0.128 

0.286 

0.215 

0.479 

0.822 

6 

’Ar 

0.154 

0.103 

0.357 

0.268 

0.511 

0 882 

6 

A 

0.128 

0.085 

0 427 

0.322 

0.555 

0.962 

8 

A 

1 0.095 

0.063 

0.569 

0.429 

0.664 

1.156 


It will be noted that maximum capacity is secured in this leaf filter without 
washing with a Ko“in- thickness of cake corresponding to a 3^-in. distance 
frame in the chamber press. With washing the maximum comes at sub- 
stantially the same point. Both with and without washing the minimum 
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cost for 10 hr. per day comes at 3^^-in. thickness of cake corresponding to a 
^^-in. distance frame. The fact that in both presses it pays to build up a 
thicker cake than corresponds to maximum capacity is due to the saving in 
labor charges secured at the expense of lowered press capacity. 


TAsnB VII. — Costs op Chambbr Press (Basis = 1 Sq. Ft.) 
(360 Days, 24 Hours per Day) 


No. 

of 

cycles 

Thickness 

of 

distance 
frame, l/n, 
inches 

Filtering 
cost per 
n cycles, 
cents 

Washing 
cost per 
n cycles, 
cents 

Dumping 
cost per 
n cycles, 
cents 

Total 
cost, no 
washing 
(n cycles), 
cents 

Total 
cost, with 
washing 
(n cycles), 
cents 

1 

1 

0.176 

0.468 

0.082 

0.258 

0.726 

2 

\ 

0.0875 

0.234 

0.164 

0.252 

0.486 

3 

\ 

0.0583 

0.156 

0.246 

0.304 

0.460 

4 

i 

0.0443 

0.117 

0.328 

0.372 

0.489 

5 

i 

0.0351 

0.093 

0.41 

0.445 

0.538 

6 

i 

0.0292 

0.078 

0.492 

0.521 

0.599 

8 

i 

0.0216 

0.058 

0.656 

0.688 

0.746 


Table VIII. — Costs of Leaf Press (Basis = 1 Sq. Ft.) 
(360 Days, 24 Hours per Day) 


No. 

of 

cycles 

Thickness 

of 

cake, 

inches 

Filtering 
cost per 
n cycles, 
cents 

Washing 
cost per 
n cycles, 
cents 

Dumping 
cost per 
n cycles, 
cents 

Change 
cost per 
n cycles, 
cents 

Total 
cost, no 
washing 
(n cycles), 
cents 

Total 
cost, with 
washing 
(n cycles), 
cents 

1 

i 

0.311 

0.207 

0.048 

0.036 

0.359 

0.602 

2 

i 

0.155 

0.104 

0.096 

0.072 

0.251 

0.427 

3 

i 


0.069 

0.144 

0.108 

0.248 

0.425 

4 

i 

0.078 


0.192 

0.144 


0.460 

6 

tV 

0.062 


0.239 

0.180 

0.301 

0.523 

6 

iSr 


0.034 

0.288 

0.216 

0.340 

0.590 

8 

A 

■ 

0.025 

0.384 

0.288 

0.422 

0.735 


Notwithstanding the fact of nearly threefold apparatus cost on the leaf 
filter, the actual filtering cost is only slightly higher than that of the frame 
press on a 10-hr. basis, and lower on a 24-hr. basis. 

The method of charging up such items as depreciation, maintenance, 
rental of floor space, etc., as a flat percentage against investment cost is open 
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to criticism. The same statement applies to expressing the dumping cost of 
a leaf press as proportional to its size. The fact is that the character of each 
one of these items will vary from plant to plant and their distribution in cal- 
culating costs must 1)0 modified accordingly. No method could be given 
here which will cover the majority of cases but this particular method satis- 
factorily illustrates the principle. 

The answers to the questions as stated are therefore as follows: 

a. Since the total time for the present press without washing is 7.17 hr. 
and, with washing, 24 hr., the capacity per hr./sq. ft. will be reduced from 
4.5/7.17=0.628 cu. ft. /hr. to 4.5/24=0.1875 cu. ft./hr., a reduction of 
70 per cent. 

h. From Tables 1 II it will be noted that the total time without washing is a 
minimum for H-in. distance frames. 

c. The time with washing is seen from Table III to be a minimum when 

using distance frames. 

d. With a leaf filter the filtering time without washing is a minimum 

with thickness of cake, filtration being completed in 2.95 hr. Since 

the present press recpiires 7.17 hr., it has only 41.1 per cent of the capacity 
of the new press. Hence the new press will require only 0.41 1 sq. ft. filtering 
area for each scpiare foot of the present press. 

V. Since the present pniss requires 24 hr. for washing, while a leaf press 
will do the work in 5.04 hr., the present press has only 21 per cent capacity 
of the leaf press, so that the size of leaf press recpiired will be only 0.21 sq. ft. 
of filtering a.rea/s(p ft. of area in the present press. 

/. Inspection of Table IV shows that the minimum cost of filtration in a 
chamber press without washing is obtained with J2-h^. frames and, with 
washing, by the use of '^-in. frames. 

The minimum cost with a leaf press without washing is found in K“in. 
thi(!kness of cake. This gives a total filtration time of 3.17 hr. as compared 
with 7.17 hr. in the present press, i.c., the present {iress has 44.3 per cent the 
capacity of the proposed leaf filter. This means that the new filter must 
have 0.443 sq. ft. of filtering area for each square foot in the present press. 
With washing^ the capacity of this new" press is therefore such that 0.223 sq. 
ft. of filtering area will suffice in jilace of 1 sq. ft. in the present press. 

The preceding paragraph must not be interpreted to mean that the capac- 
ity of a leaf filter so greatly exceeds that of a frame press. The comparison 
should be made, not with the present press, the frames of which are too thick, 
but w"ith the chamber press at its best, i.c., when using l2-h'- frames without 
W"ashing and ^4-in. frames with washing, requiring 4.59 hr. and 8.64 hr., 
respectively, as compared with the 3.17 hr. and 5.36 hr. required for the 
leaf press. In other words, the capacity of the chamber press is 69.1 per 
cent of that of the leaf press without washing and 62 per cent wdth washing. 
This means that the investment cost of a leaf press is correspondingly 
reduced. 

g. Inspection of the tabulated costs for full-time work shows the thick- 
nesses should remain unchanged except for washing in the chamber press, 
w"hich should now be done with 1^-in. frames. While all costs are low^ered, 
the leaf press now has the advantage over the chamber press. It may be 
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stated, in general, that large scale and continuity of operation tend to givo 
the advantage to the leaf type of press. 

It must not be forgotten that the numerical comparisons of the preceding 
paragraphs are dependent on the operating conditions and costs assumed and 
any variation in these will influence the results. However, the character 
«.rid direction of the influence of these factors on the relative advantages of 
^ne two types will remain in all cases the same. 

Nomenclature 

A = total area of filtering surface, sq. in. 

V = total weight of filtrate, pounds up to the variable time 0. 
i;= volume of cake, as it collects on the filter, cu. in. /pound of filtrate. 
P = total filtering pressure on cake. * 

Pi = pressure at interface between filtering medium and cake.* 
channels. 

$ = total time of operation = minutes. 

R = total resistance of cake divided by the viscosity. 
r= specific resistance of (;ake, i.c., the resistance of a unit cube, 
r' = coefficient in the equation: r=r'P*. 
r"=r'(l-.s). 

L= thickness of cake at variable time 0 = inches. 
p/A = resistance of press channels and “plugged^’ filtering medium divided 
by the viscosity, 
m = coefficient of *‘plugging.^' 

5 = coefficient of compressibility, 
i = coefficient of velocity effect. 

= viscosity, relative to water, 
p' =coefficient of the equation: p =p'(P— Pj)”». 
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CHAPTER XII 


BASIC PRINCIPLES OF VAPORIZATION PROCESSES 

INTRODUCTION TO EVAPORATION, DISTILLATION, AND DRYING 

That property of liquids by virtue of which they pass from the 
liquid to the vapor state, or the reverse, according to the tempera- 
ture and pressure to which they are subjectc^d, is the basis of very 
important industrial processes for separating one liquid from 
other liquids, or liquids from solids. 

Industrial terminology distinguishes three cases in which sepa- 
ration is accomplished by utilizing diff(Tcnces in the volatility of 
substances, and, while the classification is not a rigorous one and 
is sometimes illogical, it will be adopted for the purpose of a 
gene^ral subdivision of this field into thn^e chai)ters. 

Evaporation is the removal by va])orizati()n of a portion of the 
solvent from a solution of a solid or a practically nonvolatile 
liquid, when the vapor formed is valueless in comparison to the 
residue (except perhaps for its heat content). Since water is 
the only liquid that can be obtained in unlimited quantity, and 
lumce can ho economically disc^arded, eva])oration pro(^esses are 
limited in practice to water solutions, for example, the concentra- 
tion of aqueous solutions of inorganic compounds, glue, tannin, 
sugar, sulfuric acid, etc. 

Distillation* is the removal by vaporization of one liquid 
from another when the vapor is of sufficient value to warrant 
recovery by recondensation. For example, the removal by 
vaporization of water from its impurities, of stearic acid from 
unsaponifiable matter, of alcohol from water, of gasoline from 
kerosene, of benzene from toluene, of benzene from mineral oil, 
of gasoline from extracted wool grease, etc., arc distillation 
processes. 

* Under the term destructive distillation arc described those processes in 
which the material acted upon, such as wood, coal or bones, is first decom- 
posed by heat and the volatile products of the reaction are then drawn off and 
recovered. 
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When one solid is separated from other solids by vaporization 
and subsequent condensation, the process is spoken of as sublima- 
tion, Phthalic acid, for example, is purified by sublimation 

Drying is the removal, generally by vaporization, of a liquid 
from a solid. The term is also used to describe the removal of 
small amounts of water from liquid mixtures. For example, 
drying is represented by the vaporization of water from sand, ores, 
coal, leather, paper, fiber board, textiles, twine, starch, sugar, and 
wet crystals; again by the vaporization of carbon bisulfide 
from thio-carbanalide crystals, benzene from dipped rubb('r 
goods, organic solvents from impregnated and lacquered sub- 
stances, emulsified water from oil, and the like. In the chapter 
on Drying, certain cas(\s have been included when* the separ- 
ation is accomi)lished without resorting to the process of 
vaporization. While sucli cases should logically be classified 
under Mechanical Separation, the name Drying has been so 
firmly associated with these operations that they are taken up 
under this heading. 

C(irtain inconsistencies exist in practical terminology which 
the reader must not take too seriously. For (example, when 
water is separated from sea wat(T in order to ol)tain the dis- 
solved salt, the process is called evaporation; when it is the r(u*,on- 
densc'.d vapor that is wanted, f.e,, pure water, the process is called 
distillation. The apparatus employed in the two cases may, 
however, be practically identical. When the amount of water 
associated with alcohol is large, it is sei)arat(ul by distillation; 
when small, it is separated by drying with anhydrous copper 
sulfate. The vaporization of water from a glycerin solution 
is called evaporation although the apparatus used where glyc- 
erin loss must be avoided is identic*, al with that employed for 
distillation. 

These three processes have certain elementary principles in 
common. In order to lay a foundation for the development of 
the engineering problems involved in tludr consideration, these 
principles will be considered somewhat in detail. 

MECHANISM OF VAPORIZATION 

Vapor Pressure. — The molecules of a liquid are considered 
to be in a state of constant unordered motion, some moving 
with great velocity, while others move less rapidly. For any 
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temperature, however, there is a certain mean velocity of the 
moleculcwS, which for temperatures below the boiling point 
of the liquid is not sufficient to project them beyond the free sur- 
face of the liquid. But there are always some molecules that 
possess a velocity sufficiently greater than this mean so that, 
when they approach the free surface of the liquid, they overcome 
the mutual attraction exerted between them and other molecules 
in the liquid, and, continuing their motion, pass out into the 
surrounding space and exert a pressure upon the walls of the 
container as the resultant of the bombardment that their motion 
produces. Since they move in all directions, a certain number 
will strike the liquid surface from which they emanated, and 
again become a part of it. When the number of molecules 
reentering the surface is just equal to that leaving it, a condition 
of dynamic equilibrium exists, and the pressure exerted upon 
the W'alls of the container by these molecules is called the vapor 
pressure* of the substance at the existing temperature. 

If the space surrounding the liquid is filled with molecules 
of some otlier su))stanc(\s, e.g.y air, at a pressure not materially 
ex(^eeding 1 atniosplu're, the voids betwTen parti(;les are suffi- 
ciently large and numerous to enable the above-described 
j)henomenon to take place undisturbed. Since the pressure on 
the container is due to the sum of the molecular impacts, there 
will be present a final j)r(\ssure made uj) of the pressure of the gas 
originally present plus the vapor pressure of the liquid. Should 
the liquid possess that attraction for the molecules of the original 
gas which results in solution, this relationship no longer holds; 
nor is it valid if the original gas is under a high pressure, f 

If a liquid is made up of tw-o kinds of substances mechanically 
mixed but of low mutual solubility, for example, benzene and 
water, each will give off its individual molecules, and each wiD 
establish an equilibrium between the escaping and returning 
molecailes of its owm kind, and hence a vapor pressure of its owni 
irrespective of the presence of the other molecules. These 
pressures are additive and the sum of these partial pressures 
plus that of any gas originally present makes up the total pres- 

* This is also called the pressure of the saturated vapor or saturation pressure ^ 

t Deviations from the gas laws usually become large when the pressure is a 
considerable fraction of the saturation pressure of the liquefied gas (see 
P. 7). 
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sure within the container.* In other words, the mixture behaves 
as though the surface were alternately entirely one liquid and 
then the other. 

Vapor-pressure Lowering. — When the substances or compo- 
nents making up a liquid are mutually soluble, as, for example, 
alcohol and water, the escaping tendency of each substance is 
reduced owing to the presence of the other. The partial pressure 
of each and, since they are additive, the total vapor pressure of 
the liquid arc thereby reduced. Even when one of the sub- 
stances, for example, salt, has itself a n(^gligible vapor pressure, 
nevertheless, when dissolved in water, it reduces the vapor pres- 
sure of the latter. On the other hand, if the molecules of the 
dissolved substan(5e are very large, the reduction in vapor 
pressure of the solvent is negligible. 

It is important to visualize the reason for these facts. Assume an equi- 
molal solution of naphihahme dissolved in benzene. At ordinary tempera- 
ture th(^ volatility of the naphthalene nOative to that of benzene may be 
neRlccted. Furthermon*, there is good reason to believe that the size of the 
naphthalene molecaile is not far from that of the benzene molecAile. In the 
surface of such a solution approximately one-half of the area is therefore 
occupied by benzene and one-half by naphtliahaie molecuh^s. The chance 
for benzene molecules to escape from the solution into the vapor space is 
therefore only half what it is in pure liquid benzeme. In order to have 
equilibrium with benzene vapor, it is tluireforo neraissary for the vapor 
pressure above this solution to be only half that of pure benzene. Th(i 
reason for this is that any benzene moleeuh' coming from the vapor toward 
the surface of the liquid at high velocity will force its way into the liquid 
whether it hits a benzene molecule or a naphlhalene molecule in the surface 
of the liquid, because the difficulty of forcing either of these two out of the 
way is approximately equal. 

On the other hand, assume a solution of glue and water of such (!oncen- 
tration that one-half the surface of the liquid is occupied by glue mole.cules. 
When a water molecule from the vapor space impinges upon the surface of 
the liquid, it will force its way into the li(piid if it happens to hit a water 
molecule in the li(iuid surface. When it hits a glue molecule it is reflected 
back into the vapor since it cannot displace the large glue molecule. The 
situation is much the same as though one-half the surface of the liquid were 
covered with a sheet of glass. The result is that only half the liquid surface 
is available for entrance of water molecules from the vapor space. Conse- 

* If the mixture is not agitated, two layers will form and the lower liquid 
will vaporize through the upper much more slowly than if freely exposed. 
On the other hand, the evaporation is more rapid than might at first appear 
because the lower liquid dissolves to a finite extent in the upper and is carried 
by convection currents to the exposed surface, where it evaporates. 
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quently substantially the full vapor pressure of water is necessary in the 
vapor space in order to maintain equilibrium. 

It will be noted that the molecular weight of the glue is so high that the 
mol fraction of glue is negligible. One can generalize the preceding facts by 
saying that the equilibrium partial pressure of a volatile material in the 
vapor is proportional to its mol fraction in the solution. 

Heat of Vaporization. — If the molecules escaping from the 
surface of a body pass into air or other inert gas within a con- 
tainer, there is first formed this condition of equilibrium upon 
the inner surface of the relatively stationary gas film with which 
every surface is surrounded (see Chap. 11, Fluid Films). From 
the outer surface of this film the molecules pass into and through- 
out the remaining si)ace both by their own motion (diffusion) 
and by convection, until equilibrium is established in the entire 
container. Through the film itself they pass by diffusion. When 
the (container is not closed, both diffusion and convection proc- 
ess(\s carry the vapor from the surface of the stationary film 
into the outside air, which is to a corresponding extent pushed 
back into sj)ace, and the normal atmospheric i)ressure is main- 
tained. This total atmosi)heric pressure is now made up of the 
vapor pressure of the substance (which when ecpiilibrium is 
reachc'd is the same as though no air were present) and that 
amount of air which has not been driven back. 

Therefore, in order for vaporization to continue at a constant 
temperatun*, the dynamic equilibrium which tends to establish 
itself must be destroyed. If the surface of the substance is 
exposed to the atmospliere, the molecules arising from it may be 
swept away by a current of air; this takes place in air drying 
and during evaporation of liquids into air. If the containing 
vessel is closed, these molecules will pass to a region of lower 
pressure, i.e.^ where then' are fewer of them. Such a region may 
be maintained by constantly removing the vapor molecules by 
dropping the tc'mperature, thus decn'asing the number and also 
the velocity of the molecules, and hence the resultant pressure, 
as in a condenser; or by pumping out metdianically as in the 
‘Wapor-compression^^ system of evaporation (page 392); or by 
absorbing the molecules in a medium that has for them a great 
attraction, f.c., a medium which they will enter by impact, but 
from which they cannot return, such as drying over sulfuric acid 
and the like. 
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A constant temperature is not maintained of itself within a 
volatilizing liquid. Those molecules having the greater velocity 
possess also the greater amount of kinetic energy. Hence, as 
these leave the liquid, its mean kinetic energy decreases and the 
temperature falls. In order to maintain a definite temperature, 
therefore, heat must be added from an external source. This 
heat of vaporization varies with the substance, also somewhat 
with the ratio of pressure to temperature. The molal heat of 
vaporization (the heat of vaporization per unit mass multiplied 
by the molecular weight) for all liquids at their boiling point is 
of the same order of magnitude. The relation between heat of 
vaporization, molecular weight, temperature and pressure is 
given by the Hildebrand function (see Fig. 4, page 13). 

Boiling Point. — Since molecular motion is a function of tem- 
perature,* the hotter a liquid, the higher will be the percentage 
of its molecules having sufficient velocity to escape from the 
surface, and hence the greater will be its vay)or pn'ssure. There 
must then be a temperature where the escaping molecules of a 
.substance will maintain a pressure of tlunr own ecpial to the 
atmospheric pressure. The air can then be forced back indefi- 
nitely and the substance will vaporize indcffinitcly so far as pres- 
sure is concerned. This temperature is called the boiling point 
of the substance. 

FACTORS CONTROLLING VAPORIZATION 

If the liquid is in a space in which the partial pressure of its 
vapor is less than the vapor pressure it possesses at this tempera- 
ture, it will proceed to vaporize and its vapor will pass into space. 
But this change of state is accompanied by the large absorption 
of heat already noted. If this heat is not supplied from some 
external source, vaporization will nevertheless continue, and the 
necessary heat will be taken from the sensible heat of the liquid, 
with a consequent reduction of temperature. This fall in tem- 

* According to Smithsonian Tables (p. 399, 1920 od.), the mean velocity 
of gas molecules in feet per second equals 386\/7VAf, where T is the degrees 
Fahrenheit absolute temperature and M is the molecular weight. Thus the 
mean diffusional velocity of air at 70°F. and normal barometer would be 
1650 ft. per sec., or 1130 mi. per hr. However, owing to frequent collisions 
with other molecules, the average distance traveled between collisions is 
extremely small, with the net result that mass transfer by molecular diffusion 
is a slow process. 
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peratiire of the liquid is accompanied by a corresponding decrease 
in vapor pressure. Finally a temperature is reached where the 
vai)or pressure of the liquid is equal to its partial pressure existing 
in the space and vaporization will cease. 

Therefore, in order that vaporization may continue, two condi- 
tions must bo met: 

First, the heat necessary for vaporization must he continuousLy 
supplied. 

Second, the equilibrium that forms hetiveen the vapor pressure 
of the liquid and its par tial pressure in the surrounding space must 
he continuously destroyed. 

If (ither one of th(\so two conditions is neglected, vaporization 
will be r('tarded or even stopped. 

CAPACITY 

In all three processes (evaporation, distillation and drying) 
lh(^ rate of vaporization, and hemn^ tlui capacity, are determined 
by th(' rate of lu'at su})i)ly. Where the lieat is transferred by con- 
duction and conv(‘etion, as is oft(‘n the case, the capacity is 
determined by the following integrated form of Newton^s law: 

Q/B = {U) 

wiiere Q/6 is B.t.u. transferred per hour. 

An inspc'ction of this equation show^s that the capacity {Q/ff) 
is (h'termiiK'd by thc' product of thn^e factors: 

proper average area of heating surface, sq. ft. 

(A)^^ =a proper average overall temperature diffenmee in dc'g. 
F. between the points from and to wiiich heat is 
flowing. 

17 = Overall coefficient of heat transfer, which may bs 
experimcmtally determined, or estimated from a 
knowl(‘dg(^ of ('ach of the resistances to be encoun- 
tered (see pages 106 to 142). 

Where' heat is transferred by radiation, the rate of heat supply 
is determined by 

1. The areas of the surfaces, and their arrangement. 

2. The diffi^rence of the fourth powers of the absolute tem- 
peratures. 

3. The emissivities of the surfaces. 
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When heat is being supplied by both mechanisms, the rate 
of flow of heat is calculated by adding the rates calculated by the 
appropriate equation for each process. 

For general discussion of the equations, data and illustrative 
examples for these mechanisms, the reader is referred to the 
chapter on Flow of Heat. However, the mechanism by which 
heat is carried into a vaporizing liquid, and by which the vapor 
forming on the surface of the liquid is removed, is so controlling in 
all these processes that it will be considered in detail in subse- 
quent chapters. 



CHAPTER XIII 


EVAPORATION 

BASIC FACTORS 

To secure the evaporation of a volatile liquid, there are two 
and only two essentials that must be provided: 

First, the necessary heat must be supplied to the liquid. 

Second, the vapor evolved must be removed from above the 
surface of the liquid and not allowed to accumulate. 

1. Heat Supply. — It is necessary to supply the heat to the 
liquid itself, because the vapor bubbles are developed there, and 
at the instant of their formation to absorb the heat incident to 
their evolution. The heat may be supplied in two ways: 

1. By direct exposure of the liquid to the source of the heat. 

2. Indirectly by transmission through a suitable solid retain- 
ing wall. 

2. Vapor Removal. — The vapor evolved may be carried away 
in two conditions: 

1. Mixed with an inert gas {e.g., air, flue gas, etc.). 

2. As undiluted vapor. 

CLASSIFICATION OF EVAPORATION PROCESSES 

Since there are two ways of supplying the heat and two con- 
ditions in which vapor may be removed, there arc four combina- 
tions possible: 

Case 1. — The heat is supplied through the free surface of the 
liquid, and the vapor is carried away by an inert gas. 

Case 2. — The heat is supplied through the free surface of the 
liquid, and the vapor is evolved in undiluted form. 

Case 3. — The heat is transferred through solid retaining walls 
to the liquid, and the vapor is swept away by an inert gas. 

Case 4. — The heat is transferred through solid retaining walls 
to the liquid, and the vapor is evolved in undiluted form. 

The various evaporation processes will be classified under these 
four subdivisions 
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CASE I 

The heat is supplied directly through the free surface of the liquid, 
and the vapor is swept away by an inert gas. 

Evaporators in which the heat is supplied through the dis- 
engaging surface of the evaporating liquid possess the advantages 
that the apparatus may be built of material chosen with special 
regard to its resistance to corrosion irresp(H;tive of its heat 
conductivity, that the evaporator is practically unaffected by 
incrustation of solids depositing from the liquid, and that, when 
the initial source of heat is a hot inert gas, the h(‘at transfer 
may be dircict from the source to the liquid. The main limitation 
of this type is that hitherto no one has succeeded in adapting it 
to utilize the multiple-effect principle. 

1. Solar Evaporation. — The (‘heapc^st, although in most locali- 
ties least reliable, source of heat is the sim. Here the heat is 
transferred din^cily into the liquid ))y radiation from the sun, 
and also to the liquid surface from the air by (‘onvection. Salt 
solutions are somc^times conccntratc^d in shallow rectangular 
l)ans by this method. 

2. Ricks. — A simple evai)orator of this tyi)e consists of 
piles or ricks’^ of brushwood over whi(*h salt solution trickles 
from distributing troughs above, and the concentrated brine 
is collected in drains below, the evaporation being accom- 
plished largely by tin; wind. Cov('Ts are unnecessary in this 
case, as during rain the flow^ of brine is discontinued. The 
gypsum in the brine soon covtn-s the twigs with thick incrusta- 
tions, and the ricks eliminate a large amount of this troublesomi? 
matcirial. 

3. Porion Evaporator. — A continuous apparatus using an 
artificial heat supply is the Porion evaporator. This consists 
of a horizontal chamber on the bottom of which flows the liquid 
to be evaporated, while above it the fliui gascis from tiui furnace 
underneath pass in an oj^posite direction. Tho liquid is given a 
large surface and intimate contact with the hot gases, being 
thrown by centrifugal force in the form of drops into the gaseous 
space by a series of disks on a rapidly rotating shaft placed cross- 
wise in the evaporating chamber, the disks dipping partly into 
the liquid below. Because of the high temperature difference 
realized and the large surface exposed, the evaporative capacity 
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is substantial; the disadvantage is contamination of the liquor 
with soot and dust from the flue gases. 

4. Spray Evaporators. — Evai)orati()n of a solution may be 
carried to completion and a dry dust obtained by spraying the 
solution into a chamber against hot gases (page 634). If, during 
th(4r fall, the droplets can be exposed to direct radiation from the 
fuel bed, evaporation is acc^elerated and a large capacity realized. 
Thus, common salt may be so recovered, and the concentrated* 
waste liquor from pulp mills, operating the soda or the sulfate 
process, may be in this way, not only evaporated, but dried and 
incinerated. If the spray produces relatively small droplets, the 
resultant dust may be so fine as to present difficAilty in its settling, 
thus causing loss of material up the stack. However, devices are 
available for recovering vsuch dust (see pages 313 to 315). 

6. Tower Evaporation. — Instead of subdividing the liquid 
into small drops, a large surface may be obtaiiK'd by passing the 
liquid in a thin film over bricks or other filling in a tower up which 
hot flue gas is passing. When oil or dust-free producer gas is 
used as a fuel, no dust is introduced and rapid evaporation is 
effected. 

The Glover tower of a sulfuric acid chamber plant, while 
fulfilling a number of functions, is an evaporator of this type. 
Dilute acid is fed to the top and is concentrated as it falls, the 
evaporation being at the expense of the sensible heat of the hot 
gases entering the bottom. In recent years installations of this 
tyj)e have bcnni (U'veloped for the concentration of dilute sulfuric 
acid, the acid flowing down over the filling material of a tower, 
counter(Airrent to hot furnaces gases from an oil burner located 
beside the bottom of the tower which serves as its flue (Gilchrist 
concentration syst(nn). SiK^h an installation is pc^culiarly suited 
for tliis })articular operation, because at the high temperature and 
acid concentration i)revailing at the bottom of the tower relatively 
large quantities of sulfur trioxide are volatilized. The top of 
the large tow(*r serves as a combination of rectifying column, 
partial cond('nser and final condenser, wherein this volatilized SO 3 
is condensed and reabsorbed, thus avoiding its loss and the serious 

* The dilute waste liquor is concentrated in a multiple-effect system of 
evaporators to a point such that, when fed into a rotary furnace, the heat 
evolved in combustion of the organic material is sufficient to cvar»orate the 
residual moisture. 
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nuisance created by its escape. In view of the simplicity of the 
apparatus and the ease of operation, it is surprising that towers 
of this sort, fired directly with the flue gases from a furnace, are 
not more widely used. 

6. Evaporation by Bubbling Gas through the Liquid. — Not- 
withstanding the low partial ijressure of most liquids at moderate 
temperature, substantial evaporation can be effected by passing 
air or other gases through the solution at as high a temperature as 
the liquid will tolerate without serious decomposition. The air 
should be injected in very fine bubbles and in large volume. For 
example, a solution of lactic acid may be thus concentrated 
without deterioration, as a result of even, moderate heating. The 
air is effective, not only for carrying away the vapor which springs 
into the small bubbles as they pass through the liquid, but also 
for agitation which maintains the liquid at a uniform (maximum) 
temperature. 

CASE II 

The heat is supplied through the free surface of the liquid y and 
the vapor is evolved in undiluted form. 

There are no examples of this case in practice. Conceivably, 
it could be realized by generating radiant heat electrically within 
a closed still, but such a system has no apparent advantages, 
while it has obvious disadvantages. The case of evaporating 
water from a solution or suspension sprayed into a chamber con- 
taining superheated steam will be treated under Drying. 

CASE III 

The heat is transferred through solid retaining walls to the liquidy 
and the vapor is swept away by inert gas. 

This combination is seldom found, except where the evapora- 
tor is direct-fired and the flue gases are allowed to flow over the 
free surface of the liquid. In this case, heat may be transferred 
in two ways: conduction through the walls of the evaporator 
body and convection from the flue gases to the surface of the 
liquid in the evaporator. The passage of the flue gas over the 
surface of the liquid will have no effect in increasing the capacity 
unless the rate of evaporation is so slow that the vapor is evolved 
at a pressure below atmospheric, as in the concentration of sul- 
furic acid in open pans or dishes. In this case, the vapor pres- 
sure of the water is much less than 1 atmosphere because of 
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the vapor-pressure lowering caused by the acid. A modification 
of this case is found in the salt industry in the form of apparatus 
known as ‘‘salt grainers.” These grainers comprise large shallow 
rectangular chambers, built of wood, concrete or steel, fitted with 
large-diameter tubes with steam on the inside. Steam is 
admitted at such a rate that no ebullition takes place, the 
evaporation going on quietly with no disturbance of the liquor 
surface. Meanwhile salt crystals form on the surface and gradu- 
ally sink to the bottom of the grainer. 

For the evaporation of very corrosive liquids, pans may be 
constructed of special materials. Thus, for the concentration of 
sulfuric acid above 60°B6., pans of platinum and gold were 
formerly widely used, direct-fired, and provided with draft hoods 
for removal of the fumes. At one time even glass, in the form of 
large evaporating dishes, was used for this purpose, but the break- 
age, due both to shock and to unequal heatings, was excessive. 
Later, dishes of fused silica of various shapes, arranged in 
cascade, so the acid under concentration flowed continuously 
through the apparatus, were introduced. To avoid breakage 
due to unequal expansion of setting and dish, these were placed 
on rings of asbestos packing in the top of the flue from a suitable 
furnace, and were thus directly heated by the flue gases. The 
flow of acid was countercurrent to that of the gases, to provide 
for the rising boiling point of the acid during evaporation. As 
before, draft must be provided for removal of fumes. These 
dishes are fragile and breakage is severe, especially in the expen- 
sive larger sizes. It has been attempted to replace them by dishes 
cast of high-silica iron but practice in this field is not yet 
standardized. 

In the production of c.p. chemicals and other more expensive 
products, porcelain evaporating dishes up to 18 in. in diameter 
and 6 in. deep are used; they are resistant, but of poor conduc- 
tivity, fragile and expensive. 

CASE IV 

The heat is transferred through retaining walls to the liquid, 
and the vapor is evolved in undiluted form. 

By far the greater part of evaporative equipment falls in this 
class. The source of heat may be (1) fire or hot gases, (2) hot 
oil or other liquid, or (3) vapor usually steam. The most impor- 
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tant of these is steam, and the rest of this chapter will be largely 
devoted to this case. 

1. Direct-fired Evaporators. — These consist usually of a cast- 
iron pot or steel pan set over a fire. It is well to have combustion 
nearly complete before the flue gases strike the metal parts of the 
evaporator body, as the rate of combustion of the unburned gases 
is greatly decreased when the temperature of the gases is lowered. 
The main resistaruje to the flow of heat in direct-fired evapora- 
tors (or stills) is on the combustion side of th(i evaporator body, 
and hence stirring of the contents of the evaporator will not 
greatly increase the capacity. However, positive circulation in 
the evaporator may be necessary to overcome the tendency of 
certain parts to become overheated, for example, when a very 
viscous material is being heated. The capacity depends mainly, 
then, upon the area of ^^stil^' bottom exposed to heat and the 
difference in temperature between this and the source of heat. 

A modern type of vapor generator, often called a “pipe still, 
consists of a number of liorizontal tubes, joined by return-bend 
fittings, to form a long continuous passage. The fluid to be 
heated is pumped in at the bottom of an “ ec.onomizcr ” section 
heated by the combustion gases flowing to the stack, and flows 
upward through this so-called convcK'tion section, and thence 
to tubes located in the combustion chamber of the furnace, 
where the outer surface is heated by both radiation and convec- 
tion. The heated material then discharges into a vapor-liquid 
separator. Where desirable to reduce vapor generation in the 
tubes tlie pressure th(Tein is controlled by a throttle valve just 
prior to the separator. 

2. Oil-heated Evaporators. — Where a sufficiently high tem- 
perature cannot be obtained by using steam at commercial pres- 
sures, and where direct firing is undesirable, the heating may be 
accomplished by the use of hot oil. This method of heating may 
be applied to practically any form of apparatus designed for heat- 
ing by means of steam, but usually it is applied to jac^keted kettles. 

The oil-heating system consists in a din'ct-fired “absorber,’^ 
which is often similar to a water-tube })oiler, togetlu^r with a num- 
ber of automatic safety devices designed to pr(*vent overheating 
of the oil or “burning out’^ of tubes in the al)Sorber. 

3. Vapor-heated Evaporators. — It very frequently happens 
that steam can be used as a source of heat more conveniently 
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tlian the direct combustion of fuel. The devices thus utilizing 
steam are many, but certain basic conditions must be met for the 
most economical practice. As previously indicated (page 371), 
capacity is directly proportional to the product of the following 
three factors: area of heating surface, overall difference in tem- 
perature between steam and boiling liquid, and overall coefficient 
of heat transfer from steam to boiling liquid. 

In order that the heating surface may be as effective as possible, 
one must have provision for conducting the condensed steam 
(water) promptly out of the heating system and provision for 
preventing the accumulation therein of the fixed gases carried 
by the steam. 

The value of the overall coefficient of heat transfer, as shown 
in the chapter on Flow of Heat, depends on a number of 
variables : 

1. The Coefficient of Heat Transfer on the Vapor Side . — 
Primarily because of the higher thermal conductivity of the 
condemsate, higher h('at-transfer coefficients are obtained when 
condensing steam than when condensing organic vapors (page 
135). With dropwise condensation of steam (page 138) much 
larger coefficients of heat transfer are obtained than with 
film-type condensation. 

2. The Thermal Conductivity and Thickness of the Walls of the 
Heat-transfer Surfaces. — The thermal conductivity of copper is 
approximately nine times that of steel, and tlu; thickness of copper 
tubes is usually about the same as that of seamless steel tubes; 
thus, if the thermal resistances of the heating surface were the con- 
trolling factor, a ninefold increase in capacity would be expected 
uiH)n th(i substitution of copper for steel tubes. However, the 
thermal resistance of metal tubes in an evaporator is usually 
small compan^d to the total resistance, so only a small increase 
results from such a substitution. Obviously, the less the other 
resistances in comparison to that of the walls of the heating sur- 
face, the greater is the gain, but even under the most favorable 
conditions, i.e., with practically pure steam condensing on one 
side and very rapid circulation of boiling liquor on the other, the 
gain rarely exceeds 30 per cent and is usually much less. How- 
ever, where the walls of the heating surface are relatively thick 
and made of a material of low' thermal conductivity, such as 
enameled iron, the overall coefficient from condensing steam to 
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boiling liquid may be considerably less than the value obtained 
with a thin all-metal wall. 

3. The Coefficient of Heat Transfer from the Heat-transfer 
Surface to the Solution. — This depends on the effectiveness of the 
convection currents and the physical properties of the solution. 

In na^zirai-circulation evaporators the rate of flow of liquid 
past the heat-transfer surface is caused by differences in head due 
to differences in density brought about by the difference in 
temperature between the heating surface and the fluid, and is 
affected both by the resistance to fluid flow due to the dimensions 
and arrangement of the heating surface and by the physical 
properties of the solution and the vapor bubbles. Apparently 
part of the vapor is generated on the heat-transfer surface, but 
as the liquid, superheated by contact with the heating surface, 
circulates into the main body of the solution, additional vapor 
is generated. For a given evaporator and solution, the 
viscosity of the solution and the temperature difference are 
important variables in determining the magnitude of the coeffi- 
cient of heat transfer from the heating surface to the boiling 
solution (page 140). For a given solution in a given type of 
evaporator, a linear relation may be obtained by plotting on 
logarithmic paper the product of the ovc^rall coefficient of heat 
transfer and the viscosity of the boiling solution against the over- 
all temperature difference between condensing steam and boiling 
solution (Fig. 121). However, this relation breaks down at high 
temperature differences, where IJ goes through a maximum value, 
as indicated by Fig. 52, page 141. 

In /orced-circulation evaporators the solution is caused to flow 
rapidly past the heating surface l)y means of a pump or stirrer, 
thus reducing film thickness and increasing the coefficient of 
heat transfer. With upward flow in vertical tubes, the vapor 
generation may be unimportant until near the outlet; in such case 
most of the surface is used in heating liquid and hence the 
coefficients approach those for heating liquids in tubes. With a 
given solution in a forced-circulation evaporator, the mass 
velocity of fluid past the surface is the most important variable, 
but viscosity, thermal conductivity and specific heat are also 
involved. A rough correlation may be obtained by plotting 
the overall thermal resistance \/U vs. a term that controls the 
thermal resistance on the boiling-liquid side, namely, 
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where m is the viscosity of the solution and G is the mass velocity 
(see page 140). 

The thermal conductivities of aqueous solutions do not vary 
widely with the nature of the solute, and decrease somewhat with 
increase in the concentration of the solute. The viscosity of 
aqueous solutions varies with the nature of the solute, usually 
rises with increase in concentration of solute, particularly at 
high concentrations, and increases with decrease in tempera- 



Overall Diff in Temp. CSteam+o Liquor) in Deg.F. 

Fig. 121. — U =ovorall coefficient of heat transfer, as B.t.u./(hr.) (sq. ft.) (deg. 

F ) ; ju' = viscosity of boiling liquor in centipoises. 

• Evaporation of Water, Badger and Shepard, Chem. Mel. Eng., 23 , 282 (1920). 
O Evaporation of Water, Claasen, Zeit. Vcr. Deut. Ing., 46 , 418 (1902). 

A Evaporation of Water, Torrey and ^’ratt, M.I.T. Thesis, 1913. 

X Concentration of Ten Per Cent Salt Solution, ibid. 

ture. An increase in viscosity not only increases the thickness 
of the film insulating the heating surface from the main body 
of the solution but also decreases the magnitude of convection 
currents, thus reducing the coefficient of heat transfer. In cases 
where the solubility of the solute decreases with increase in 
t'/cmperature, i.e., for substances having “inverted solubility 
curves, such as calcium sulfate, a layer of solid of low thermal 
conductivity forms on the heat-transfer surface, reducing the 
overall coefficient of heat transfer. Scale may also be deposited 
owing to decomposition of the solute, corrosion of the surface 
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and the presence of foreign matter. In any event, scale deposits 
seriously reduce the rate of heat transfer (pages 138 and 415). 

Uniformity of heating, completeness of control and general 
simplicity of operation are among the advantages incident to 
steam as a source of heat. Obviously, if low-pressure exhaust 
steam is available, considerable economy is introduced by its 
use, even when it is necessary to obtain the desired difference in 
temperature between the steam and the boiling point of the liquid 
to be evaporated, by lowering this latter by means of a vacuum. 
Where the desired condensation t(‘mperatiir(‘ is not obtained with 
steam at a convenient pressure, evaporators may be heated by 
the vapors of liquids having boiling points higher than water. 
Thus at 1 atmosphere mercury boils at 674°F. and diphenyl 
oxide at 550°F. 

Jacketed Kettles and Pans. — Apparatus of this type of the 
most diverse character is now available, and much latitude is 
enjoyed in size, shape*, means of agitation of the charge*, and 
material of ee)nstructie)n. Many manufaedurers sui)ply ke'ttles 
made of aluminum, eluriron, coppe^r, steel anel e^ast irem and also 
kettles lined with tin, silve*r, alloys anel enarne*! te) resist speeific 
corrosive actie)n. Although brittle, enameiled ware* of sufficie*ntly 
high quality can be* seciire*el to stanel up uneler reasonable servie^e 
conditions, as to both tem]M*rature variation anel shock; a draw- 
bae'.k is its lower thermal conductivity, as noted above. 

Standard Evaporator Bodies. — Me)st of the* evaporators in 
use are the)se heated by means of steam. Varienis type's are 
available* and the^se will be eliscussed in detail in connoedion with 
multiple-effect evaporation uneler the heading Typie*al J0vai)ora- 
tor Bodie's (see pages 393 to 399). Ho weaver, it should be 
remembered that such types eran be and are useel for single- 
effect operation, be)th for cemtinuous feed and discharge and for 
operation by the ‘‘batclU’ process. 

Evaporation in Vacuum. — There is se)metime*s an impression 
that evaporation can be carried on unde*r a vacuum at a less 
expenditure of energy than at ordinary atmospheric pressure. 
The actual saving is litthi or nothing, fe)r, while* less heat is 
required to bring the liquid to the boiling perint, the heat of 
vaporization increases as the tempe^rature falls (see Hildebrand 
chart, Fig. 4, p. 13), and furthermore a certain amount of energy 
is required to operate the vacuum pump. 
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The real advantages incident to the use of vacuum, are: (1) 
The boiling point of the liquid is reduced, and hence the tem- 
perature difference between the boiling point and condensing 
steam is increased, and evaporation is accelerated.* (2) Cheap 
low-pressure steam may be used. (3) Many substances, chiefly 
organic, dc^teriorate when their solutions are boiled at atmos- 
pheric pressure', as, for example, glue and tannin solutions, 
milk and concentrated solutions of sugar. (4) The size and 
character of many crystals may also be controlled by the tem- 
perature and rate of formation from an evaporating solution 
(page 400). 

Maintenance of Vacuum. — As already indicated, operating an 
evaporator under vacuum increases its capacity because of th(i 
iruTcased t('mperature difPf'rence between tlu' source of heat and 
the boiling liquid. Since the pressure is below atmospheric, the 
vapor must be pumped out, though it is important to condense it 
before removal, thus reducing the work required to a very small 
value. Assuming freef vapor passages and the absence of non- 
condeiisablc gases, the total pressure in such a system will be the 
vapor pr('ssure of th(' liquid at the lowest temperature to which 
it is cooled in thc' condenser, while yet in (‘ontact with its vapor. 
Were the pressure lower, no condensation could take place; 
were it higher, the temperature of the condensed liquid would 
instantly rise owing to condensation of more vapor into it. 
In geiK'ral, the pressures in such a system will bo somewhat greater 
than the above owing to the presence in the vapor of inert iion- 
condcaisable gases; if these are large in amount, the pressure will 
rise greatly. Provision must be made for taking these out of the 
condenser, either with the condensed liquid or s('parately. Obvi- 
ously the h('at of condensation evolved in the condenser must be 
removed; this requires adequate condensing surface and cooling 
medium. 

Condensers. — The condenscT may be of two types: (1) the 
cooling water is kept separate' from the c-ondensing vapor {surface 

* However, wlicn boiling lic^uids of low boiling point, it is easily possible 
to employ sueh a high temperature (lifferenee that the surfac^e becomes 
insulated with vapor; in sueh cases a high(;r rate of heat transfer is obtained 
upon reducing the temperature difference (see p. 141). 

t To make negligible any drop in pressure from point to point due ‘-o 
faiction. 
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condenser) or (2) it mixes directly with the vapor as a spray or 
film {jet condenser), as in Fig. 122. 

In surface condensers, to secure a high overall coefficient of 
heat transfer from condensing vapor to cooling medium, the 
requirements* are rapid circulation of the cooling medium to 
reduce the effective thickness of water film through which heat 
must flow by conduction, immediate removal of the condensed 
liquid and as nearly complete removal as possible of noncon- 
densable gases to prex^ent the for- 
mation of an insulating film of 
relatively stationary gas. 

The disadvantages of the jet 
condenser are the necc'ssity of lifting 
all the (tooling water as well as the 
condensate and fixed gases from the 
prevailing vacuum to atmospheric 
pressures and the unavoidable 
escape of the permanent gases dis- 
solved in th(^ cooling water into the 
vapor space with corresi)onding rise 
in pressure. 

The advantages of a jet condevr- 
ser are that v(Ty rapid transfer of 
heat and Ikmico large (capacity per 
unit floor space are obtained 
because of the direct mixing of 
vapor and cooling water, that rel- 
atively simpl() constru(;tion is 
secured at a low cost, and the fact 
that, on account of dilution, corro- 

Fig. 122.— Jet condenser. (Cour- vapors may be condensed 

teay of bcnutle ana Koerting Co.) • p ^ 

Without destruc^tion of the contain- 
ing walls or the use of specially resistant matcirial. Because of 
their lower cost, jet condensers are ordinarily used, except when 
making ‘^distilled” water. 

In both typcis of condensers the liquid and gases may be 
removed by a wet-air pump, or separately by dry-air and liquor 
pumps. When a barometric leg is employed, no pumps are neces- 

* See pp. 109 to 143. 
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sary,* but the vacuum is improved by the use of a dry-air pump 
connected to the top of the apparatus. 

Heating Elements. — The small area of heating surface fur- 
nished by a jacket makes such an apparatus .undesirable for 
rapid evaporation of large volumes. Recourse is had, therefore, 
to heating elements made from pipe, either in the shape of coils, 
which may be of most complex forms, or straight tubes set in 
tube sheets at either end. 

Frothing and Entrainment. — Since the object of evaporation 
is the separation of vapor from residue, it is essential to secure 
such separation before the vapor passes to the condenser. 

In rapidly boiling liquids, the escaping vapor has a strong 
tendency to carry liquid with it, sometimes as bubbles or froth 
and sometimes as suspended droplets, probably produced by the 
bursting of bubbles during the escape of the enclosed vapor. 
The former is called frothing and the latter entrainment. 

Frothing. — With badly frothing liquids, where the bubbles 
are stable and persistent, it is sometimes difficult to prevent 
almost the whole body of liquid from lifting over with the vapor. 
Usually, however, the bubbles can be broken up by passing the 
froth over an additional heating surface; this causes further 
evaporation, with resulting distention of the bubbles to the point 
where they burst. This is readily accomplished where the heat- 
ing surface is in the form of coils or closely packed tubes, but the 
heating elements must be well distributed through the path of the 
frothy vapor, as the conductivity of such a mass is poor. In 
practice, if the liquid in such an evaporator begins to froth, the 
liquid leved may be lowered until a portion of the heating surface 
previously submerged is exposed to the vapor, thus lessening the 
amount of vapor disengaged below the surface of the main liquid 
mass and allowing the froth produced to play over the heating sur- 
face above the liquid, the level being so adjusted that the froth is 
broken up just at or above the top of the heating surface. Other- 
wise any heating surface in contact with vapor alone would be 

* Mtho\igh in a barometric condenser, i.e., one so placed that the cooling 
water and condensate flow by gravity through a column of liquid equivalent 
to the prevailing vacuum, no pump is required, yet this quantity of cooling 
water must at some time have been pumped to the top of the condenser, 
with the expenditure of an equivalent amount of energy. 
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ineffective in evaporation. The proper location of the level 
between main liquid and froth is determined by experiment. The 
lowering of liquid level to reduce foaming has the disadvantage of 
the formation of scale on the heating surface; where this deposited 
matter does not dissolve readily, the disadvantage is serious. 
Foaming liquids are usually treated in film-type evaporators 
(see pages 395 to 403). 

Entrainment. — It sc'ems probable that the most important fac- 
tor in determining entrainment is the ^‘mass velocity^’ of the 
vapor rising from the free or disengaging surface of the liquid in 
the evaporator, f.e., the pounds of vapor escaping through each 
square foot of disengaging surface per hour. Thc^ disengaging 
velocity allowable must, however, be d('termined for each specific 
case, as the viscosity, d(*nsity and surface tension of the liquid 
affect the result. Since tin; first and last of these vary greatly 
with change in temperature, hence with change in pnvssure, and 
also with concentration, it is unsafe to determine the maximum 
allowable disengaging velocity at other than the actual conditions 
to be encountered in the evaporator. A determination made 
experimentally in a small apparatus will, however, enable one to 
estimate within n^asonable limits the conditions that will be 
encountered in practices. 

In evaporators with submerged tubes, to allow such particles 
to settle back into the evaporator, it is important to provide 
above the disengaging surface of the evaporator reasonable 
headroom in which there is no constriction of area of (;ross section, 
thus avoiding increase in the velocity of the rising vapor. In 
industrial apparatus, this headroom is rarely less than 30 in., 
and should be 6 to 15 ft. The disadvantages of increasing 
headroom come from the increased size of thc^ apparatus and 
the greater heat loss to the surroundings. Owing to the small 
ratio of external surfac^e to volume in large evaporators, it is 
possible in such to iruTease the height of the vapor space without 
increase in pc^rcentage heat loss beyond what would bo found 
in a small evaporator. 

It is found advisable to remove the droplets that remain in 
the vapor by utilizing centrifugal force. This is accomplished by 
passing the vapor through a vess(‘l of greatly restricted section 
having a circular path, with provision for draining back into the 
evaporator the particles impinging upon the walls. Where 
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appreciable decrease in pressure of the vapor is allowable, it is 
possible to produce a high velocity through a long path, against 
baffle plates, and thus secure very effective removal of drops. 
The passage of the vapor around and against baffles followed by 
temporary reduction in velocity is sometimes used to separate 
discrete parti(?les therefrom, but the major action is the centrifu- 
gal effect at the points of change in direction. 

Energy Required for Evaporation. — The measure of the theo- 
reti(^al difficailty of (tarrying out any reac^tion or separation is the 
minimum amount of work necessary to effect the change involved, 
if performed under theoretically perfect and reversible conditions, 
^.e., the change in fr(*e energy. A process should be able to 
operate with a work consumption not greatly exceeding this value. 
It should be remembered that this energy must be supplied as 
work; mere heat is not its equivalent, though for convenience the 
energy is often (‘xpressc^d in heat units. On pages 422 to 423 
equations arc given for the minimum amount of work required, 
and it is shown that this is very small, amounting, in the case of 
a 10 per cent wat(‘r solution of glycerin, to but 6.4 B.t.u. per lb. 
of water evaporated. It is evident that the more concentrated 
the solution, the greater is the theoretical energy required, but 
even for coiuientrated solutions this value remains small. For 
colloidal solutions, those of high molecular weight, the 
reversible work is even less. Theoretically, therefore, the greater 
part of the heat supplied in evaporation should be recoverable, 
and such is the case. 

It was emphasized that the free energy necessary was a work 
and not a m(u-(' h(*at requirement, but, since available heat engines 
actually convert 20 per cent or more of the heat supplied into 
work, the theoretical heat requirement for a 10 per cent glycerin 
solution is only 32 B.t.u. per lb. of water evaporated. From this 
X)oint of view, a simple evaporator is a very inefficient mechanism. 
However, the heat required for evaporation is almost entirely con- 
verted into latent heat of vaporization, and is, in this form, carried 
out of the evaporator by the vapor ami can be again utilized by 
condensing the vapor. 

Suppose, for example, that in a given plant a certain amount 
of water is being evaporated at atmospheric pressure in the proc- 
ess of concentration of an aqueous solution. Most of the heat 
consumed appears as latent heat in the water vapor. It could 
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not, however, readily and directly be employed to evaporate more 
water under these conditions, since on condensing it this heat 
is evolved at the boiling point (100°C.), so that no temperature 
difference exists to force the heat through the necessary heat- 
ing surface into the fresh solution to be evaporated. If, however, 
the same plant had a corresponding supply of alcohol to be dis- 
tilled, the water vapor from the above evaporator could readily 
be used as a heat supply therefor, by condensation in the heating 
coils of the alcohol still, rather than by using boiler steam for 
this still. If, in turn, this same plant had ether to be distilled, the 
heating coils of the ether still could be used as a condenser for the 
alcohol vapor, thus avoiding the use of boiler steam in the ether 
still. In this way a succession of liquids of progressively lower 
boiling points can be evaporated with a single supply of heat. 
In other words, in the process of evaporation, the heat used is 
merely degraded in temperature and this degradation is slight. 

Multiple-Effect Principle, — However, the conditions above 
outlined, which allow a given quantity of lu^at to be used for 
evaporation a multiple of times by boiling a series of liquids of 
successively lower boiling points, do not frequently exist. But 
it is true that the boiling point of a water solution depends upon 
the pressure above it, and by a judicious selection of pressures a 
solution can be made to boil at the temperatures given for alcqhol 
and ether or any more suitable temperatures, and a similar 
economy of heat can be effected. Each evaporator (kettle or 
pan) is called an effect and this process is called multiple -effect 
evaporation. 

Suppose, for example, the steam entering the coils of effect A 
in Fig. 123 is saturated exhaust steam at 2.5 lb. gauge (17.2 lb. 
per sq. in. abs. pressure) and at 220°F., and the pressure in the 
vapor* space of A corresjmnds to a vacuum of 8.75 in. of mer- 
cury, or with normal barometer 10.4 lb. per sq. in. abs. pressure. 
The water in A will boilf at 195°F. and furnish steam to the 
heating coils of B at this temperature. The vacuum in the 

* For the sake of clearness, the steam evolved by a boiling solution will be 
referred to as ‘Wapor” while the word “steam’* will bo used to designate 
the source of heat in any particular effect. Obviously the vapor from one 
effect becomes the steam supply of the next. 

t For the purpose of simplicity, in this illustration boiling-point raising 
has been neglected. 
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vapor space of B is 19.1 in. and hence water will boil at 165°F. 
The vapor coming from B and entering the heating coils of C at 
165° will cause water to boil in C at 125°F. where the vacuum is 
26 in. Vapor from C at 125°F. will then pass to the condenser. 

Since the heating element of A is above atmospheric pressure, 
the condensed water in it can flow from it by gravity at a little 
below 220°F. But the condensed water in the heating space of 
B is under vacuum; hence the pump P' must be used to exhaust 
the heating space in B and deliver the water at atmospheric 
pressure. Similarly, the condensate in the heating space 
of C must be pumped out. 



It is evident that the condensed water from the heater in B 
at about 195°F. is in position to give up part of its sensible heat to 
the liquid boiling in C at 125°F., and by leading it into the heating 
element of C part of it flashes into steam on account of the lower 
pressure, reducing its temperature to 165°F., the temperature of 
the steam in the coils of C. The hot condensate from the heater 
in A is generally r(‘turned to the boiler. 

The solution to be evaporated is fed at 195°F. into the liquor 
spaces of effect A at Fo by means of a pump or by gravity. Since 
the pressures in B and C are progresvsively lower, it is evident that 
the solution can be drawn in sequence through the system by the 
pipes F' and P" and finally lifted to atmospheric pressure by the 
pump P'". This arrangement is called parallel flow, or forward 
flow. In order to permit the removal of fixed gases from 
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the heating space of all the effects, each is connected by a small 
pipe to the vacuum condenser or to the body of the vapor space 
of the same effect which is obviously at lower pr(\ssure. Where 
the noncoridcnsable gas is small in amount, the latter is better 
practice, as this method acts as a safeguard against the loss of 
steam due to its discharge with fixed gases. 

Economy vs. Capacity. — Theoretically, therefore, in this 
case 1 lb. of initial steam should evaporate approximately 
1 lb. of water in each of the effects A, B and C. In practice, for 
reasons discussed latcT, the evaporation jx^r pound of initial 
steam, even for a fixed nurnlx'r of effects operated in scries, vari(*s 
widely with conditions, and is best predicted by a heat balance.’^ 
The heat economy of such a system must not l)e confused with 
the evaporative capacity of one of tlu' (effects. If operated with 
steam at 220°F. in the heating space and 26 in. vacuum in its 
vapor space, effect A will evaporate as much water (nearly) 
as all three effects costing nearly three times as much ; but it will 
require approximately thr(»e times as much steam and cooling 
water. The capacity of one or more eff(x^ts in s(‘ri(\s is directly 
proportional to (1) the difference Ix^tween the condensing tem- 
perature of the steam sui)plied, and the tempe^rature of the boiling 
solution in the last (*ffect and (2) the overall coefficient of heat 
transfer from steam to solution. H(*nce, if these factors remain 
constant, the capacity of one eff(x*t is the same as a combination 
of three effects. On account of complications in construction and 
operation, multiple (‘ffects are not so frequently used for the 
evaporation of corrosive liquids, or wdiere fuel is very (^lu^ap, or 
for small-scale processes, })ut they are of great value and impor 
tance in increasing the economy of large^-scale evaporative proc- 
esses, and arc continually being simi)lified and improvcid. The 
savings r(\sulting from the installation of additional effects are 
discusvsed on pages 408 to 410. 

Efficiency vs. Economy. — In this connection, it may be 
noted that in the literature on evaporators the word “efficacmey” 
is often erroneously used for the ‘‘capacity” of a system. The 
true efficiem^y of any evaporative system can be determined, 
as shown on pages 387 to 388, but, since the data for this arc 
frequently inad(»quate and almost always inexact, it is wiser 
to express the performance of a given ai)paratus as its hciat 
“economy,” i.e., the evaporation obtained per unit of steam 
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consumption. This removes any uncertainty in the expression 
of the result. 

Terminal Conditions. — The highest temperature employed 
in an effect is limited by the corresponding pressure, which must 
not exceed the working strength of the apparatus. At times it 
is, of course, limited by the pressure of the available steam sup- 
ply,* also by the temperature to which the solution may be safely 
heated. The lowest pressure that can be realized depends upon 
the temperature of the cooling water. These limiting tempera- 
tures, together with the nature of the solution to be evaporated 
and the product required, are factors not usually within the con- 
trol of the designer of evaporative equipment, but are already 
determined. Collectively, they are designated the “terminal 
conditions” of an evaporative system, and represent the fixed 
and accepted limitations under which the equipment must be 
dcisigned to operate. 

Theoretical Limit of Number of Effects; Boiling-point Raising. 

Every solution exerts a vapor pressure lessf than that of the pure 
solvent at the same temperature, and corresponding to this 
vapor-pressure lowering is an equivalent boiling-point raising. 
That is, dissolved substances lower the vapor pressure of the 
solvcmt, such n^duction increasing with the concerntration of 
solute. Since a solution boils when its vapor pressure reaches 
that of its surroundings, it must be heat(Hl to a temperature above 
the boiling point of the pure solvent befon' ebullition can take 
pla(;e. The vapor rising from a solution is therefore superheated 
by an amount equal to this boiling-point raising (b.p.r.) and 
it muf-t be cooled by this amount before it will condense and 
give up its heat of vaporization. While the amount of super- 
heat is small when compared to the latent heat of the vapor, it 
should be noted that this latent heat of vaporization becomes 
available for use only when the vapor is cooled to a temperature 
low(u- than that of the solution from which it came by the amount 
of this b.p.r. This loss of temperature difference from condensing 
steam to boiling liquid in the next effect increases the heating 
surface required for the transfer of the heat. As is shown on 
page 414, a 33.3 per cent caustic soda solution has a b.p.r. of 

* Where power is needed in the plant, boiler steam may be expanded 
down to nearly atmospheric pressure through turbines or steam engines, 
the exhaust steam being used for the evaporators. See p. 410, 

t However, see p. 529. 



392 


PRINCIPLES OF CHEMICAL ENGINEERING 


34®F. Theoretically, the temperature difference from one 
effect to the next may be changed at will, but the drop due to 
the b.p.r. is a fixed quantity for any determined concentration 
of the solution. The possible number of effects, therefore, is 
limited to the total temperature drop available to force heat 
through the heating surface (and this is the difference in tem- 
perature between the steam supply and the cooling water) less 
the total b.p.r. in all effects. 

Multiple Use of Steam through Mechanical Work. — In the 

above discussion, the point was made that work, rather than heat, 
is the essential thing in evaporation, and yc't the methods of 
evaporation presented have involved heat transfer alone. It is, 
however, possible to use mechanical work effectively in evapora- 
tion, by mechanically compressing the vapor given off from an 
evaporating solution (more or less superheated by the b.p.r.), and 
again using the high-pressure steam thus securc'd, in the steam 
coils of the same effect from which the vapor came. 

As was stated on pag(' 388, the only reason that the vapor com- 
ing from effect A could not again be used in A to evaporate more 
solution is that it is at the same temperature as the solution 
boiling in A, and hence the heat would not flow from the heating 
space through the container walls into th(^ solution. The heat 
units are present in the vapor as latent heat, but they are avail- 
able at too low a temperature. If, now, this vapor is compressed 
to the proper pressure, its condensation temperature will be so 
raised as to be again available for transfc^rring heat in the heating 
coils of effect A. The chief difficulty with such a process lies in 
the size of compressor needed for compressing large quantities of 
low-pressure vapor, having a large volume, from the saturation 
point up to a pressure high enough for use in the heating coils. 
Owing to cooling by heat loss and to entrainment, it is impractical 
to use an ordinary air compressor; the erosion of the mechanical 
parts is also a disadvantage. The only mc'thod heretofore 
adopted for overcoming this has been the use of a steam ejector, 
employing high-pressure boiler steam to compress part of the 
vapor to the degree required for re-use. The resulting mixture 
of steam from the evaporator and the boiler then flows to the 
steam coils of the evaporator itself. That part of the vapor 
which is not compressed flows directly to the condenser. With 
this system it is possible to evaporate about 3 lb. of water per lb. 
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of boiler steam, or the equivalent of a triple-effect evaporator; 
but with high compressive efficiency and small heat losses, it 
should be possible to evaporate much more water per pound 
of boiler steam than this. The development of this type of 
mechanical evaporator offers much promise, especially for use 
where power is cheap relative to fuel. In its present form, this 
evaporator should be considered for small installations, as it 
makes possible the realization of high heat economy in a single 
effect. 


TYPICAL EVAPORATOR BODIES 

In any evaporator effect there must bo provided (1) means 
for supplying steam to the heating surface, (2) means for remov- 
ing the condensate and noncondensable gases, (3) disengaging 
space for separation of vapor from boiling liquid, (4) means for 
admission and removal of the solution to be concentrated and (5) 
provision for removal of vapor evolved. 

The heating surface of an effect is generally made up of tubes, 
straight on account of (»ase of construction and cleaning, either 
horizontal, vertical or inclined at an angle. The boiling liquid 
may be either outside or inside these tubes, the steam being in 
either case in contact with the other surface. Finally, the 
boiling liquid may lie over the heating surface as a deep layer, 
i.e., the tubes submerged in the liquid, or the boiling liquid may 
bo distributed over the heating surface a^ a thin film. Cor- 
responding to these possibilities, evaporator effects may be classi- 
fied under the following typt^s: 


Tubes horizontal 


laciuor oidside tubes 


\ Liquor inside tubes 


Tubes vertical (also in- 
clined) 


Liquor outside tubes 


( Submerged Tube Type (1) 

( Film Type .... (2) 

( Submerged Tube Type (3) 

I Film Type .... (4) 

( Submerged Tube Type . (5) 

I Film Type ... (6) 

( Submerged Tube Type (7) 

( Film Type .... (8) 


\ Liquor inside tubes 
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Effects, corresponding to all but one of these types, are found 
in commercial operation. Formerly there were several types 
known by the names of their designers, but experience has 
standardized practice in construction and a few types are now 
accepted as having justified themselves, and can be obtained of 
any one of a number of manufacturers. 

Type 1. Tubes Horizontal, Liquor Outside, Submerged Heat- 
ing Surface. — This is an important and widely used type. In the 
evaporator shown in Fig. 124, the steam is supplied to one of the 
two steam chests, from which it is distributed to the steam tubes, 
and the condensed steam is trapped out from the bottom of the 
chest at the other end of the tubes. The boiling liquid is in the 
main body of the evaporator around the heating tubes, and 
the space above the liquid serves for settling the entrained 
droplets from the vapor. The dilute liquor is fed in through a 
supply pipe at one sid(^ of the evaporator either above or below 
the liquor level, and the more concentrated liquor flows out 
at the bottom as shown in Fig. 124. The vapor leaving the top 



of the discjngaging space, before 
entering the vapor main lead- 
ing to the next effect or to the 
condenser, may pass through a 
steam separator (‘‘catch-alF^ 
containing one or more baffles 
for further separation of the 
(*n trained liquor from the va- 
pors. '^riie steam tubes are 
fittc'd into the steam ch(\st with 
gaskets of ru})ber or other suit- 
able packing material, held 
tight by fac^eplates screwed 
down upon the gaskets from 


Fig. 124.—Evaporator, Type 1. (Co?/r- steam chest sidc. In 

teay of Swenson Evaporator Co.) . ... 

order to insure circulation of 


the boiling liquid, a space entirely free from tubes is provided, 
either at the center or at the sides or both. Evaporators of 
this type are constructed by practically all manufacturers. The 
evaporator bodies may be either rectangular or cylindrical in 
cross section. The differences lie mainly in the effec.tivencwss 
of maintaining circulation and in simplicity, strength and per- 
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fection of mechanical construction. The relative location and 
size of heating surface and free circulation space have a large 
influence in determining the rate of circulation, and therefore 
the coefficient of heat transfer. 

Type 2. Tubes Horizontal, Liquor Outside in Film Form. — 

The Lillie evaporator is the only representative of this class. 
In this type there is (ftily one steam chest and each of the parallel 
tubes containing the steam is closed at the extreme end except 
for a small opening which allows the noncondensable gases 
to escape into the disengaging chamber that surrounds the tubes. 
The tubes slope slightly toward the steam chest to drain out 
the condensed water which is trapped out from the bottom of the 
chest. The huxl liquor is distributed over the top row of steam 
tubes through a suitable distributing device, usually consisting 
of paralk'l p(Tforated pipes or troughs. The concentrated liquor 
(H)ll(H!ting in the bottom of the disengaging spac^e is pumped out, 
and is either recircniljitcMi through the sam(^ (effect, distributed 
into the m^xt ('ffc'ct in series with the first or withdrawn as 
product. It is obvious that the total amount of licpiid exposed 
to high t(mip(Tatur(' is small compared to the amount so exposed 
in Typ(‘ 1, and hence the time of expomrr of liquid to the high 
temperatun^ is much h'ss. Therc'fore, for materials which 
deteriorate on long lu'ating, th(‘ use of a film-ty})e apparatus is 
desirable. Otber types of evaporators in which the time of 
('xposurc' is short will b(' discussed later. 

It has been shown that, if an evaporating liquid begins to froth, 
it is possibh' to stop this by lowering the liquid level, so that the 
liquid plays over the heating surface as a foam. Evai)orators of 
Typ(^ 1, when used with frothing liquids, are operated in this way 
and should then be classified as Type 2. 

Type 3. Tubes Horizontal, Liquor Inside, Submerged Heat- 
ing Surface. — This tyj^c has never been realized owing to the 
impossibility of removing vapor from the tube's without at the 
same time' carrying out the lieiuiel. The nearest analogue is 
the* water-tube boiler, but in this case the heating element is 
ne^t ste\am. 

Type 4. Tubes Horizontal, Liquor Inside in Film Form. — The 

Yaryan evaporator (Fig. 125) is e'quippeel with horizontal tubes 
surrounded by steam. The feed liquor enters the tubes and 
flows through several horizontal passes, leaving at the opposite 
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end to discharge into the disengaging chamber, in which the 
entrained liquor is separated from the vapor by suitable baffles. 
The liquid in the tubes flashes partly into vapor and rushes 
through the tubes as a froth consisting of alternate slugs of 
vapor and boiling liquid. The concentrated liquor is drawn 
off while the vapor passes to the steam spa(;e of the next effect 
in series, or to the condenser. • 

Type 6. Tubes Vertical, Liquor Outside, Submerged Heat- 
ing Surface. — In the earlier days of evaporator practice, effects 
were constructed of large vertical cylindrical shells, the heating 
elements consisting of vertical steam tubes connected at top and 



Fig. 125. — Evaporator, Type 4, Yaryan. 


bottom into horizontal headers for supply of steam and removal 
of condensate. Such effects were at oih' time spoken of as the 
‘'standard^'* type. It is, however, difficult to insert such heat- 
ing elements so as to secure a maximum heating area in a given 
volume of the body of the effect; moreover, the steam headers 
interfere with the circulation of the boiling liquid, thus cutting 
down the heat-transfer coefficient. The use of this type has, in 
general, been abandoned. 

Type 6. Tubes Vertical, Liquor Outside in Film Form. — The 

type described in the preceding paragraph, when used for frothing 
liquids, employing the method previously mentioned of lowering 
the level of the boiling liquid so that the major portion of the 

* This term is now applied to Type 7 with central downtake. 
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heating surface is covered only with the foam and bubbles pro- 
duced by ebullition, falls under this head. Since it suffers from 
all the disadvantages of the construction using submerged heating 
surface, it is no longer used. 

Type 7. Tubes Vertical, Liquor Inside, Submerged Heat- 
ing Surface. — This important evaporator type is usually built 
of a vertical cylindrical shell with, however, two available 
methods of insertion of the heating tubes. The ends of these 
may be expanded into plates or diaphragms” extending 
clear across the evaporator body, and thus forming a suitable 


steam chest; in the center a 
large circular tube is provided 
for descent of the liquor, 
which rises through th(‘ heat- 
ing tubes. 

Frequently the steam chest 
consists of a short (cylindrical 
shell, som('what smaller than 
that of the evaporator itself, 
closed at the ends by tube 
sheets into which closely 
spaced heating tubes are ex- 
pand(cd. This steam ch(\st is 
support(*d coiic(uitrically with- 
in the main evaporator shc^ll. 
From the shape of the steam 
chest, it is des(cribed as a 
*4)asket.” In the case of 
single-effect finishing pans, 
such as “strike” pans for 
sugar, a central downtake is 
sometimes provided. 

The notable advantage of 
Type 7 is the eas( of clean- 
ing the heating tubes from 



Fig. 12G.— Evaporator, Type 7, bas- 
ket type. {Courtesy of Swenson EvapO' 
rotor Co.) 


incrusted matter by running a rotary cutting tube cleaner 


through the tub(!S. To this end, the diaphragm type is provided 


with manholes, while the main body of a “basket” effect (Fig. 


126) is flanged, so that the whole basket can be removed; extra 
baskets are usually kept on hand so that operation may be 
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quickly resumed, and the incrusted basket is cleaned or repaired 
at leisure. 

Salt solutions often contain gypsum, marked in its tendency 
to form a d(mse adherent scale of such low heat conductivity 
that the evaporative capacity of the api)aratus is rapidly reduced. 
This type is well suited for use in coiKumtrating such solutions, 
and is so widely used for this purpose that tlieso (*ffects are fre- 
quently termed “salt evaporators.” 



Fio. 127. — Evaporator, Type 8. {Courtesy of Buffalo Foundry and Machine 

Co.) 

T 3 rpe 8. Tubes Vertical, Liquor Inside in Film Form. — 

Evaiiorators of this type (consist of a group of long v(‘rtical tubes, 
the ends of which are expanded into two jilatt's which form dia- 
phragms across a cylindrical shell near th(i ends, the space 
between these plates being the steam chest. The liquor is fcid 
into the shell below the bottom plate, under sufficient head to rise 
a short distance into the tubes. TIkto it boils, and the vapor 
rising as froth forces slugs of liquor ahead of it at high velocity up 
the tubes and out into the disengaging space in the evaporator 
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shell above the upper tube plate. Where the disengaging space 
is small, as in Fig. 127, an externally located separator is used. 
Part of the liquid from the sef)arator recirculates through the 
tubes and the remainder is sent to a second effect or is drawn off 
as product. For solutions sensitive to heat the time of contact 
is reduced by decreasing the diameter of the return pipe. 

The distinctive advantage of this type lies in the high coefficient 
of heat transfer realized, duo to the great velocity of the liquid 
over the heating surface. The eiiaracter of the flow of liquid and 
vapor through the tubes guarantees a thorough and rapidly 
repeated wetting of the whole heating surface. This type is 
popular, particularly for handling foaming liquids. 

Evaf)orators of Type 8 are also built with inclined tubes, 
thus redinang the head room required. 

Forced -circulation Evaporators. — Pumps are sometimes in- 
stalled to incr(*ase the velocity through the tubes, thus increasing 
the co(‘fficieiit of heat transfer and increasing the evaporative 
capacity of the unit. The po])ularity of such units seems to be 
incn\asing. 

Salting -out Evaporators. — Evaporator bodies that are to be 
used for solutions d(‘positing crystals during the process of 
concentration must have provision for removal of the crystals. 
Since interfenuicc' with continuity of operation is very unde- 
sirabl(‘, th(‘ evaporator is equipped with a type of double seal, 
known as a *\salt catch. This consists of a chamber separated 
from th(' evaporator just above it by a gate valve and in the 
bottom of which is a second such valve. The bottom of the 
evaporator body is sloped downward, as in Fig. 126, page 397, 
to the upper valve, so that crystals depositc'd will fall upon it 
and flow through it when opened. Sometimes the salt rec^eiver 
is fitted with a filter plate, so that, wheti full, the mother liquor 
may be drawn off and the crystals waslu'd. They may then be 
dried, first by passing dry steam and then air through them. 
Or, as in the sei)aration of salt from electrolytic caustic-soda 
solution, the salt, after being washed, is dissolved in hot w^ater 
and pumped or forc(id out. 

NOTES ON SINGLE-EFFECT EVAPORATORS 

As already shown, to maintain a low temperature, the evapora- 
tion of liquids liable to injury by heat is conducted at the highest 
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available vacuum. Since only the last effect of a multiple evap- 
orator system can be under the highest vacuum and ^berefore at 
the lowest temperature, this type of apparatus does notiend itself 
to the concentration of liquids injured by heat except when the 
same are very dilutCy for example, solutions of sugar, glue, tannin, 
etc. Injury due to burning’' occasioned by localized lack of 
circulation with resultant overheating is decreased by using a 
lower steam pressure and a correspondingly larger heating surface. 
Obviously, where the material in solution is scmsitive to heat, it is 
desirable to hold it at the temperature of the evaporator as short 
a time as possible. Since a film type of evaporator contains the 
minimum of liquid at any given time, it is from this point of view 
particularly desirable. Unfortunately, however, in an apparatus 
of this tyi)(i intermitt(‘nt wetting and drying of the heating 
surfac^e are very likely to take place and in the case of glue or 
similar substances an adherent insulating film forms on the 
heating element when dry whi(‘h does not readily redissolve 
when again wet. The vertical tube tyix', however, is much 
less subject to this drawback and should find Iktc a promising 
field for development. 

Another advantage of film-type effects for handling liquids 
injured by heat is the absence of any b.p.r. due to hydrostatic 
head. With submerged heating surface, the liquid at the bottom 
of the pan is under a pressure greater than that at the disengaging 
surface above, by an amount equal to the licpiid head in the effec't, 
which may be several feet. At high pressures, this additional 
head may be negligible, but at very low pressure's the iiKTcase 
will cause a marked rise in temperature at the bottom of the pan. 
It is true that the^ liquid at the bottom of such an effect oftem 
does not boil, but is none the less raised in teunperaturci and is 
then brought by convection up to the surface when', being 
superheated, it flashes partially into vapor, while the residual 
liquid, cooled by this evaporation, then n'turns to the bottom of 
the effect to repeat the cycle. Thus in any case, hydrostatic head 
produces an increase in the average temperature of the boiling 
liquid (particularly important when operating under high 
vacuum) which can be avoided by film evaporation. 

In the refining of sugar it is essential to regulate the number of 
crystallization centers formed and the rate of growth of the 
resultant grains, by controlling (1) the concentration of the 
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solution, (2) its temperature, (3) the rate at which it is brought 
to any definite temperature and pressure, (4) the rate of cooling 
and (5) the extent of cooling to which it is finally subjected. 
The first three of these factors are determined entirely, and the 
last two to a certain degree, by careful manipulation of both heat 
supply and vacuum in the evaporator. For this purpose a single 
effect must be used, as the reaction of one effect upon the opera- 
tion of another in series with it would render close control 
impossible. 

Single effects are used, as already indicated, in small installa- 
tions, where the amount of evaporation to be done is insufficient 
to justify the cost of installing and operating a multiple-effect 
system (see pages 390 to 391). Single effects are also used in 
many cases where it is desired to recover the solvent employed, 
but where otherwise an open pan (!Ould as easily be used. 

It is desirable to bring together, even with danger of reitera- 
tion, the more essential details for which it is necessary to provide 
in order to secure satisfactory operation of evaporators. These 
requirements must be met in every effect, whether operated 
separately or in series with others; the modifications of these 
directions necessary in series operation will be pointed out in the 
discussion of multiple effects. 

Steam Supply. — The steam feed of an effc^ct should be through 
pipe's large enough to insure no appreciable reduction in pressure 
caused by friction in the supply lines and valves (a point of great 
importance when using low-pressure steam), and should be drawn 
from an adequate source to insure the maintenance of full pres- 
sure in the steam chest at all times. Where the original supply 
is from a boik'r or other source in which the pressure is too high 
for the safety of the evaporator, it is imperative that the supply 
line be equipped with a prope^r automatic, reducing valve, to 
protect the ('ffect and yet to insure, at all times, full working 
pressure on it. In this last case, a saff^ty valve should also be 
provided. 

Removal of Condensed Steam. — Provision for this is of utmost 
importance. The heating tubes must not be too long, as the 
downstream ends may fill with condensate, rendering that 
portion of the heating surface less useful. Where possible, the 
tubes should slope in the direction of flow of the steam in order 
to sweep out the condensate effectively. The condensed-steam 
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chest must be equipped with an effective trap to remove con- 
densate as soon as accumulatc‘d, without allowing; escape of 
steam. A gauge glass should be provided to detect inadequate 
removal of condensed steam from the steam chest. The removal 
of the non condensable gases always present in the steam is of 
great importance, as these gases will accumulate and entirely 
prevent the entrance of the steam. This removal is effected by 
bleeding off a small part of the steam from the (‘ondensed steam 
chest, to the vapor space of the same effec^t or direc^tly to the 
condenser. The presence of noncondensable gases is detected 
by the discrepancy between the temperature in th(^ steam chest 
and the pressures existing there. 

Entrainment in an effect is indicatcnl by tlu' presenc.e of solute 
in the condensed vapor. Frothing is detectc'd by insi)ection 
through sight glasses in the sid(^ of the effect, or by watching 
gauge glasses conn(‘ct(Ml at various Insights in the side of the vapor 
space and leading thence to any ])oint of low pressure, such as the 
condenser, or a succeeding effect. By the use of (4e(‘trical con- 
tacts in a gauge glass or at definite^ heiglits in the disengaging 
space of the effect, an alarm may be given in the case of solutions 
of electrolytes. Frothing is reduced by lowering the liquid level 
in the (effect or by redmang the evaporative rate. 

Liquor Feed and Removal. — By proper control of the feed, 
a single effect may be operatcul either intermittc'ntly or continu- 
ously. The body of tlu^ (effect is filled to the proper height with 
dilute liquor, and as concentration proccM^ls tlu' low] is main- 
tained by admitting more dilute li(iuor a(. the propcT rate, until 
ultimat(4y the required concentration is realized; th(‘n th(' (effect is 
emptied, and the cych' is rej>eated. Or, instead of (anptying the 
effect when the desired concentration is attained, the concen- 
trated liquor may bc' drawn off at a dc'finite, constant rate, deter- 
min(‘d by the evaporative capacity of the effect, the licjuor level 
being maintained uniform by the continued admission of dilute 
liquor, thus securing continuity of operation. Discontinuous 
operation requires constant attention to control the changing 
rate of evaporation c-onscHpient upon decreasing temperature drop 
(and hence decreasing heat flow^ through the heating surface 
caused by the constantly rising boiling pf)int of the solution, and 
to provide for emptying and refilling the effect. Hence, continu- 
ous operation is generally used. This involves the disadvantage 
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that the entire evaporation is carried out at the high boiling 
point of the concentrated solution, the average b.p.r. of dis- 
continous evaporation being much lower. In multiple-effect 
operation, on the other hand, this disadvantage largely 
disappears. 

The liquor feed of an effect is controlled by a valve operated 
either by hand or automatically (as with a float valve) so as to 
keep the amount of boiling liquid in the effect at the proper level. 
Film-type effects usually require delivery of the feed at special 
points, as indicated in their description; but in the case of sub- 
merged heating surface, the liquor may be admitted anywhere, as 
boiling keeps the contents of the effect thoroughly mixed. The 
con(;entrated liquor is removed at a point some distance from 
the inlet, to prevent short-cinniiting of the dilute feed liquor to the 
outlet pipe, and its flow is controlled by a throttle valve, operated 
to maintain the proper concentration of the effluent, usually 
determined by its dc'iisity. The feed to (effects under pressure and 
the discharge from those under vacuum must be by means of 
suitable pumps. The operator observes the amount of liquor in 
the effect through sight or gaug(' glass(\s. 

Vapor Removal. — TIk^ vapor is removed by a condenser which, 
if op('rating under a vacuum, is Attend with an air punq). Thes(i 
two pieces of apparatus are of the types us(m 1 in steam-engineering 
practice and their operation involves nothing unfamiliar. Jet 
condensers are used in a larger proportion of cases in (‘Inimical 
practice than in steam engineering (see pages 383 to 384). The 
air pumi)s must be ad(H|uate for removal of all iiK'rt noncon- 
densable gases present. Barometric, jet (*.ondensers are used 
in many cases where corrosive gas(\s enter with th(^ steam. While 
this typ(' avoids corrosion of pump i)arts, its height limits its 
use where space (considerations are involved. 

CHARACTERISTICS OF MULTIPLE -EFFECT SYSTEMS 

It may at first thought seem that the maintenance of the 
proper conditions of temperature and pressure in each of the 
various bodies of a multiple-effect system is a difficult and com- 
plicated probhim, but, since the adjustment of conditions betwee^n 
the pans is entirely automatic, such is not the case. When a 
number of effects are to be operated in series, the vapor from 
the first discharges into the steam coils of the second, the vapor 
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from the second passes into the steam coils of the third, and so on; 
the vapor from the last effect passes directly to the condenser. In 
such a system the liquor feed and discharge of each body may be 
entirely separate, as though each were a single effect; however, 
this is seldom done. 

Parallel Flow of Liquor and Steam. — It is advisable, however, 
to feed the dilute liquor to the first high-pressure effect, carrying 
on only a part of the concentration there, feeding the second 
effect from the first, the third from the second and so on, finally 
withdrawing the concentrated product from the last effect. 
There are two reasons for this. First, only two liquor pumps are 
required: the feed pump to the first efT(U‘t (if it is under pressure), 
and the discharge pump from the last, since, as each effect is at a 
pressure lowc^r than the preceding one, the liquor will flow directly 
from effect to effect. Second, since all effects before the last 
contain liquor which is but partly concentrated, the b.p.r. in 
these effects is correspondingly lower, thus giving a larger tem- 
perature drop through the heating surface of tlu^ effect, and 
hence a higher evaporative capacity. 

When evaporation is carricnl on to high concentrations, this 
facjtor becomes important. Since the amount of water evap- 
orated in each effect is often nearly the sjinie, the concentration 
and hence the value of the b.p.r. is not larger until the last effects 
are reached (see Couiiterflow, page 407). 

Removal of Air. — The air or other noncondensable gases may 
be withdrawn from the system in either of two ways: first, the 
condensed steam chest of each effect may be connect(*d directly to 
the condenser; second, the steam chest of each effect may be 
connected to the vapor space of the same (effect. Since the 
I)resence of noncondensable gas in the steam chest of suc(;eeding 
effects cuts down the rate of heat transmission (page 139), this 
second method is advisable only when the precentage of such 
gas is very small. If the volume of noncondensable gas is large, 
it is advisable to withdraw it directly to the condenser (see page 
390). 

Heat Recovery from Condensate. — The water leaving the 
condensed-steam chest in a single-effect evaporator, or in the 
first effect of a multiple system, is generally returned to the boiler 
and its heat content thus utilized. The condensate from 
the other effects of a multiple system is frequently contam 
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inated through entrainment and requires special installation for 
the recovery of the heat contained therein. Because of the 
excellent coefficient of heat transfer from condensing steam to 
boiling liquid, it is more economical to lead the hot condensate 
from the chest of one effect into the heating coil of the next 
effect in series. Here, because of the lower pressure, some of this 
water flashes into steam at the same temperature as the condens- 
ing steam in this coil. The temperature of the condensate in 
the last effect is too low to make recovery easy and it is therefore 
discharged through tlu? wet air pump or through the downtake 
pipe of a barometric condenser. 

Starting Up. — To place a multiple-effect evaporator in opera- 
tion quickly and without loss of liquor from boiling over calls 
for careful and accurate manipulation. Liquor levels must at 
first be kept very low, and, after the vacuum pump is started, 
water is admitted to the condenser. The first effect should be 
filled, followed by admission of steam to the steam chest. Feed 
liquor should be pass('d on to the following l)odies only after it 
has been heated to the working temperature normally obtaining 
there. As soon as the licpior in the last effect has reached the 
desired concentration, it is allowed to discharge as rapidly as 
possible without fall in concentration, and the system now 
proceeds in smooth and continuous operation. 

Such a system will soon adjust its(?lf to a definite tempera- 
ture and pressure in each effect. The vapor evolved in the first 
must condense in the coils of tlie second, wlu^re, in turn, it causes 
the evaporation of a corresponding amount of liquid. If this 
condensation in the coils of the second does not take place, the 
steam accumulates, and, backing up, raises the pressure in the 
first effect, stopping evaporation there. On the other hand, con- 
densation in the coils of the second effect cannot occur without 
the dissipation of the corresponding heat, and there is no means 
of absorbing this heat except by evaporating from the boiling 
liquid in the second effect an approximately equal amount of 
steam. This interrelation holds for all (effects throughout the 
system, and interference with, or acceleration of, evaporation 
at any point has its inevitable reaction upon the conditions at 
every other point. The heat flowing past each section of the 
apparatus equals that passing every other section, a condition 
maintained by self-adjustment of the temperature drops through 
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the various heating surfaces and entirely automatic on the part 
of the system itself. 

Probably the first sign of trouble which the operator observes 
will be a reduction in evaporative capacity, f.c., it will be found 
necessary to reduce the rate of discharge of concentrated liquor 
from the last effect in order to maintain its strength. This 
undesirable result, however, develops only as a consequence of 
far-reaching changes in the operating conditions throughout the 
whole system. This will be made clearer by consideration of the 
results following specific modification of the operating conditions 
in the multiple-effect system. 

Effect of Inadequate Condenser Capacity. — Assume, for 
(example, that, in a system operating normally under given 
terminal conditions, tlui temperature of the condenser water 
rises. The resulting higher temperature of condensation pro- 
duces immediately a rise in pressure in the last effect, followed by 
rise in temperature of the boiling liquid. This cuts down the 
temperature drop through the heating surface in tliat effect, 
thus nnlucing the h(*at transfirred and tlu^ steam condensed in 
the coils. This causes rise of jressure in these coils, backing 
lip the pressure in the eff(‘ct Ix'fore the last, and so on back 
through the wliole system, resulting ultimately in n^ducing the 
tem])erature drop through the heating surface in each effect; 
hence the evaporation in (‘ach is reduced i)roi)ortioiially, with a 
corresponding decr(\‘ise in tlu' evaporative capacity of the entire 
system. 

Effect of Decrease in UA-product. — Again, assume that the 
operator finds the (evaporative capacity of his equipment reduced; 
but that in this instance the (;aus(^ is eithcT the cutting out of 
part of the heating surface or a reduction in the coefficient of 
heat transfer in a given eff(‘ct. In eitlu'r case, since the product 
of the coefficient of heat transfer and the area of heating surface 
is reduced, the heat current de(;reas(\s in that particular effecd. 
Since no effect (;an continue to rec('ive a h(‘at current greater 
than it can dissipate, the heat curnmt decreases in all effects. 
As a result, the temperature drop increases in the effect in ques- 
tion, and decreases in all others. Hence the temperature of 
boiling rises in the preceding effects and falls in the succeeding 
ones. This automatic redistribution of the magnitudes of the 
temperature drop through the heating surfaces of the various 
effects, developing a high temperature difference in the body 
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in which the coefficient of heat transfer or the area of the heat- 
ing surface is decreased, and abnormally low values in the 
others, enables the operator to determine the location of the 
trouble. 

The most likely causes in reduction of the effective heating 
surface are inadequate removal of condensate, which can readily 
be noted by inspection of condensate levels in the gauge glasses 
on the condensed-steam chests, or abnormally low liquor levels, 
which can be detected in the gauge glasses on the liquor space 
and corrected by properly adjusting the rates of liquor feed and 
withdrawal. Inadequate removal of noncondensable gas may 
be remedied by increasing th(i rate of bleed by adjusting the 
bleeder valve. If with normal terminal conditions (see pagt^ 391) 
the reduction in cai)acity of the system is not due to improper 
levels of condensat(5 or liquor, or to inadequate bleeding of 
gases, the cause must be fouling of the heating surface. 

Effect of Steam Leakage. — Three sourc^es of steam h^akage are 
encountered. The first is from the steam ch(\st of an effect into 
the boiling licpiid in that effect, usually through define, tive packing 
at the ends of tub(\s or through pinholc\s (jaused by corrosion. 
The second is caused by the bleeding of an excessive amount 
of steam out of the (diest to nunove i)ermanent gases. The third 
is a direct flow of steam from the chest of one effect to that of 
the next due to iinpc^rfcict traps in the condensed-steam line. 
The leakage of steam in any of these ways from the chest of an 
effect results in a rc'latively low evaporation in that effect 
although the evaporative capacity of the system may rtnnain 
uiKihanged. Cl(\arly a steam leak incrc'ases the steam consump- 
tion per unit of total evaporation since the niultiple-(‘ff(H't i)nn- 
ciple is violated when steam fails to condense in each lu^jiting 
surface. 

Modification in operating conditions at any point thus reacts 
upon and (dianges the conditions at every other point; but for- 
tunately, as indicated above, analysis of the changes enables the 
operator to locate and remedy the trouble. 

Counterflow of Liquor and Steam. — Occasionally one encoun- 
ters solutions in the evaporation of which it is desirable to modify 
the above outline of multiple operation. Since the viscosity of a 
solution is greater when cold and concentrated, the co(ifficient 
of heat transfer is lowest* in the low-pressure effect of a multiple 

* See p. 380. 
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system operated with parallel flow of liquor and steam. Where 
the product is very concentrated, the coefficient in the last effect 
may be only 10 per cent or even less of that in the first effect. 
Obviously, then, a higher coefficient will be obtained by evaporat- 
ing the most concentrated solution at the highest temperature, 
i.e.y in the high-pressure rather than the low-pressure effect. 
In such cases, it may prove worth while to admit the dilute feed 
liquor into the low-pressure effect, pump it to the second effect 
and from there pump it to the high-pressure effect for the final 
concentration. This method of operation is called backward flow 
or counterflow. Sometimes a (;ombination of backward and 
forward feed is used, which will eliminate a pump. The necessity 
for such changes from parallel flow is, however, not very frequent. 

Choice of Terminal Conditions. — It will be recalled that the 
evaporative capacity of a multiple systcun is d(?termined by the 
amount of heat that can be supplied to the boiling liquid and 
that this in turn is approximately proportional* to the tem- 
perature diffc'naice b(*tween the steam supply and the boiling 
liquid. The lowest t(anp(^rature at which the liquid can boil 
depends on the vacuum in the condenser, whi(^h in turn is limited 
by the temperatun' of the cooling water. The highc^st allowable 
temperature is fixed by that pressure of steam supply which the 
mechanical strcaigth of the apparatus will stand, or by the possible 
injurious effect that heat may have upon the material to be 
evaporated. However, the advantages that accrue to high- 
pressure steam through decrease in the area of the heating surface 
should be balanced against the resultant decrease in steam 
economy. 

Determination of Number of Effects. Economic Balance . — 
The choi(;e of the number of effects to b(i us(^d in series in an 
evaporation system becomes an economic balance of cost of heat 
against fixed charges. If a single effect will handle a certain 
amount of evaporation, the addition in series of more effects 
duplicating the first does not greatly modify the evaporative 
capacity but does cut down the fuel cost. Although the size 
of the condenser can be reduced, the cost of the auxiliary equip- 
ment is not greatly changed; the air pump can be made smaller 

* Since the cot^fficieiit of heat transfer increases with the temperature and 
the temperature difference (p. 141), an effect where a 25° difference is main- 
tained will have more than two and one-half times the evaporative capacity 
((There a 10°F. drop is used. 
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but not in proportion, because of the greater ratio of dead gas to 
steam. Liquor pumps remain unchanged. The cost of the 
effects themselves increases in direct proportion to their number. 
Therefore, the increase in total cost, and hence in fixed charges, 
is a little less than proportional to the number of effects. A 
point is soon reached beyond which the addition of further effects 
will increase fixed charges and maintenance to more than balance 
the decrease in cost of heat. This point varies with the ratio 
of costs of capital, repairs and the like to fuel cost; under Ameri- 
can conditions more than five effects in series are scildom justified ; 
triple and quadruple effects are more frequently mot. 

As an example of how the most economical number of effects 
may be calculated, consider the following problem: 

Illustration 1. — It is desired to concentrate 400,000 lb. per day of liquor 
containing 10 per cent caustic soda to a 35 per cent solution. A suitable type 
of single-effect salting-out’^ evaporator of sufficient capacity costs $6400 
exclusive of pumps, condenser* and other acc,essories common to any number 
of effects. With fixed charges, amortization and interest amounting to 
45 per cent per year, and steam at $0.40 per 1000 lb., what munber of effects 
should be used to secure maximum economy? Assume 0.85n lb. of water 
evaporated per lb. of steam, where n is number of effects; there are 300 
operating days p(;r year, and labor is the same for any number of effects. 

Solution. Bams . — One operating day. 




One 

Two 

Three 

Four 

Five 


Effect 

Effects 

Effects 

Effects 

Effects 

Fixed charges .... 

$ 9.60 

$19.20 

*28 80 

$38.40 

$48.00 

Steam 

134.40 

67.20 

44 80 

33.60 

26.88 

Total 

. .. $144.00 

$86.40 

$73.60 

$72 00 

$74.88 


* The condenser must be larger for one effect than for three, as in the latter 
case about two-thirds of the water evaporated is eondensed in tlie heating 
surface of the last two effects. In order to simplify this illustration, the 
variation in the cost of condenser has been neglected as well as the variation 
in the amount of cooling water. 
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While these calculations show that the total cost is a minimum for four 
effects, the total cost for three is so little more that, in order to reduce the 
investment, three would be installed. Note that the savinR when using 
three effects instead of one is over $70 per day. While the optimum num- 
ber of effects varies with the ratio of the cost of sttiam to the charges on 
the apparatus, it varies only as the square root of this ratio.* 

Whon^ fluctuation in the rat(^ of evaporation demanded is 
likely to arise, it is good engineering to install a multiple-effect 
system with a capacity sufficient for approximat('ly the average 
load, but with the effects so (!onnect('d that they can readily be 
thrown into parallcd for the peak load. In this way, the normal 
load is carried with good steam e(*onomy, and yet the maximum 
demand for evaporative capacity is met without the installation 
of additional ('quiprnc'nt, with the consequent fix(^d charges. It 
is true that the peak load is carried with poor steam economy 
but, if this load occurs only occasionally, the sacrifice is justifiable. 
This parallels th(‘ practice' of the power engineer who designs his 
steam (engine for the normal load, and carric's the peak as an over- 
load, though at a poor fuel economy. The auxiliary equipmc'iit, 
pumps, condens('rs and the like must be adeepiate for the maxi- 
mum demand. If the increase be^yond the capacity of the 
multiple system is not too great, tlu' ('fleets may be used partly in 
s('ri(^s and partly in parallel, with less of a dc'crease in steam 
economy. By providing for such connections and manipulation, 
considerable flexibility in the operating control of the capacity 
and heat economy of an evai)orative syst('m is possible. 

Evaporators are geiKTally opc^rated with the exhaust steam 
from turbine's or noncondensing engines. In plants having only 
small power equipment this arrangt^me'nt is undoubtedly good, 
since cheap, yet efficient, reciprocating units are the best to be 
had. In larger j)ower plants, how(3ver, especially where turbines 

* Since the ccniatioii of the total (!ost curve for this case is 

1 *^4 4 

Total daily cost=9.6riH 

the minimum point will occur where the langeiil ol tlie curve has a slope of 
zero. Hence, one may differentiate th(^ total cost with n'spect to the number 
of effects and (uiuate to zero, giving 

cost of steam _ ^ A 34.4 _ ^ 75 

charges on apparatus ^ 9.b 
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are available for the low-pressure stages of the expansion, the 
steam can be used to as good advantage in the turbine as in a 
multiple-effect system, while the independence resulting from 
entire separation of the power and evaporator units insures better 
control of each. If the construction of the evaporator bodies or 
the character of the liquor is such that full-pressure boiler steam 
cannot be used in the effects, then it is imperative that the steam 
be expanded down to the safe working pressure for the first effect 
by passing through a suitable engine, so as to recover the cor- 
responding power which would otherwise be wasted. The best 
plan, when possible, is to keep the power and evaporator houses 
entirely separate. 

CALCULATIONS FOR EVAPORATOR DESIGN 

General Assumptions. — Two important physical properties 
of a solution affecting evaporator design are, first, the boiling 
point of th(^ solution as compared with that of the pure solvent, 
and, s('(;ond, the h('at of evaporation of the solvent from the 
solution. In the design of continuous evaporators for the con- 
centration of relatively dilute solutions (up to perhaps 20 per 
cent), or for the concc'iitration of strong(^r solutions under condi- 
tions such that the total pressure variations are small (not over 
twofold or thr('efold), the thn^^ following assumptions may be 
made: (1) the b.p.r. of a solution of definite concentration is inde- 
pendent of its teinpcTature and pressure; (2) the heat con- 
sumed in the evaporation of a unit weight of solvent from 
th(* solution is the same as the lu^at of evaporation of the pure 
solvent when volatilized at the temperature of the boiling solu- 
tion; and (3) the heat capacity of a solution is equal to that of 
the solvent in it (see Thomsen \s Tables). Thus the specific 
heat of a 10 per cent aqueous solution would be 0.9. 

B.P.R. Due to Hydrostatic Head. — As shown on page 391, the 
prcs(aice of solute in a solution raises the boiling temperature 
of the solution above the boiling point of the pure solvent at a 
given pressure. Moreover, when the heating surface in an 
evaporator is below the surface of the liquid, the liquid in 
contact therewith has a higher boiling point than at the surface 
of the liquid. If the density of the solution is known, the b.p.r. 
due to hydraulic head can be readily calculated. While not 
strictly accurate, it is a satisfactory approximation for purposes 
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of calculating heat transfer to assume the average temperature 
of the boiling liquid to be that at the point midway between 
top and bottom of the boiling mass. 

Disadvantage of B.P.R. — As previously indicated, the total 
evaporative capacity of a multiple system is directly proportional 
to total available temperature difference, namely, the difference 
between the temperatures of the steam condensing in the coils 
of the first effc(!t and the boiling temperature in the last effect, 
minus the total b.p.r, in all effects. Since, for a given capacity, 
the total heating surface required is an inverse function of the 
available temperature drop, the disadvantage of b.p.r. is obvious. 

Estimation of Vapor Pressure. — In order to predict the b.p.r. 
due to solute, the vapor pressure of the solution as a furuition of 
concentration and temperature must be known. Raoult^s law 
states that the vapor pressure of a solution divided by the vapor 
pressure of the pure solvent at the same temperature is equal 
to the mol fraction of the solvent in the solution. A corollary 
of this statement is that the vapor pressure of a solution divided 
by that of the solvent at the same temperature (normally spoken 
of as relative vapor pressure, r.v.p.) is the sam(^ at all tempera- 
tures. The major premise of Raoult’s law, that the r.v.p. is equal 
to the mol fraction of the solvent, usually holds only in dilute 
solutions;* furthermore, for electrolytes it must be corrected 
for the degn^e of dissociation of the solute. Its use in connection 
with the normal problems of ev^aporator d(*sign is therefore 
inadmissible. 

Since the vapor pressures of a solution are a function of two 
independent variabl(\s — (*on(^entration and tc'mperature — the 
estimation of vapor pressures would be difficult and tedious in 
the absence of simplifying relationships. Such fortunately exist. 
The vapor pressure of any material rises rapidly with the tem- 
perature whether the material is a punj solid or liquid su})stance, 
a solution of definite constant coiK^entration or a mixture of 
volatile components. The curvature is very high and a large 
number of points must be determined to make it possible to 
draw a satisfactory curve through them. On the other hand, 
these curves are all similar in shape and this similarity is the basis 
of the following relationships, stated by Duhring^^^ in 1878. 
It is an experimentally determined fact that, if in plotting a 

* For sucrose solutions Raoult^s law applies even for saturated solutions, 
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rapor-pressure curve of any material, instead of plotting the 
pressures as ordinates against the temperature as abscissas, one 
plots as ordinates the temperature at which some suitable 
standard liquid, such as water, exerts the same pressure, the 
experimental points fall very nearly upon a straight line. The 
standard liquid chosen should, if possible, be chemically similar 
to the liquid the vapor-pressure curve of which is being studied. 
It is necessary that the vapor-pressure curve of the standard 
substance (chosen be accurately known over a pressure range fully 
covering the limits d(isired, and it is desirable that interpolation 
tables which give the pressure for small temperature intervals 
be available. For most problems in evaporation, water is a 
satisfactory standard. 

It will be clear from the preceding that, since the vapor pres- 
sure of a substance plotted in this way gives a straight line, two 
points in the vapor-pressure curve are theoretically sufficient to 


determine the line. While 
it is d(*sirable to have more 
points, in order to guarantee 
accuracy, a large number is 
not essential. This means 
that, from a small number 
of determinations of the va- 
por pressure of any material 
of constant composition, the 
vapor-pressure curve of that 
matcirial can b(' constructed 
with satisfactory accuracy. 

To show the applicability 
of this method, a vapor- 
pressure curve for aniline is 
given in Fig. 128. The 
straight line represents tern- 
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Pig. 128. — Diihring’s rule applied to vapor 
pressure of aniline. 



peratures of aniline (abscisnaa) plotted against temperatures 
at which water has the same vapor pressure. The solid curve is 


the vapor-pressure plot derived from the straight line. The 
dotted curve shows experimental values.'®’ This indicates the 


accuracy of the method. 

If it is possible to find in the literature the vapor pressure 
of a given solution at two different temperatures, it is theoretically 
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of calculating heat transfer to assume the average temperaturv3 
of the boiling liquid to be that at the point midway between 
top and bottom of the boiling mass. 

Disadvantage of B.P.R. — As previously indicated, the total 
evaporative capacity of a multiple system is directly proportional 
to total available temperature difference, namely, the difference 
between the temperatures of the steam condensing in the coils 
of the first effect and the boiling temperature in the last effect, 
minus the total b.p.r. in all effects. Since, for a given capacity, 
the total heating surface required is an inverse function of the 
available temperature drop, the disadvantage of b.p.r. is obvious. 

Estimation of Vapor Pressure. — In order to predict the b.p.r. 
due to solute, the vapor pressure of the solution as a function of 
concentration and temperature must be known. Raoult^s law 
states that the vapor i)ressure of a solution divided by the vapor 
pressure of the pure solvent at the same temperature is equal 
to the mol fraction of the solvent in the solution. A corollary 
of this statement is that the vapor pressure of a solution divided 
by that of the solvent at the same temperature (normally spoken 
of as relative vapor pressure, r.v.j).) is the samci at all tempera- 
tures. The major premise of Raoult\s law, that the r.v.p. is equal 
to the mol fraction of the solvent, usually holds only in dilute 
solutions;* furthermore, for electrolyte's it must be corrected 
for the degree of dissociation of the solute. Its use in connection 
with th(^ normal probhmis of evaporator design is therefore 
inadmissible. 

Since the vapor pressures of a solution are a furi(;tion of two 
independent variables — concentration and t('mperature — the 
estimation of vapor pressures would be difficult and tedious in 
the abseiKje of simplifying relationships. Sucdi fortunately exist. 
The vapor pressure of any material rises rapidly with the tem- 
perature whether the material is a pure solid or liquid substance, 
a solution of definite constant concentration or a mixture of 
volatile components. The curvature is very high and a large 
number of points must be determined to make it possible to 
draw a satisfactory curve through them. On the other hand, 
these curves are all similar in shape and this similarity is the basis 
of the following relationships, stated by Diihring^^^ in 1878. 
It is an experimentally determined fact that, if in plotting a 

* For sucrose solutions Raoult's law applies even for saturated solutions. 
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Tapor-pressure curve of any material, instead of plotting the 
pressures as ordinates against the temperature as abscissas, one 
plots as ordinates the temperature at which some suitable 
standard liquid, such as water, exerts the same pressure, the 
experimental points fall very nearly upon a straight line. The 
standard liquid (diosen should, if possible, be chemically similar 
to the liquid the vapor-pressure curve of which is being studied. 
It is necessary that the vapor-pressure curve of the standard 
substance chosen be accurat(ily known over a pressure range fully 
covering the limits desired, and it is desirable that interpolation 
tables which give the pressure for small temperature intervals 
be available. For most problems in evaporation, water is a 
satisfactory standard. 

It will be clear from the preceding that, since the vapor pres- 
sure of a substance plotted in this way gives a straight line, two 
points in the vapor-pressure curve are theoretically sufficient to 


determine the line. While 
it is desirable to have more 
points, in order to guarantee 
accuracy, a large number is 
not essential. This means 
that, from a small number 
of determinations of the va- 
por pressure of any material 
of constant composition, the 
vapor-pressure curve of that 
material can be constructed 
with satisfactory accuracy. 

To show the applicability 
of this method, a vapor- 
pressure curve for aniline is 
given in Fig. 128. The 
straight line represents tem- 
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peratures of aniline (abscissas) plotted against temperatures 


at which water has the same vapor pressure. 1 he solid curve is 


the vapor-pressure plot derived from the straight line. The 
dotted curve shows experimental values. This indicates the 


accuracy of the method. 

If it is possible to find in the literature the vapor pressure 
of a given solution at two different temperatures, it is theoretically 
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possible to construct its vapor-pressure curve for any tempera- 
ture range. Further data serve as checks. For example, the 
vapor-pressure curve of caustic-soda solutions has been deter- 

mined at 0°C. by Dietterici^^^ 
LbsNaOH/loOLbsHjO Tamman/« 

and the boiling points of these 
solutions are also known (Fig. 
129). 

This gives, therefore, three 
points on the vapor-pressure 
(^urve of any caustic solution. 
From these data Fig. 130 has 
been constructed. According 
to Dlihring’s rule, each of these 
curves should be a straight 
line, and it is found that the 
curvature is very small. It is 

1-^^- ^Boiling points of caustic noted that the curv(\s for each 
solutions. r XI /• 1 1 

ol tlie lour solutions are nearly 

parallel to the curve for water, showing that the b.p.r. is 

substantially independent of temperature. In this case the 
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Fig. 130. — DUhring’s rule applied to vapor pressures of caustic solutions. 


b.p.r. is roughly proportional to the ratio of solute to solvent. 
In general^ for aqueous solutions of nonvolatile inorganic 
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materials, a straight line is obtained which is substantially 
parallel to the 45-dcg. line for water, indicating a substantially 
constant b.p.r. due to solute independent of ionization or hydra- 
tion of the solute and independent of the temperature or 
pressure. 

Estimation of Heat of Vaporization. — The second important 
datum which it is necessary to have with regard to a solution is 
the heat of vaporization of the solvent from the solution. Assum- 
ing that the perfect gas laws are approximately applicable to 
the solvent vapor, it can b(^ shown that the latent heat of evapora- 
tion of solvent from the solution is equal to the heat of vaporiza- 
tion of the solvent from pure solvent at the temperature of the 
solution, plus the heat of dilution, taken positive when heat is 
evolved on dilution. Primarily because of the absence of data on 
heats of dilution at temperatures encountered in general evapora- 
tion practice, this correc^tion is practically always neglected. In 
dilute solutions the heat of dilution approaches zero; in more 
concentrated solutions it becomes more important; yet errors 
introdiK^ed by neglecting heat of dilution are generally far less 
than inaccuracies involved in estimating heat-transfer coefficients. 
For example, if an aqueous NaOH solution is being concentrated 
from 20 per cent to 40 per cent at 18°C., where the heat of vapori- 
zation of pure water is 1042 B.t.u. per lb., the corrected value for 
h(*at of vaporization of water from the solution is 1092 B.t.u. 
per lb. 

Optimum Cleaning Cycle, — As pointed out on page 381, the 
overall co(^fficient of heat transfer decreases owing to the deposi- 
tion of scale on the heating surface. Visualize an evaporator 
containing heating surface A and operating with temperature 
differemee A from condensing steam to boiling liquid. At any 
time B the overall coefficient of heat transfer is U and the instan- 
taneous rate of heat transfer dQ/dd equals UAA. Assuming 
that th(i thickness of the scale is directly proportional to the 
heat Q transferred up to the time the thermal resistance of 
unit area is the initial resistance 1/Uo plus that of the scale, 
hence l/f/= l/t^o+/3Q and -dU/U'^ = pdQ. Eliminating dQ 
and integrating gives l/U^ = l/Uo^+2pAA6j i.e., the reciprocal of 
the square of the ov(?rall coefficient should be linear in the time 
elapsed since cleaning 

l/U^ = a+be. (A) 
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Curve 1 of Fig. 131 shows a plot of U vs. 6 and it is seen that U 
decreases as the run progresses. Curve 2 shows that the data 
follow Eq. A for 20 days. After this 
time 1/U^ does not increase so fast as 
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scale to adhere so firmly to the heating 
surface as in the early part of the run. 
For that portion of the run in which 
Eq. A is followf'd the total heat trans- 
ferred up to any time is found by 
integration to be 


Q= 


2AA[\^a+h6 — \Ai] 


(B) 


Even where the relation between Q and 6 does not follow this rule, 
the actual relation may be determiii(‘d experimentally. Given 
data as to the fixed charges on the evap- 
orator, the time and cost for cleaning, 
the actual relation between Q and 0, the 
optimum cleaning cycle for any desired 
yearly capacity and the corresponding 
heating surface required are readily 
determined. In the case illustrated in 
Fig. 132, the sum of fixed charges and 
cost of cleaning reaclu's a flat minimum 
at a 10-day cycle, but in order to reduce 
initial investment a somewhat shorter cycle would be elected. 

The solution of a few practical problems will illustrate these 
principles. 

Illustration 2. — Assume a single vacuum pan of the submerged-tube typo, 
operating continuously with a liquor depth of 4 ft. and provided with a 
condenser capable of giving a vacuum of 26 in. of mercury (bar. 29.91 in.). 
What is the heating surface required to concentrate 10,000 Ib./hr. of 2 per 
cent NaOII solution, entering at 65°F., to a 25 per ami solution (sp. gr. = 
1.3)? For the sake of illustration, assume an overall coefficient U of heat 
transfer of 100 B.t.u./(hr.) (sq. ft.) (deg. F) and exhaust steam at 6 in. 
vacuum. 

Solution . — It is first necessary to calculate the terminal temperatures of 
the system. Since the liquor must leave the effect at a concentration of 
25 per cent, the boiling liquor within the effect must be at this concentration. 
The temperature at the surface of the liquid will be that corresponding to 
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the pressure maintained within the effect plus the b.p.r. of a solution of 
0.333 lb. of NaOH per lb. of water. This latter is 11.5°C. or 20.7°F., as 
determined from Fig. 130, page 414. The absolute pressure above the 
boiling liquid is (29.91— 26) (14.7)/ (29.91) =1.92 Ib./sq. in., which corre- 
sponds to a temperature of 124.6°F. To this must be added the b.p.r. of 
20.7°, giving the temperature of the liquid at the surface as 145.3°F.. By 
the assumption that the heat necessary to vaporize water from a solution 
equals the heat of vaporization of the water alone, at the boiling temperature 
of the solution, the heat of vaporization at 145.3°F. is found from the steam 
tables to be 1011 B.t.u./lb. In each 10,000 lb. of liquor entering there are 
9800 lb. of water and 200 lb. of NaOH. As the amount of NaOH is 
unchanged in passing through the system, it is taken as a basis of cahmlation; 
600 lb. of water leave with each 200 lb. of NaOH (25 per cent solution) or 
9200 lb. of water are evaporated per 10,000 lb. of entering liquor; the heat 
required to vaporize the water equals 9200 X 1011 B.t.u. The average 
temperature of the Inpiid into which heat flows from the steam coils will be 
substantially that corresponding to the average pressure on the liquid plus 
the b.p.r. of the dissolved NaOH. The pressure due to the average hydro- 
static head = (2)(1.3)(61.0)/144 = 1.11 Ib./sq. in.; the average total pres- 
sure =1.92+1.11 =3.03 Ib./sq. in., which corresponds to a temperature of 
141. 4°F. To this must be added the b.p.r. of 20.7, giving the operating 
tiimperature of 162.1 °F. By the assumption that the specific heat of a 
solution equals that of the water alone, to heat 10,000 lb. of entering 2 per 
cent licpior, 10,000(0.98) (162.1 —65) B.t.u. are necessary. The area of the 
heating coils can now be determined: 

5 =9800(162.1 -65) +9200(1011) = lOOA (201 -162.1) 
whence A is 2640 sq. ft. 

Failure to allow for the b.p.r. due to hydrostatic head would have given 
1810 sq. ft. 

EQUATIONS FOR MULTIPLE-EFFECT EVAPORATION 
(CONTINUOUS AND PARALLEL FLOW OF STEAM AND 
LIQUOR) 

The following symbols will be used in the formulation of heat 
balances for multiple-effect evaporation: 

c= parts solute per part solvent by weight. 

W = weight of solvent in the liquor per unit of time. 

f = temperature of solution. 

T = temperature of steam in heating coils. 

r=heat of evaporation of unit weight of solveni from either solution or 
pure solvent. 

s=specific heat of solution. 

A =area of heating surface in an effect. 

U =overall coefficient of heat transfer through the heating surface, i.e., 
from condensing steam to boiling liquor. 

g= amount of heat transferred through h'*''Hng surface per unit of time. 
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Subscripts 

0 is for material entering the first effect. 

1 applies to the first effect, or material leaving it. 

2 applies to the second effect, or material leaving it, etc. 

a before the symbol indicates that it applies to the condition within the 
heating coil. 

h refers to the boiling solution. 

Thus VTo is the weight of solvent entering the first effect per unit time, 
and Co is its concentration. The temperature of the steam in the coils of 
the second effect is while the boiling solution is at ti. The heat of con- 
densation of this steam in the coils is (ar2) while the heat of vaporization of 
the solution is (6^2). 

If the solute is nonvolatile, the amount entering and leaving 
each effect of tlie series p(^r unit time will be (loiistant. Other- 
wise there would be an accumulation of the solute in some one 
effect. This is expressed mathematically by 


= = etc. 

The solvent evaporated in the first effect is TTo — TTi, in the second 
TTi — TF 2 , etc. The heat transmitted through the heating sur- 
face in the first effect must preheat the feed to the boiling tem- 
perature and evaporate the solvent. 

gi = Tro[(l+ro)(«o)]n^i-^») + (W"o“W^^^ = 

For the sake of illustration, assume that the condensed steam 
is removed from the system from eacdi steam chest. The steam 
rising from the first effec't is superheated, and cools on entering the 
second effect, giving up its superheat, and then condenses, giving 
up its heat of vaporization. Where the superheat, namely, the 
b.p.r., is small (20°F. or less), this superheat can be neglected, 
'provided one remembers that T 2 = ti less the b.p.r. in the first 
effect. The heat transmitted through the heating surface of 
the second effec.t is 

g2=(TFo-TFi) [(0.48) («i-T2) + G.r2)] = fM2(T2-<2). 

The evaporation in the second effect is greater than corre- 
sponds to this heat supply through the heating surface, as the 
liquor entering from the first effect is superheated with respect 

* Making the assumption that the specific heat of the aqueous solution 
equals the weight fraction of water in the solution, the term (l-f-c)s equals 
unity. 
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to the pressure in the second effect, because it is at the boiling 
point corresponding to a higher pressure, namely, that in the 
first effect, and hence gives up a corresponding amount of heat, 
available for evaporation in this second effect. This is the 
so-called self-evaporation of a multiple-effect system, and is 
expressed by the second term in the following heat balance: 

q2+W\{l+c,) {sml-t2) = {W^--W2) 

ILLUSTRATIVE PROBLEMS IN MULTIPLE-EFFECT EVAPORATION 

Instead of using the above equations, one may develop the 
desired equations during the solution of the problem, using as 
tools the equality of input and output of matter and of heat, and 
Newton^s law applied to the transfer of heat through the heating 
surface. 

The following problem shows that, where high-pressure steam 
and cold feed liquor are used in multiple-effect practice, the 
evaporation por pound of steam is considerably less than the 
number of effcH'ts. 

Illustration 3. — It is desired to design a filin-typo four-effect evaporator 
with equal heating surface in each (iff(H*t, to concentrate a solution from 
20 per cent to 46 per cenl. solids by weight. The solut(i has a high molocailar 
weight, and consequently the b.p.r. will be negligible. The rate of feed 
will be 10,000 lb. /hr. and the feed temperature is 100°F. The available 
steam pressure is 52 Ib./sq. in. gauge and the jet condenser water is at 
100°F., giving a pn^ssure in the last effect of 3.5 in. of mercury absolute, 
which corresponds to a boiling temperature in the Ijist effect of 120°F. The 
condensed steam from eacdi steam chest is withdrawn from the system, (a) 
Calculate the area of heating surface required per effect. (6) Calculate the 
pounds of water (evaporated per hr. in each effect, (c) Tabulate the tem- 
perature difference across the hceating surface in each effect, (d) Calculate 
the pounds of water evaporated per lb. of steam fed to the first effect. 
Explain why this figure is much less than 4 in this case. 

Data and Notes . — Neglect heat loss to the surroundings. Take the latent 
beats of vaporization of water from the solutions to be the same as those of 
pure water at the same tcariperaturcs. Take the specific heats of all solu- 
tions to correspond to the water content of the solution, i.e., neglect the 
heat capacity of the solute. Assume overall coefficients of heat transfer 
from steam to liquor to be 400, 350, 300 and 200 B.t.u./(hr.) (deg. F.) 
(sq. ft. of heating surface in the first, second, third and fourth effects, 
respectively). 

Solution . — By an overall material balance on the system, it is seen that 
the total evaporation is 5650 lb. /hr. Assuming for the moment that approxi- 
ma.tely equal weights of water are evaporated from each effect, 1413 lb. /hr. 
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will be evaporated per effect. Therefore, the concentration of the solution 
leaving the first effect will be 0.2(10,000)/(10,000 — 1413) =0.233 lb. of 
solid/lb. of solution. Hence, the specific heat of this solution is 0.767. 
Similarly, the specific heats of the liquors leaving the second and third 
effects are found to be 0.721 and 0.653, respectively. 

The solution to the problem now becomes one of successive approxima- 
tions. As the first approximation assume that the heat transferred across 
the equal heating surfaces in each effect is the same, i.e., qxj A‘i = 
q-i/Az =qA/A^, Hence f/iAi = = f/ 4 A 4 , or 

400Ai =350A2 =300A3 =200A4. 

Solving for the temperature differences in terms of Ai, and noting that the 
sum of the four temperature drops is equal to the overall temperature 
difference, which is fixed by the steam and condenser pressures, the following 
equation is obtained : 

300-120 = (1 +1.14 -hl.33 +2.00) Ai. 

Solving, Ai is found to be 33°F. Then 

Ai=33°F., fi=267°F. 

A2=37°F., t2=230°F. 

A3=44°F., i3 = 186"F. , 

A4=66°F., <4 = 120°F. 

where fi, ( 2 , U and ti are the temperatures of the boiling solutions in each of 
the four effects. 

It is now possible to make heat balances on each effect. Let y be lb. of 
steam fed /hr. to the first effect, and let Ei^ E 2 , E 3 and E 4 be lb. of water 
evaporated /hr. from the effects, respectively. A balance on the heat 
transferred in the first effect then gives 

9S3Ei =910?/ - 10,000(0.80) (267 - 100) 

from which =0.975?/ — 1431. The heat balance on the second effect 

yields 

959^2 = 933^1 + (1 0,000 -Ei) (0.767) (267 -230) 

from which E 2 =0.920?/ — 1055. From similar heat balances on the remain- 
ing two effects, .£73 =0.834?/— 625 and J ^4 =0.687?/— 49. However, the total 
evaporation, which is the sum of Eij E 21 Ez and Eaj was found to be 5650 
lb. /hr. Thus it is possible to solve for ?/, which is equal to 2580 lb. /hr., 
of steam fed to the first effect. 

Having a first approximation of y and values of q, the heat transferred 
across the heating surface may be calculated : 

qi=9l0y =2,350,000 B.t.u. /hr. 

52=933^1 = 1,010,000 
58 =9591572 = 1,264,000 
54=9861^8 = 1,504,000 
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a. The corresponding values of the areas are = -42=78, -43*96 

and -44 = 114 sq. ft., and the average value is 117. Using the above values 
of q and f/, it is possible to make a second approximation, no longer assuming 
that the heat transferred in each effect is the same. However, it will be 
found that, although the individual values of A will change, the value of y 
will be practically unaffected. The individual areas will be more nearly 
equal, but their average will not differ materially from the value of 117 
obtained in the first approximation. The second approximation actually 
yields an average area of 115* sq. ft. and a new value of y of 2500 lb. /hr. 



d. From the first approximation, the evaporation is or 2.2 lb. 

evaporated /lb. of steam consumed. By the second approximation this 
ratio is or 2.3. 

By the first approximation, the heat transferred in the first effect is 
2,350,000 B.t.u./hr., while that producing evaporation is 1,010,000 B.t.u./ 
hr., or the per cent producing evaporation is (1,010,000/2,350,000)100 or 
43 per cent. The second approximation gives a value of 48 per cent. 
Thus it is seen that only 48 per cent of the steam consumed is used directly 
for evaporation, the remaining 52 per cent being stored up in the liquor and 
used in self-evaporation in the lower effects; this storing up of heat is a 
disadvantage, in that the heat stored is not re-used quantitatively as many 
times as there are effects. In a multiple system of any given number of 
effects, the greater the proportion of the heat supply stored in the liquor 

*The problem has been solved on the basis of assumed values of the 
overall coefficients in each effect. These coefficients are a function of the 
viscosities of the solutions and the values of A in each effect. An exact 
solution would include allowance for these variations in the overall coefficient. 
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in the first effect, the less will be the total evaporation in all effects per 
pound of initial steam. In a given system operating under fixed terminal 
conditions, the percentage of heat obtained from the initial steam stored 
up in the feed liquor will be high where the ratio of weight of feed liquor 
to the evaporation in the first effect is high and where the temperature of the 
feed is far below the boiling temperature in the first effect. In the example 
just given, the steam economy calculated is poor (2.3 lb. of evaporation /lb. 
of steam). This is primarily due to the large amount of heat stored up in 
the liquor in the first effect, and to a lesser degree is due to the fact that the 
heat in the condensate from the various steam chests was not utiliz(xi. If 
the condiinsed steam from each chest, instead of l)eing withdrawn from the 
system as assumed above, is passed on to the effect below, the lb. of evapora- 
tion/lb. of steam fed will increase somewhat. 


EQUATIONS FOR THEORETICAL ENERGY REQUIRED IN 
EVAPORATION 

To separate a solvent from its solution, if po is pressure of the solvent at 
the tempe^rature in question, p that 4)f the solution, R the gas constant and 
T the absolute temperatures, using as tins basis of (salculation an amount of 
solution containing 1 mol of nonvolatile solute ar)d N mols of solvent, 
the free energy required (W) is 

W=RT f^' In 

Ja's V 


The units in which the work-energy involved is expresscsd depend on the 
units in which R is given. This expression is exact, barring (l(‘viations from 
the gas laws, which arc usually small at the pressures at which evaporating 
processes are operated. For any given case the equation may be evaluated 
by graphical integration, but, to show how small is the real energy require- 
ment in evaporation, it is possible to integrate this expression by the assump- 
tion of Raoult’s law; in the worst case this will give a rough approximation, 
but in many cases the deviation will be only a few per cent. The result is 


W^RT In 




where Ni and N 2 represent the mols of solvent associated with 1 mol of 
solute at the beginning and end of the evaporation, respectively. 

For the total removal of the solvent from a nonvolatih? residue with which 
the solvent is completely miscible, i.c., where no crystallizing of the residue 
occurs or separation as a distinct phase, when N^—O, this becomes 


In the evaporation of a saturated solution of the solute, during which 
crystallization or separation occurs, 

F = In In £2 
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where N, is mols solvent per mol of solute in the saturated solution and 
j), is pressure of that solution. For the evaporation of a dilute solution to 
saturation, followed by crystallization, this last equation applies only to the 
second stage of the process, the work consumption of the first stage being 
determined by the general equation given above. 

To illustrate, assume the complete removal of water from a 10 per cent 
glycerin solution at 90°F., i.e.j of 9 times 92 or 828 lb. of water from 1 lb. 
mol (92 lb.) of glycerin. Ni =828/18=46, = 1.99 

pr = 1.99(550) In 46(|^)" = 5290 B.t.u. 

or 5290-5-828=6.4 B.t.u. /lb. of water evaporated.* 

It is evident that the more concentrated the solution, the greater the 
energy consumption per lb. of water evaporated, but even for strong solu- 
tions this quantity remains small. For colloidal solutions, t.c., those of 
high molecular weight, the iKUM'ssary work is negligible, as is obvious from the 
fact that the pressure of such solutions is practically the same as that of the 
pure solvent. For water, tlie theoretical work of evaporation is ziiro. As 
stated, even for true solutions the value is low. 
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GENERAL PRINCIPLES OF DIFFUSIONAL PROCESSES 

PART 1. CLASSIFICATION OF PROCESSES 

The problem of transferring materials by diffusion from one 
phase to another is repeatedly encountered in chemical-engineer- 
ing operations. One type of problem that frequently involves 
such a mechanism is the separation of mixtures of fluids. For 
miscible liquids distillation, involving the interchange of material 
between liquid and vapor phases, is usually but not always the 
best. The same method is applicable to mixed gases. Thus, 
in the manufacture of oxygen and nitrogen from air, one can 


Case 

Character of mixture 
undergoing treatment 

Character of treating 
agent 

1 

Gas 

Gas 

2 

Gas 

Liquid 

3 

Gas 

Solid 

4 

Liquid 

Gas 

5 

Liquid 

Liquid 

6 

Liquid 

Solid 

7 

Solid 

Gas 

8 

Solid 

Liquid 

9 

Solid 

Solid 


liquefy the whole mixture by compression coupled with refrigera- 
tion and separate the components by rectification. If one of the 
components of a gas has a high condensing temperature relative 
to the others, it is possible to condense it completely by com- 
pression and cooling or by refrigeration, or by combination 
of the two. Other operations involving transfer of materials 
by diffusion from one phase to another are absorption, adsorp- 
tion, humidification, drying, stripping, condensation, combustion 
and crystallization. 

The individual cases falling under this classification are numer- 
ous and exceedingly diversified in detailed characteristics, but, 
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because in all such operations the underlying principles and the 
general methods of applying them are the same, these cases will 
be first grouped together for a study of the factors common to 
all, to be followed with the later chapters on the specific processes. 

The mixture to be treated may be solid, liquid or gas; thus 
there would be the nine possible cases shown in the table on 
page 424. 

1. Treatment of Gas by Gas. — Since the phenomena under 
consideration involve treatment of a mixture by an agent immis- 
cible with one of its components and since, in the absence ol 
chemical combination or unusual affinity, all gases are miscible 
in all proportions, it follows that this particular case is never 
encountered. 

2. Treatment of Gases by Liquid (Gas Washing or Scrub- 
bing). — One of the best methods of separating the components of 
mixtures of gases or vapors is by means of selective absorption in 
liquid solvents. Thus, while the solubility of coal gas in water is 
very small, the solubility of ammonia in water is great. Conse- 
quently, if one treats coal gas with a relatively small amount of 
water, it is possible to remove from it by solution in the latter 
practically all the ammonia originally in the gas. Further- 
more, the ammonia can then be readily separated from the 
water by distillation. Similarly, vapors of benzene, toluene and 
xylene in coal gas can be dissolved in various absorbent oils; 
gasoline can be removed from natural gas by these same solvents; 
sulfur dioxide can be recovered from smelter gases by water, 
carbon dioxide from flue gases by aqueous solutions of alkali 
carbonates, water vapor from air by sulfuric acid, and the like. 
Ill the last illustration the purpose is to free the air from water 
rather than to recover the water, whereas in most cases it is 
essential to recover the component dissolved. This difference in 
purpose, however, in no wise affects the character of the absorbing 
operation itself, although in general it will influence the method 
of treatment of the absorbent before re-use. 

3. Treatment of Gases by Solids. — It has long been known 
that many solids show selective adsorption for specific gases and 
vapors. Thus, the adsorptive capacity of palladium for hydro- 
gen is so high that this metal may be employed for the quantita- 
tive absorption of hydrogen from mixtures with other gases. 
Similarly, the adsorptive capacity of special charcoals for gases 
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has long been known. During the war charcoal and other solid 
adsorbents were employed in gas masks for the removal of the 
poison gases employed in chemical warfare. Thus, a fraction of 
a liter of activated charcoal in a gas-mask canister was found 
capable of reducing the mustard-gas concentration of air, inhaled 
at a rate as high as 60 liters per min., to below 1 part in 100,000,- 
000. Largely as a result of improvements during the war in 
the manufacture of activated charcoal, silica gel and other 
highly active adsorbents, the use of these materials for adsorption 
of gases is being widely introduced in industrial plants. A num- 
ber of plants for the recovery of gasoline from natural gas by 
charcoal are already in operation in this country. 

4. Treatment of Liquid by Gas or Vapor (Steam Distillation 
and Stripping). — The benzene dissolved in absorbent oil in the 
recovery of light oil from coal gas, referred to under Par. 2, is 
removed from the relatively nonvolatile absorbent by heating 
to increase the volatility of the benzene and by blowing through 
steam to swec^) out the benzene vapor. This operation is ordi- 
narily describc^d as oil stripping or denuding. In principle it is 
absolutely analogous to the steam distillation of a volatile com- 
ponent from a nonvolatile liquid. By bringing gases and liquids, 
such as air and water, into direct contact, the humidity of the air 
may be increased or decreased and the temperature of the water 
decreased or increased as discussed in Chap. XVIII. 

6. Treatment of Liquid by Liquid. — It is sometimes advanta- 
geous to remove solutes from aqueous solutions by (extraction 
with suitable organic solvents, such as ether, benzene, naphtha 
and the like, in which they are more soluble than in watcer. 
This makes it possible to separate them from othcer substances 
which may accompany them in the water solution but which 
are not soluble in the solvents employed. Thus, the standard 
method for the analytical determination of unsaponifiable 
oils and waxes in admixture with fatty material is to submit 
the mixture to vigorous saponification with alcoholic potash 
or, if necessary, sodium ethylate, and to dilute the product with 
water and extract with petroleum ether. The soaps remain in 
the aqueous solution while the unsaponifiable oils and waxes 
dissolve in the ether. * It is sometimes advantageous to modify 

* Since the soaps are not entirely insoluble in the ether nor the unsaponi- 
fiable material not entirely insoluble in the aqueous solution, it is necessary 
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the relative solubilities by adding a material soluble in one liquid 
but not the other; thus the addition of salt to an aqueous solution 
prior to extraction with ether improves the separation. 

Liquid SO2 is employed to separate aromatic and highly unsatu- 
rated hydrocarbons from solution in liquid paraffins and naph- 
then(\s (Edeleanu process), taking advantage of the much greater 
solubility of the aromatics and unsaturateds in SO2. Processes 
of this sort have not in the past becm employed on an industrial 
.s(;ale to the extent that their promise seems to justify. It is 
likely that, as the manipulative technique required is d(^veloj)ed, 
their utilization will become far more frequent. 

6. Treatment of Liquids by Solids (Percolation or Adsorption 
Filtration). — ^Liquids contaminated with organic coloring matters 
of complex struc.tuni and high molecular weight can often be 
freed best from these impurities by treatment with suitable solid 
adsorbents such as bone char, activated charcoal, fuller\s earth 
and the like. Such treatment is used for the decolorization of 
sugar syrups, animal, vegetable and mineral oils, etc. It is 
often advantag(H)Us to allow the liquor to percolate through 
the relatively coarse, granulated solid. The color is usually 
takem up by the solids by the mechanism of adsorption (see 
pages 436-440). 

7. Treatment of Solids by Gases. — The necessity of removing 
water or other volatile liquids from solid materials is frequently 
met in industrial operation. This may be acc omplished by pass- 
ing a heated gas over the material and removing the liquid by 
evaporation. Thus, in the drying of wood or unburned brick, 
hot air is passed over the solid to remove the water. In case 
the liquid is valuable, it may be recovered by using a closed 
system and (condensing the vapor from the exit gas, which then 
may be rehc^ated and used again. In the case of inflammable 
liquids, gas containing a low concentration of oxygen may be used, 
thereby eliminating the danger (rf explosions. Wlum gasoline 
or similar matccrial has beem adsorbed on charcoal, the gasoline 
may be removed by sweeping over the charccoal a current of super- 
heated steam which picks up the gasoline and carries it to a 

to extract the aqueous layer repeatedly with ether and to wash the ether 
solutions with water, these washings being added to the main aqueous 
solution. The unsaponifiable material is recovered by evaporalion of the 
ether from the combined ethereal extracts. 
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condenser where both gasoline and steam are liquefied and 
separated by decantation. 

8. Treatment of Solids by Liquids (Lixiviation, Leaching and 
Extraction). — Black ash consists essentially of a mixture of 
sodium carbonate and other water-soluble compounds, with 
insoluble constituents; caliche, of sodium nitrate mixed with 
insolubles; tanbark, of soluble tannic acid adsorbed on the 
fibers of the bark. All these materials can be recovered by solu- 
tion in water, though the processes differ because in the first 
cases the materials dissolved are very soluble, while in the last 
they are quite firmly held by the insoluble residue. Also, wool 
grease is removed from wool and vegetable oils from press cake 
by solution in naphtha or other suitable organic solvents, etc. 
These processes are called extraction, but in principle do not 
differ from those already enumerated. 

9. Treatment of Solids by Solids. — The transference of a 
material from one solid to another is so slow and the separation 
of mixed solids so difficult that this case does not arise in 
practice. 

PART II. FACTORS CONTROLLING OPERATION 

Equilibrium. — Whenever a substance distributes itself between 
two materials, a distribution equilibrium always tends to be 
set up. Thus, if SO2 gas, whether or not mixed with inert gas, 
is brought into contact with water at 20 °C., the SO2 will con- 
tinue to dissolve in the water until its concentration in the water 
is sixty times that in the gaseous phase. This condition repre- 
sents equilibrium, and no further solutioji of the gas will occur 
unless this equilibrium is disturbed!. If water containing 
dissolved SO2 is brought in contact with gas containing less than 
one-sixtieth as much S()-2 per unit volumes as the water, SO2 will 
escape from the water and pass into the gas until the ratio of the 
concentrations in the two phases has rt^ached the equilibrium 
value given above. 

If one wishes to remove SO2 from a gaseouL mixture by water, 
it is obvious that this equilibrium sets an absolutes lower limit on 
the amount of water necessary to employ for complete removal. 
Therefore equilibrium is a vital factor in controlling the operation 
of absorption systems. In the case cited above, the equilibrium 
is extremely simple in character, but frecjuently the relationships 
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are complicated. Specific cases of importance will be dis- 
cussed on pages 431 to 442. 

Rate of Reaction. — ^The transference of a substance from one 
body to another obviously requires time. Other things equal, 
the rate of transfer will be proportional to the surface of contact 
between the phases and consequently, to secure rapid interaction, 
the interfacial surface should be made as large as possible. 
There are two main mechanisms of transfer, one by actual bulk 
motion of the gas (convection) and the other by molecular (true) 
diffusion as a result of concentration gradients. In most of these 
processes there exists a film of relatively stationary material 
which insulates the main body of fluid from the other phase and a 
main body where the fluid is turbulent and eddying. While the 
two mechanisms operate simultaneously throughout the fluid, 
actually in the true film where turbulence is practically negligible 
the transfer is mainly by molecular diffusion, while in the main 
body the transfer is largely by convection as a result of the rapid 
eddying. Thus a substance being transferred must pass through 
the two cons(‘(;utively, being carried by turbulence through the 
main body of the fluid, and then by true diffusion through the film 
to the interface. In Chap. IV the conduction of heat through 
fluid films was taken up as one of the important cases in heat 
transfer; the problem in molecular diffusion is very similar. 
In diffusion, the material is transferred by means of the molecular 
motions, while the conduction of heat is a transfer of energy which 
is effected by the same motion. The rate at which heat is con- 
duct(?d is determined for each substance by a physical property 
which is termed the thermal conductivity, and in like manner the 
rate at which one gas diffuses through another is determined by a 
quantity which is termed the diffusivity. These two properties 
are analogous. Just as the density of the heat current (rate of 
transfer per unit area) is obtained by multiplying the conductivity 
by the temperature gradient, the mass-transfer rate per unit 
area is obtained by multiplying the diffusivity by the concentra- 
tion gradient of the diffusing substance, and consequently will 
be greater the greater the distance from equilibrium. Factors, 
such as agitation, which decrease the thickness of surface films 
and increase turbulence will tend to increase diffusion rate and, 
similarly, factors which increase specific rate of diffusion, such 
as rise in temperature of a liquid, will also be helpful, though the 
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latter will frequently throw equilibrium the wrong way to an 
extent more than compensating for increased diffusion rate. 
Reaction rate is no less important an influence in operation than 
equilibrium itself. 

Countercurrent Action. — Since the transfer of a solute from 
one phase to another cannot possibly go beyond equilibrium 
and since, in general, low concentration of the solute in one 
phase corresponds at equilibrium to low concentration in the 
other, it follows that a single treatment of the original material 
cannot remove any large fraction of the substance to be trans- 
ferred unless one employ a relatively large amount of treat- 
ing agent or unless the treating agent has a great affinity for the 
substance absorbed. The disadvantages of employing exces- 
sive amounts of treating agent are obvious, and, where its 
affinity for the substance absorbed is great, the difficulty of 
removing it later is also serious. One can, therefore, lay down 
the rule that a single treatment is usually iinpracticiil and unsatis- 
factory. However, if one will treat the original material with 
tr(\ating agent which has been })reviously employed and which, 
therefore, is already partially saturated with the solute, it 
becomes possible, owing to the high concentration of solute in 
the original material to be treated, to raise the concentration 
of the solute in the treating agent to a point at least approach- 
ing equilibrium. At the same time it becomes practicable 
finally to reduce to a very low point the solute concentration in 
the original material by treating it ultimately, after a number of 
intermediate steps, with fresh treating agent in which the con- 
centration of solute is negligible. This systematic, stepwise 
interaction of two materials is described as stepwise counter- 
current treatment (see pages 465 to 512). Countercurrent 
action is capable of varied applications (see pages 118 and 209), 
but for diffusional processes its use in some form is almost 
always essential. 

Temperature Control. — There is frequently a marked tem- 
perature effect accompanying the transfer of material from one 
phase to another. Thus, in the absorption of a vapor from 
a gas by a liquid, the latent heat of condensation of the vapor is 
set free, and this heat raises the temperature of both the liquid 
and the gas. Since, in general, rise in temperature decreases the 
solubility of the gas or vapor in the liquid, the equilibrium and 
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therefore also the absorption rate are both adversely affected. 
Where the concentrations of the substance transferred are smal , 
the heat capacity of the other materials present is usually so 
great that the temperature rise is not serious, but, where concen- 
trations are high, this factor may be very important. It must 
never be forgotten and, where necessary, means must be provided 
to control the temperature. 

Recovery of Treating Agent. — Occasionally the treating agent 
is either air or water and the material absorbed thereby is to be 
discarded, but ordinarily the treating agent must be freed from 
the material that it has taken up and used over again. It is 
therefore essential to choose the treating agent not only from the 
point of view of its effectiveness for the original absorption but 
also from the standpoint of ease of separation and recovery. 
Furthermore, in order to make the original treatment as com- 
plete as possible, it is necesvsary to remove the absorbed material 
from the treating ag(mt comph'tely before re-use. It is obvious 
that the larger the amount of treating agent employed, the 
grc'uter tlu) expense of purifying it. Conseqinmtly, from this 
point of view it is desirable to ke('p the amount of treating agent 
low and the concentration of absorbed material in it high, a result 
attainal)l(^ only by effcictive countercurrent action. Reduction 
of the amount of treating agent, while it reduces the cost of its 
purification, tends to de(;rease the completeness of recovery from 
the* material treated and, by reducing the rate of absorption, to 
increase tlu^ cost of treating. There is, therefore, an economi- 
cally o])timum ratio of treating agent to material treated, the 
value of whi(di will depend on the cost factors governing each 
individual case. 


PART III. EQUILIBRIA 

Introduction. — If, in any single phase of matter, there exist at 
different points differen(;es of concentration of any compound in 
it, that component tends to diffuse from a point of high to a point 
of low concentration. With diffusion through gases and liquids 
all are familiar, but diffusion also takes place through solids. 
Thus gold diffuses through solid lead and hydrogen through 
palladium. The diffusion of carbon through iron at temperatures 
hundreds of degrees below the melting point is exploited both in 
malleabilization and in casehardening. The last is diffusion 
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through a multi-phase solid, but the first two are probably single 
phase. Fick^s law states that the rate of diffusion is proportional 
to the concentration gradient at the point in question and is, of 
course, proportional to the area of cross section through which 
diffusion is taking place. Diffusion is therefore analogous to 
conduction of heat. 

On the other hand, at the interface between phases, transfer 
of material from one phase to the other does not of necessity 
result from a concentration difference between the phases but 
depends on the equilibrium relation between them. Thus, 
while the concentration of water molecules in liquid water is far 
higher than in steam, the two phases can still be in equilibrium, or, 
if the steam is at a somewhat higher temperature, it will condense 
into the water, i.e., water molecules will pass from a point of low 
concentration (the steam) to one far higher (the liquid water). 
Similarly, if air at 30°C. contains hydro(‘.hloric acid gas in a 
concentration of only 0.001 mg. per c.c. and this air is brought 
into contact with water, the HCl will continue to dissolve in 
the water phase until it has built up a concentration of over 20 
per cent, t.c., 210 mg. per c.c., a concentration 210,000-fold that 
in the air from which the acid came. Only in case the HCl 
concentration in the water is greatc^r than this will HCl pass 
from the water into the gas. There is, thenrfore, in general, 
even at equilibrium, a sudden concentration break at the inter- 
face. It is obvious that these equilibria bctwtjen phases are of 
controlling significance in processes of absorption, extraction 
and the like. 

The technique of the determination of inlcrphase ecgiilibria is exceed- 
ingly important and data should never bo accepted without reservation 
unless obtained by one skilled in the art. It is (\ssential to approach 
equilibrium from both sides, to make sun; that one is not dealing with false 
equilibria or other complicating phenomena. Furthermore, this frequently 
saves time, because the mean of the two approximate values thus obtained 
gives the desired result with a precision sufficient in many cases. 

In discussing the various important types of equilibria, the 
following classification has been adopted. 

1. Linear distribution: 

a. Gases and liquids. 

b. Liquids and liquids. 

c. Special cases. 
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2. Adsorption: 

a. Solids and gases. 
h. Solids and liquids. 
c. Gases and liquids. 

3. Complete chemical combination. 

4. Incomplete chemical combination. 

1. Linear Distribution 

Gases and Liquids. — There are certain important cases in 
which, at equilibrium, the concentration of the common compo- 
nent in one phase is proportional to that in the other. The most 
familiar case is that of the solubility of gases that follow Henry's 
law, ^.c., in which the concentration 
of the gas dissolvc^d in the liquid is 
l^roportional to the partial pressure 
of that gas in the gaseous phase 
above the liquid, c equals Hp. |.8 
Since the concentration of a gas in 
a mixture of gases is proportional to 2 
its partial pressure, the above is ^ 04 
equivalent to saying that the con- o 

Centration of gas dissolved in the Degrees Centigrade 

liquid is proportional to the con- 133.— Effect of tempera- 

, ture on solubility of gases in 

centration oi that gas m the gaseous water, 
phase in equilibrium with the liquid. 

Figure 133 shows the solubility^*"*^ of a number of important 
gases as a function of the temperature. It will be noted that rise 
in temperature decreases the solubility. It is important to 
remember that the solubility is proportional to the partial 
pressure of the gas and not to the total pressure above the liquid. 
Thus, the solubility of oxygen in water at 100°C. is 0.017 volume 
per unit volume of water, provided the partial pressure of the 
oxygcui is 1 atmosphere. However, at this temperature, if the 
total pressure is 1 atmosphere, the vapor phase must consist 
entirely of water vapor* and the solubility of oxygen in the liquid 
under these conditions is zero. At this temperature, to dissolve 
the amount of oxygen quoted above, the total pressure must be 
2 atmosi)her(js, the partial pressure of the water and of the oxygen 

* Since the depressing effect of the dissolved oxygen on the vapor pressure 
of the water is negligible. 
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each being 1 atmosphere. In other words, the solubility of 
gases in liquids at the boiling points of the latter is zero, a 
fact made use of in the deaeration of liquids. Modification of 
the form in which the concentration in the liquid is expressed 
will sometimes broaden the range over which Henry \s law holds; 
acetylene dissolved in acetone is a case in point. 

Since Raoult’s law may be written in the form 'Pa=Pax^ it is 
obvious that it may be looked upon as a special case of linear 
distribution between the gaseous and liquid phase. 

Illustration 1. — Flue jjases, containing 1 per cent benzene vapor by 
volume, are to be washed with a mineral oil containing 0.5 per cent benzene 
by weight. Cahiulate the maximum percentage of the original benzene 
that could be absorbed (a) if the absorption wer^ carried out at 20''C., and 
(5) at 30*^0. 

Notes . — The vapor pressures of pure benzene (Fig. 5, p. 14) are 75 mm. 
of mercury at 2()°C. and 120 mm. of men^ury at 30"C. The molecular 
weight of benzen(; is 78.0. Ov(^r the range of coiKunitrations and temper- 
atures involved, Raoult’s law may be applied to th(^ part ial pressure of the 
benzenci by taking the averag(i molecular weight of this mineral oil as 230. 
Assume that the barometer is 760 mm. of mercury. 

Solution . — Since it is desired to reduce th(‘ benzene concentration of the 
flue gas to the minimum value, the exhausted gas must be in c.ontact with the 
leanest oil. In other words, one must employ th(', countercurnuit principle 
(page 430). To obtain the maximum rec-ovc;ry, the absorber must be 
infinitely tall, so that the benzene concentration in the spent gases will be in 
eciuilibrium with the leanest oil at the top of the tow^'r. Under these condi- 
tions, at 20°C., the partial pressure of benzeiui in the exit gases will equal 

0 ^ 

78 

^■^230 

Hence, at 20°C., the best that one can do will be to reduce the benzene from 
a pressure of 7.6 to 1.10 mm. To calculate the percentage of the original 
benzene, absorbed by the oil, take a basis of 1 mol of inert or benzene-free 
gas. 


7.6 1.10 

rpi. .^..760 - 7.6 760-1.10 

Then 100 ^ =85.6 per cent recovery. 

760^^ 


Similarly, at 30°C., the maximum percentage recoverable is found to be 
77.2, emphasizing the importance of low temperature as regards maxi- 
mum per cent recovery (see, however, p. 455). 
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Figure 134 shows the effect, on the per cent recovery, of changing the 
temperature of the treating agent. 

Liquids and Liquids. — Similarly, the distribution of a solute 
between two immiscible liquids is frequently linear; i,e., at 
equilibrium the concentration of the solute in liquid A is propor- 
tional to its concentration in liquid B. 

These two simple distribution laws are usually but not always 
valid at low concentrations. Thus, Henry’s law almost always 
applies for sparingly soluble gases, because in su(;h case it is 



obvious that the concentration of gas in the liquid phase cannot 
possibly be high. It likewise frequently applies to very soluble 
gases so long as tluj concentration in the liquid phase is low or, 
what is equivalent to the same thing, the partial pressure in 
the gaseous phase is very low. Similarly, the distribution of a 
solute between two liquids of limited miscibility is usually linear 
so long as the concentration in the tw^o phases is small. When- 
ever the concentration in a liquid phase becomes high, deviations 
from proportionality almost always begin to develop. 

Special Canes . — Many solids arc porous and, when impregnated with 
solutions, hold these solutions within their voids. In order to remove the 
solute from such a solid, it may be necessary to allow the solute to diffuse 
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from the voids within the solid out into a less concentrated external sur 
rounding solution, thus to be washed away. The amount of solute held by 
such solids is obviously proportional to the concentration of the solution 
in the internal voids. Since such an internal solution will obviously be in 
equilibrium with an external solution, outside the solid, of equal concen- 
tration, it follows that the concentration of solute within the solid, expressed 
as a relation between the amounts of solute and solid, is proportional to that 
of the external solution with which it is in equilibrium. Such cases are 
illustrated by leather, wood pulp, fabrics, etc., saturated with solutions of 
nonadsorbed materials. 

One can have within the internal voids solutes present as solids in excess 
of that in solution within those voids. In such cases the mass will be in 



Fig. 135. 

equilibrium with a saturated external solution of the solute at all concen- 
trations of the solute within the solid, above that corresponding to a satu- 
rated solution just sufficient to fill the internal voids. 

2. Adsorption 

Solids and Gases. — Certain solids and gases combine to form 
compounds which may be loose or very stable, but which differ 
from compounds such as calcium carbonate, formed by inter- 
action of calcium oxide and CO 2 , in that, first, the combination 
does not take place in constant stoichiometric proportions and, 
second, the decomposition pressure is not independent of the 
amount of gas combined with the solid provided excess solid is 
present, but varies progressively with the gas quantity held by 
the solid. The data of a characteristic adsorption reaction, 
namely, that of CO 2 gas^®^ on activated charcoal, are shown in 
Fig. 135. 

It will be noted that, at very low partial pressures of the C02> 
relatively large quantities of the gas are held on the solid. As the 
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partial pressure of the gas is increased, the amount held on the 
solid at equilibrium also increases, but at a much less rapid rate 
than would correspond to linear distribution. Finally a point 
is reached at which a relatively large increase in partial pressure 
of the gas is required to force a given increase of gas on the solid. 
Figure 135 shows also the data for the adsorption of benzene 
vapor on charcoal.^^^ 

A similar curve for a more loosely held gas, nitrogen, is 
also shown in Fig. 135. While the general shape of the curve 
is the same, the difference lies in the fact that much less gas is 
held by the solid at low partial pressure of the gas. 

Mechanism . — The exact mechanism of adsorption is still a 
matter of dispute. It seems certain that in some cases adsorp- 
tion is due to chemical combination of the gas with the free 
valences of atoms on the surface of the solid. In other cases the 
evidence indicates that adsorption is due to liquefaction of the 
gas and its rettmtion by capillary action in the exceedingly fine 
pores of the adsorbing solid. In some cases the two phenomena 
are probably superimposed. Often one encounters curves of the 
type shown in Fig. 194 (page 620) for water adsorbed on cotton, 
in which at low pressures one gets a characteristic adsorption 
relationship, the water held flattening out to an approximately 
asymptotic value, followed later by a further rise in adsorption 
at high partial pressures of the adsorbed gas. It has been sur- 
mised that the first part of the diagram may represent chemical 
adsorption and the latter, capillary effects; or it may be that the 
first part represents liquid held in exceedingly fine capillaries 
and the latter, the influence of capillaries an order of magnitude 
larger in size. 

Freundlich Equation . — Whatever the mechanism, the equilib- 
rium between a gas or vapor and an adsorbing solid is generally 
exponential in character over certain ranges in concentration. 
This relation is expressed by the Fieundlich equation, 

where p is the partial pressure of the gas in equilibrium with 
the solid and X is the amount of the gas adsorbed per unit 
quantity of adsorbent; b and n are constants. In true adsorp- 
tion, n is always greater than unity.* The more firmly the gas 

* If n = 1, one is dealing with a phenomenon of solution which follows 
Henry’s law and which is not classified as adsorption. The solubility of 
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is adsorbed, the greater is the numerical value of n. The 
quantity b is proportional to the active surface of the adsorbing 
solid. While it has been claimed that this equation has theo- 
retical basis, it is probably safer to regard it as empirical in 
character. The data demonstrate that it is not exact, but as an 
interpolation formula over very wide ranges it is extremely 
valuable. Numerical illustrations of this equation will be found 
on pages 508 and 512. From the form of the equation it is obvi- 
ous that if one plots on logarithmic paper the partial pressures 
of the gas as ordinates against the equilibrium concenLrations 
on the adsorbing solid as abscissas, the equation demands that 
the data fall on a straight line, the slope of which is equal to the 
exponent n. This offers a ready means of testing th(^ applica- 
bility of the Freundlich equation to any given set of data. 

While adsorptive phenomena are to no small degree specific 
in character, it is nonetheless possible to lay down tlu) general 
rule that the higher the molecular weight and the lower tlui 
volatility of any gas, the greater its tendc^icy to adsorb on any 
solid. So marked is the influence of volatility, i.c., the vaj)or 
pressure of the liquefied gas in the pure state, that it is often 
better to express the concentration of the adsor})ed gas, not as its 
partial pressure in the gaseous phase, but as the ratio of its 
partial pressure to its saturation (vapor) pressure.* h^xpressed 
in this way, it is found that the influence of temperature on th(j 
equilibrium is relatively slight. f The adsorption equilibria of 
water on textile fibers at various t(‘mj)(Tatures ar(' i)lotted in Fig. 
194 (page 620). As vapor saturation is api)roached, the Freund- 
lich ecpiation always brcniks down. 

CO 2 ill solid rubber is a ease in point. VENAnnw and Fuwa, ./. Tnd. Eng. 

Chem., 14 , 139 (1922). If n is less than unity, the idionoinenon is somotiincs 
called negative adsorption, but is of minor technical irnportanc,c. 

* In the case of water, this ratio is the relative humidity, (see page 577). 
The term relative humidity is not infrequently applied to the concentration 
of vapors other than water when expressed in the same way: h = plP. 

t In ccjrtain cases, as in the adsorption of SO 2 ))y silica g( 5 l, (;(]uilibrium 
data at various temperatures may be correlaUul by the IViMiiidlich equation 
modified as follows: 

where 7 is the surface tension. Expressing as cubic (leiitimeters of liquid 
SO 2 per grams of gel, McGavack and Patrick, J. Amer. Chem. Soc., 42 , 
946 (1920), found n to be 2.24 between — 80®C. and -J-100°C. 
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Selective Adsorption , — So important is the effect of volatility 
that it is frequently possible for a gas of low volatility to displace 
one of high volatility. Thus, if activated charcoal is brought in 
contact with natural gas, it adsorbs a certain amount of all the 
hydrocarbons of the gas. On the other hand, per unit partial 
pressure, the high-boiling constituents of the gas are adsorbed 
selectively, i,e., far more completely than the low-boiling con- 
stituents. Furthermore, if this same charcoal is treated with 
additional gas, th(j high-boiling components of this second 
quantity of gas will adsorb on the charcioal and, in order to do so, 
will to a large degree displace the low-boiling constituents already 
adsorbed. In this way a charcoal that has picked up from a gas 
relatively large quantities of methane, ethane and propane will, 
when treated with further gas, adsorb pentane, hexane and higher 
hydrocarbons by displacing tlie lower-boiling ones already picked 
up. This is the reason for the fact that by the intelligent use of 
activated charcoal in re(X)vering gasoline from natural gas it is 
l)ossible to j)roduce a product relatively free from gases of low 
molecular w(‘ight. 

Importance of Surface . — The concentration of adsorbed gas 
or vapor per unit area of adsorbing solid is exceedingly low, i.r., 
the adsorbed film is very, very thin. Therefore, in order to 
adsorb large* quantities of gas, it is essential to have an enormous 
amount of adsorbing surface. This might be secured by having 
the adsorbing agent finely subdivided. B(‘cause of the diffi- 
culties of handling powders, however, it is preferable that the 
adsorbing agemt consist of a spongy, porous material, agglom- 
erated into granules so that (*ach individual lump is relatively 
large, but, bcicause of its porous stnicture, the total surface is 
(‘uormously greater than could b(* realized with a dense solid of 
the same grain size. Thus the apparent density of the individual 
granules (best called grain density”) of well-activated charcoal 
is about 0.83,* while that of the carbon itself is 1.89. Thus the 
granule itself contains 56 per cent capillary voids. 

Solids and Liquids. — Solids can adsorb solutes from solution 
in liquids by a mechanism entirely analogous to the adsorption 
of gases. Here also the Frcundlich equation applies. Cases 
in point are the adsorption of direct dyestuffs by textile fibers, 

* This must not he confused with apparent density, i.e., the weight, per 
unit volume of the granules in bulk, which in this case is 0.46 gm. per c.c. 
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the adsorption of tannic acids by both hide substance and vege- 
table fibers and the adsorption of organic colors by fuller’s earth, 
bone char, activated charcoal and the like. Computation 
methods do not differ in principle from those employed for the 
adsorption of gases by solids. 


Illustration 2. — Water contains organic color which is to be extracted 
with alum and lime. Five parts of alum and lime per million parts of water 
will reduce the color to 25 per cent of the original color, and 10 parts will 
reduce the color to 3.5 per cent. 

Estimate how much alum and lime as parts per million are required to 
reduce the color to 0.5 per cent of the original color. 

Solution . — ^Let y be the residual color in the solution, expnissed as a 
fraction of the original value, and X be the ratio of adsorbed color to adsorb- 
ent. Since y^bX^j log y=log h-\-n log A". Applying this equation to 
the data, one finds 


log^ = nlog^ 
2/2 A 2 


or 


log 


0.25 

0.035 


= n log 


75/5 

96.5/10 


whence n=4.45. Also, log (2/1/2/d) =4.45 log (A'l/A'n) or log (0.25/0.005) = 
4.45 log (I 5 /A 3 ), whence A'a equals 6.23 =99.5/^ and the parts of adsorbent z 
are found to be 16.0. 


Gases and Liquids. — While gases and vapors adsorb on the 
surface of liquids, it is but rarely that liquids can be employed 
in a permanent state of subdivision sufficiently great to furnish 
the surface necessary to adsorb appreciable quantities. On the 
other hand, liquids dissolving gast^s sometimevs giv(^ equilibrium 
diagrams extremely similar to adsorption curv(is. Th(ise arc 
usually liquids which combine chemically with the dissolved 
material. A case in point is that of sulfuric acid and water, 
the equilibrium diagram for which is given in Fig. 136.^®^ In 
such cases computations may be made by the same methods 
employed for solid adsorbents. 

3. Chemical Combination 

When a gas is treated with an absorbent with which it (com- 
bines chemically to form a stable compound, so long as there 
is excess of this absorbing agent, at equilibrium the partial 
pressure in the gaseous phase is negligible. Thus, if ammonia 
is being absorbed in excess sulfuric acid, as in the manufacture 
of ammonium sulfate from illuminating gas, or CO 2 in excess 
caustic, as in gas analysis, or the like, the gas left undissolved 
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after thorough contact between the gaseous and liquid phases 
is negligible. Similarly, if one is absorbing a gas by a solid with 
which it firmly combines chemically, such as CO 2 by calcium 
oxide in the purification of air for liquefaction, the absorption 
is complete so long as contact is adequate and the absorbent 
is present in excess. 


4. Incomplete Chemical Combination 

In many cases the combination is a loose and unstable one, 
i.e.j the compound is subject to partial dissociation. Such 
cases are obviously governed by the law of mass action. Other 
cases undoubtedly involving loose chemical combination are of a 
character such that it is difficult to demonstrate this quantita- 
tively. A case in point is the absorp- 
tion of water vapor by sulfuric acid, 
the equilibrium data for which are 
found in Fig. 136. 

An interesting case of chemical 
combination is found in the distribu- 
tion of certain substances between 
liquids in which the substance in ques- 
tion exists in different degrees of 
polymerization. Thus, acetic acid 
dissolves in benzene in the form of 
double molecules and in ether as single 



Fig. 136 . 


2 3 4 

Mols HgO 
Mols H 2 SO 4 
-Equilibrium 


dis- 


molecules. If one grants the presence and'H^so?.^ between air 
in the benzene solution of a small 

proportion of single molecules, the concentration of which is in 
equilibrium with both the double molecules in that solvent and 
the single molecules in the ether, the law of mass action requires 
that at equilibrium the distribution of the acetic between the 
two solvents be determined by the following equation: 


where y is the concentration of acetic acid in ether, x is the 
concentration of acetic acid in benzene and j is the distribution 
constant. 

When a gas combines chemically with a solid to form a second 
solid phase present as such, the compound must dissociate, giving 
a constant partial pressure of the gas so long as any of the com- 
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pound and both its dissociation products are present. Thus, if 
calcium oxide absorbs CO 2 to form calcium carbonate, so long 
as all three of these substances are present, equilibrium can exist 
only at a certain partial pressure of CO 2 , the value of which 
depends on the temperature and on nothing else. Because 
of this fact it can be laid down as a general rule that chemically 
combining solid absorbents are unsatisfactory; for, if the com- 
pound formed is one readily dissociating, its partial pressure is 
relatively high and, since combination cannot take place if the 
partial pressure of the gaseous component is below the equilib- 
rium pressure, it is impossible to get complete absorption; 
on the other hand, if the compound is a stable one and the 
equilibrium pressure is correspondingly low so that absorption can 
be complete, the very stability of the compound formed makes it 
difficult to decompose it and therefore hard to recover the absorb- 
ent for re-use. Thus, while it is true that calcium oxide is an 
excellent absorbent for CO 2 , to recover tne calcium oxide for 
re-use, the carbonate must be h(^ated to approximately 900°C. 

PART IV. RATE OF ABSORPTION AND EXTRACTION 

Introduction. — All available data indicate that phases in 
contact are, at the interface itself, always at equili))rium, or 
substantially so. For the interaction between liquids and gases, 
the data are quite conclusive; in interaction of solids and liquids, 
equilibrium at the interface has been demonstrated to exist 
when crystals dissolve in suitable solvents; in the case of solid 
absorbents, whether reacting with gases or liquids, the phenom- 
ena are complicated and the available data sufficiently accu- 
rate to serve as a basis for a conclusion slto, decidedly limited, 
but none cf the data are incomi)atible with the above generaliza- 
tion, and throughout this treatment equilibrium at the interface 
will be assumed. 

This assumption of equilibrium at the interface is equivalent 
of the assumption of such rapid interaction between the phases 
at the exact point of contact that this interaction is not a con- 
trolling factor in decaying the ultimate result. Hcmce, it follows 
that the thing which controls the rate of interaction of phases is 
transfer through the phases themselves and that, therefore, 
the capacity of every apparatus for absorption or extraction is 
limited by and dependent upon mass-transfer phenomena. Con- 
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sequently, in process of absorption and extraction, the quantita- 
tive mass-transfer relationships are just as important as the 
equilibrium itself.* As pointed out on page 429 the transfer 
through a single phase involves both the transfer through the 
main body by turbulence or eddy diffusion and transfer through 
the surface film by molecular diffusion. Since the two mecha- 
nisms are quite different, the rate of transfer for each will first be 
considered separately. 

Molecular Diffusion in Gases. — The fundamental differential equations 
for diffusion of gases were first derived by Maxwell. They were later 
reexamined along somewhat different lines by Stefan, who also applied the 
diffusion laws to liquid mixtures. 

Visualize a single molecule of one component A, diffusing unidirectionally 
through a binary gaseous mixture of A and B. The experimental evidence 
is conclusive that the frictional resistance to motion by diffusion is propor- 
tional both to the relative velocity of the diffusing component past the inter- 
fering one and to the diffusion distance dz. It is to be anticipated that the 
resistance will be proportional to the number of molecules of B which block 
the path, a quantity which is in turn proportional to the partial molal 
density of B, co^. Granting that these two terms determine the friction 
encountered by a single molecule of Ay the total frictional resistance to 
diffusion of compoiKuit A will equal this resistance met by the individual 
molecule times the number of the molecules. This latter quantity is 
proportional to the partial molal density of Ay wa, and the total frictional 
resistance to diffusion of A is given by the expression PABOJAUBiuA — us) dzy 
where ua and ur are the velocities of components A and By respectively, 
measured in the 2 -direction, and (3 ah is the coefficient of resistance to diffusion 
of component A through B. 

Excluding the influence of external forces and temperature variations, 
this frictional r(%sistance must be overcome by an equivalent drop in the 
partial pressun* of A, —dpA, ovct the section in question. In other words, 
- dpA = tiAB03AiaB{uA’-Uji) dz, or 

— dp A /dz = PaB(»»A03b {ua — Ur) . (1 ) 

Clearly a similar equation may be written for the other component: 

dpR/dz = ^RAOiAO^BiUA — Ur). (2) 

If there is no major bulk motion of the gas in the direction of diffusion, the 
total pressure P of the gas must be the same at all points in this direction. 

* When a material diffuses from one substance to a second substance 
existing as a separate phase, the principles are the same regardless of whether 
the materials diffused from a gas into a liquid or from a liquid into a gas. 
This applies to the transfer of a vapor from gas to solid, and from solid to 
gas. To cover such diffusion in either direction, the term interaction is here 
employed. 
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Since the total pressure equals the sum of the partial pressure, 
differentiation gives =0, i.c., dp a and dps are equal and have 

opposite signs. This last relation combined with Eqs. 1 and 2 results in 
^AB =^fiBA, Le.f the coefficient of resistance to diffusion of A through B must 
be numerically equal to the corresponding coefficient of diffusion of B 
through A. The subscripts may, therefore, be dropped and /3 considered 
as the common resistance coefficient for the mixture of the two components. 

It is more convenient to work with molal rather than volumetric units. 
The partial molal density multiplied by ua equals the molal rate of inter- 
ehange of A per unit interfacial surface, i.e., waua equals dN A/dA and 
similarly oiBUs equals dNs/dA. Also ua equals pa/RT, where T is the 
absolute temperature and B is a suitable value of the gas constant, ub 
equals palRT. Equations 1 and 2 may now be written 

-dp^ -hdpB_ 1 (psdNA VAdNB\ 
dz “ dz dA dA ) 


where the term RT/^ is replaced by the “diffusivity Dm, expressed in 
molal units. 

These equations for “point conditions” may be integrated into several 
forms depending on the diffusion conditions. 

1. GaseotLs Diffusion of One Component Only . — This case was discussed 
by Stefan in connection with a special technique employed by him for 
determining the coefficient of diffusion of a vapor through a gas. Its 
engineering importance is very great, particularly in the evaporation of a 
liquid into a gas or the condensation, absorption or adsorption of a vapor 
from a binary gaseous mixture. In such cases the vapor must diffuse 
through the gas film separating the liquid-gas interface from the main body 
of the gas. 

Where there is no net diffusion of B, dNa is zero, and Eq. 3 becomes 


dNA ^ Dm dp A 
dA pb dz t 


(3a) 


which shows that the molal rate of transfer of A between gas and liquid is 
directly proportional to the product of the diffusivity and the partial 
pressure gradient through the film, and inversely proportional to the partial 
pressure of the nondiffusing gas. 

Where the fractional variation in ps through the film is small, pB may be 
considered constant at an average value, (pi»)av , and Eq. 3a may bo inte- 
grated across the true gas film from 0 to B/ and from pAt to p^, giving 


dNA 

dA 


A 


(Pb), 




(4) 


Where the fractional variation of ps is too large to be neglected, —dp a in 
Eq. 3a is replaced by dps, giving upon integration 


-dNA _Dm^_^ PBi 

dA 


( 5 ) 
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Equation 5 may be rearranged to involve the potential difference —pAi by 
multiplying through by an identity {p^—pAt)/(pBi—PB)j giving 


d^A ^ Pmjp A -pA.) ^ (p' -Pi) 
dA B/{pB)l.jn. Tf 


(5a) 


where is the logarithmic mean of pBi and p' —pi represents 

Pa ~PAxi and r/ is the resistance of the film to diffusion. 

2. Gaseom Diffusion under Steady Conditions in Binary Mixtures, Both 
Components Diffusing But in Opposite Directions . — These are essentially 
the conditions obtained at any particular point of contact of liquid and 
vapor in a rectifying unit operating continuously. Thus, in the case of the 
rectification of a mixture of water and ammonia, at a given element of 
contact between vapor and liquid in the column, ammonia is diffusing from 
the liquid interface out through the gas film into the vapor and a correspond- 
ing amount of steam diffuses in the opposite direction from the body of the 
vapor through the film into the interface. The concentration of water in 



component A. 

the vapor at the point in question is maintained constant, despite this 
diffusional loss, by the steady flow of vapor up the column from below. 
Similarly, the ammonia concentration in the body of the liquid is maintained 
by the flow of reflux down the column from above. Thus liquid and vapor 
concentrations at the point are maintained constant and diffusion takes 
place under steady (Jonditions. For the usual case, where dNB equals 
— dN A, Eq. 3 becomes 

-dpA _ 1 fPA dNA , Pb dNA\ _P dN A 
dA dA ) DmdA 


Noting that the mol fraction ?/ in a vapor equals pa/P and that dy equals 
dpAjP, Eq. 3 reduces to dNAjdA = —Dmidyidz). Integrating through the 
film from 0 to Bf and from yt to ?/' gives 


dNA 

dA 




( 7 ) 


where dN a/ d A represents the molal rate of evaporation of the more volatile 
component per unit surface and yi is the mol fraction of the same component 
at the interface between liquid and vapor. 
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Values of Dm and B/ are necessary for the use of these equations. Values 
of Dm can be satisfactorily predicted by using Maxwell’s theoretical equation 
with an empirical constant. For a given binary mixture Dm is directly 
proportional to the square root of the absolute temperature and independent 
of the total pressure. For diffcjrcnt mixtures Dm is proportional to the 
square root of the sum of the reciprocals of the molecular weights of the two 
gases, and is also a function of the effective volume of the molecules. Table 
I on page 460 gives the diffusivity for a number of common binary mixtures. 

The value of the film thickness, B/, depends on the flow conditions in a 
way similar to the film thi(;kness for heat transfer. In the case of given 
flow conditions and for concentrations of the diffusing substance low enough 
so that the properties of the mixture are not appreciably changed, the film 
thickness should be the same for all substances. It is probable thai under 
comparable conditions the film thickness for heat transfer is the same as for 
mass transfer. 

3. Multicomponent Diffusion ~-T)\Q\m\on equations arc available for 
systems containing more than t.wo gases, but because of their complexity 
they are much more difficult to use. They indicate; that, where th(‘ con- 
(!entrations of the gases undergoing diffuskin are small, i.e., Ihc main com- 
ponent is not diffusing, the eipiation for binary mixtures may he used as an 
approximation for each diffusing component, <;onsidering all other gases 
as the stationary component. Thus, in the scrubbing of a dilutt* mixture 
of ammonia gas and air with cold water, the two-coin pon(‘nt equation, when 
appluid to the diffusion of ammonia or water vapor, will giv(‘ results within a 
few per cent of the more cornplicati'd equation for a ternary system. 

Diffusion in Liquids. — Stefan has given similar derivations for the diffusion 
in liquids which may be given as 

-'dA = 

where Dl is the diffusivity through the liquid phase, having the equivalent 
film thickness Bl', ^Ca is the potential difference, i.e., the concentration of A 
at the interface between phases, minus the concentration of A in the main 
body of the liquid; and /fz. is the diffusion coefficient in Eq. 8. 

The correlation of diffusivitics in the liquid phase is less satisfactory than 
for the gas phase; this is undoubtedly due to the complicating eff(;(;ts of 
ionization, association and dissociation, and to the difficulty of eliminating 
natural conv(;ction. Howiwer, for a giv(;n temperature, it is possible to 
correlate Dl for systems in which there is little ionization or association. 
Thus the diffusion of many organic compounds through other organic 
liquids and the diffusion of gases through liquids give values of Dl which 
agree well with certain “scmitheorctical” equations. For sucli binary 
systems the diffusivities are inversely proportional to the square root of the 
sum of the reciprocals of the molecular weights. Owing to the high vis- 
cosity-temperature coefficient of liquids compared with gases, the effect of 
temperature on the diffusivity in the liquid phase is much greater than in 
the gas phase. Experimental data are meager but indicate that the diffusiv- 
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ity in the liquid phase is approximately proportional to the inverse three- 
halves power of the viscosity. Table II on page 461 gives values of liquid- 
phase diffusivities. 

Transference in Main Body. — The problem of transference through the 
main body of the gas phase by convection or eddy diffusion has not been 
solved so satisfactorily as the transfer by molecular diffusion. This is 
largely due to the lack of an adequate knowledge of the mechanism of 
convection. 

Experimental data for tlie evaluation of the rate of transfer by eddy 
diffusion are meager, but consideration of the mechanism would indicate 
that for given flow conditions the current density of transfer should be 
independent of the physical properties of the component being exchanged 
so long as the latter does not appreciably alter the flow conditions or turbu- 
lence. Thus a turbuhmt body of fluid would have the same resistance for 
all substances so long as its own properties were not altered significantly. 

Transfer Coefficients. — In engineering calculations the net 
transfer coefficient is desired rather than the individual coeffi- 
cients for the film and main body. 

These rate coefficients are defined by the equation 

-~=ka(p-pd=ky{Y-Y:) (9) 


where ka is the coefficient used when the driving force is expressed 
in terms of the partial pressures of the diffusing constituent and 
ky is the coefficient where the driving force (F— Ft) is (expressed 
in mols of A per mol of B in the gas phase. * By analogy with the 
corresponding case in heat transfer (page 109), the mass transfer 
from the main body of the gas to the interface can be visualized as 
meeting two resistances in series, that of the turbulent main body 
of gas and that of the gas film. The gross gas-phase resistance 
r is then the sum of the two individual resistances Vc+rf. 
Algebraically expressed, 


dNA ^ ^ p'-pi ^ Pa — Pr ^ 

dA Tc Tf Tc+Tf r 


koipG — pi)^ 


* In d(3aling with problems in humidification and dehumidification, it is 
convenient to express the driving force in terms of absolute humidity Hj 
expresstid as a mass ratio of A to B, rather than in terms of the mol ratio T, 
and to replace by dW/dAj where dW is the rate of evaporation 

expressed in mass units. Equation 9 then takes the form 

When using consistent units, kii equals Maky. 


(,9a) 



448 


PRINCIPLES OF CHEMICAL ENGINEERING 


As shown by Eq. 5a, Vj equals B/ipa)i ^,/D„, giving 

1 I 


( 10 ) 


At present the only satisfactory evaluation of Vc is by the use 
of Eq. 10 together with experimental determinations of ka. 
The direct experimental evaluation of Bf is difficult but fortu- 
nately is not necessary for the utilization of the above equation, 
since values of ka can be measured for two substances with 
different diffusivities when these substances are allowed to diffuse 
separately or simultaneously through a third component, under 
conditions such that the diffusing substances do not alter the 
flow conditions of the third component. These two values of 
kof together with known values of Dm and the fact that the flow 
conditions were such that and Bf were the same for both 
substances, allow the calculation of both Vc and Bf. These 
values may then be used to predict values of ka for the transfer 
of other substances under similar conditions. The utility of 
Eq. 10 will be demonstrated by numerical examples (Chap. 
XV on Absorption and Extraction). Actually the transfer 
of heat may be utilized in place of one of the substances and 
this illustrates the complete analogy betw^een mass and heat 
transfer. The applicability of this analogy will be considered 
in Chap. XVII on Humidity. 

Both Tf and Vc decrease with increasing velocity of the fluid 
past the interface. PrandtFs study of the relation between 
heat transfer and friction would indicate that Vf decreased with 
increasing velocity faster than Vc, and that at very high velocities 
the main resistance to transfer would be eddy diffusion. The 
experimental data on mass transfer are not sufficiently precise 
to evaluate the effect of velocity on the relative value of the 
two resistances, but they indicate that any such effect is rela- 
tively minor in comparison with the large change in magnitude of 
Ve plus Vf. For given flow conditions the ratio of Veto Vf depends 
on the diffusivity of the system in question: thus in systems 
with relatively large diffusivities the resistance to transfer will be 
mainly in the main body while small diffusivities increase the 
relative importance of the resistance of the film. For a given film 
thickness, in the first case an increase of turbulence in the main 
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body would materially aid the transfer, but in the latter case it 
would be of much less value. 

Transfer coefficients have been correlated by methods similar 
to those for heat transfer, using dimensionless groups. Thus 
koDd{pB\^/Dm is found to be a function of Reynolds number 
and a group ^x/MDm, which is analogous to the Prandtl group 
in heat transfer. Another method of correlating mass-transfer 
data has been to visualize a Active film of thickness B such that 
its resistance to molecular diffusion would equal the observed 
transfer resistance: B(pB)i.jn./Dm=l/ko;* the values of B so 
calculated were then correlated by dimensionless functions. 
The correlations of experimental values of the transfer coeffi- 
cients will be given in the chapters on Humidity, Absorption 
and Extraction, and Distillation. 

1. Gases and Liquids 

The foregoing considerations indicate that transfer through 
the gas phase proceeds at a rate that is proportional to the differ- 
ence between solute concentrations in the main body of the gas 
and at the interface, f Transfer through the liquid phase, on the 
other hand, is controlled by the difference between the concentra- 
tion of the solute in the liquid at the interface and its concentra- 
tion in the main body of the liquid. Since the surface films are 
generally thin, the actual amount of solute contained in them 
at any one time is usually negligible compared with the amount 
diffusing through them. It follows, therefore, that all the 
solute which passes through one film must also pass through the 
other, and the two films may be considered as two diffusional 
resistances in series. Under certain circumstances the resist- 
ance of one of the films may be so much greater than that of the 
other that the second film may be neglected and the problem 
treated as if only one film existed. 

* Upon comparing this relation with Eq. 10, it is seen that, except where 
Tc is negligible relative to r/, the fictive thickness B is greater than Bf. Never- 
theless this concept of the effective film, whose resistance equals the actual 
resistance 1 /fco, is allowable and is frequently used. 

t Resistance to diffusion due to a gas film is, of course, nonexistent in the 
special case where an absolutely pure gas is being absorbed. This problem 
is very rarely encountered in practice, however, since the presence of very 
small amounts of inert gas, which will concentrate at the liquid surface, is 
sufficient to create an effective gas film. 
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The amount of solute transferred per unit time by diffusion 
through the two films is dN (see table of nomenclature on 
page 458 for r^sum^ of all symbols). The rate of transfer is 
obviously proportional to the surface of the interface dA and it is 
convenient to refer to the current density dN/dA. This quantity 
is equal to the transfer coefficient (ka for a gas phase or for a 
liquid phase) multiplied by the concentration difference available 
as a driving force, i.e., 

—^ = ka{pa—p,)=k,Xci—CL) ( 11 ) 

where p is the partial pressure of the diffusing substance in the 
gas and c is its concentration in the liquid. The subscripts 
Gj i and L refer, respectively, to conditions in the main body of 
the gas, at the gas-liquid interface and in the main body of the 
liquid. 

It is clear that the numerical value of the transfer coefficients 
ka and kt. will depend upon the units in which the gas and liquor 
concentrations are expressed. The choice of these units is 
purely arbitrary. In this chapter, unless otherwise specified, 
solute concentration in the gas is expressed as its partial pressure 
in atmosi)heres and concentration in the liquid as grams per cubic; 
centimeter because this makes the separate values of ku and ki. of 
the same order of magnitude for many cases. 

The data at present available indicate that at the true inter- 
face between licpiid and gas the two phases are substantially at 
equilibrium (pi in equilibrium with Ci), even though there may 
be rapid diffusion and th(;refore high concentration gradients 
through the films on tlie two sides of that interface. This fact 
puts one in a position to visualize clearly what takes place in an 
absorption process. Conditions at tlie interface are determined 
by two factors: first, the equililmum betweem gas and liquor con- 
centrations; and second, the fact that all the solute diffusing 
through the gas film must also diffuse through the liquid film. 
Thus, pt is a function of Ci, 

Vi-m, ( 12 ) 

this function being the solubility equilibrium relationship. 
If the values of ka and of k^ are known, the values of pi and Ci, 
the interfacial concentrations, are at once determined by Eq. 11. 
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If, for example, ka should be just equal to fc/., to satisfy Eq. 11, 
(po—pi) would have to equal (ct— cl). 

Overall Coefficients. — It is generally convenient to utilize 
an overall coefficient for the gas and liquid phases rather than 
the individual coefficients. However, the concentration differ- 
ence to be used with the overall coefficients is the total difference 
between the main bodies of the gas and liquid, expressed in 
comparable units. Thus, if gaseous concentration is expressed 
as partial pressures po, the liquid concentration must be given as 
pi^ corresponding to equilibrium with the actual liquid con- 
centration Cl. Similarly, if the liquid concentration Cl is used, 
the gaseous concentrations must be (expressed as Co* (the liquid 
which would be in equilibrium with pa). In these units Eq. 11 
becomes 


=Ka{pG-pL*)=KL{cG'*^-CL). (13) 

On such a basis of comparable units the ratio of the resistance 
of eith(;r phase to the total resistance is given by the ratio of 
th(‘ decrease in driving force through that phase to total con- 
centration difference across both films, i.e.y the fractional resist- 
ance of the gas phase 1/ka-^l/Ka is ipa — pi)/{pa—pL^) and for 
the liquid phase IjkL-^lIKL will equal {Px — Pl)/{pg — Pl). 
Comparable exi)ressions may be obtained in terms of differences 
in liquid concentration. 

Effect of Solubility. — The overall coefficients are most con- 
veniently obtained in terms of the individual coefficients by 
setting Ap=nAc, where n is the proportionality constant of 
solubility, which will usually be a function of both temperature 
and concentration, but for the special case where Henry’s 
law applit's n will b(^ a function of temperature only. Expressing 
Eqs. 11 and 13 in jnessure units: 

-^ = Ko{pa-pi*) =^tiPr.-PL*) =fcc(po-p.) =^(P.-P/*) 

where n' is equal to {pi — pi^)/{ci—^ci) and n" equals {jpa—p*)/ 
{c* — cj)y from which 
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and, for Henry’s law where v! and n" are both equal to 

1/H, giving 


Ko 



1 

HIcl'HKl 


(15) 


Since in the units specified on page 450 the values of ko and kL 
are often approximately the same, it is apparent that the relative 

value of the gas-phase resistance 
1/kg to the liquid-phase resistance 
n'/^L will be largely controlled by 
the value of n'. The value of n' is 
determined by the solubility rela- 
tionships of the system involved. 
Thus for gases of high solubility the 
value of n' will be very small and 
the resistance to diffusion will be 
essentially l/fc^, and the condition 
is called one of “gas phase controll- 
ing”; for very slightly soluble gases 
the value of n' will be large and 
"0 o * fi'/kL will be large relative to 1/fco, 

c-Gm.NH3/Ccm. Solution main resistance will be the 

liquid phase, giving a condition of 
“liquid phase controlling.” Gases of intermediate solubility will 
give conditions intermediate between the above extremes, and 
the resistances of both the liquid and the gas phases will be 
significant. 

These conditions are easily visualized by graphical representa- 
tion in a plot of partial pressure vs, concentration. Equation 11 
when rewritten as kL/ko = {po—px)/(ci — CL) represents a line of 



kL 

slope — in a partial pressure-concentration diagram. Like- 


wise the equilibrium curve between gas and liquid may also be 
plotted and, since p^ and Ci must be on the equilibrium curve, 
a graphical representation of Eq. (11) is possible. Figure 138 
represents such a plot for the system ammoniarwater (a case 
of intermediate solubility) at a temperature of 30°C. where OA 
represents the equilibrium curve. Consider the absorption 
of ammonia from a gas in which its partial pressure is 0.300 
atmosphere, by an aqueous solution containing 0.005 mg. of 
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ammonia per c.c. These conditions can be represented by the 
point F, whose ordinate is po and whose abscissa is Cl. If the flow 
conditions were such that fcx were equal to fco, the equation would 

ki 

indicate that a line through point F of slope — -i- would intersect 

iCg 

the equilibrium curve at the point pt, c^. Thus for the case given 
above would equal 0.195 atmosphere and Ci 0.105 gm. per c.c. 
The value of pl* is seen to be approximately zero and the ratio 
of the gas-phase resistance to the total resistance, {po—pi)/ 
(po — Pl^), is 0.105/0.3 or 0.35, and in this case the gas phase 
offers about 35 per cent of the total resistance and the liquid phase 
65 per cent. The value of n' is the slope of the chord passing 
through piy Cl and p*^ cl^ or through points 0 and D. It is 
apparent that the significant factor is 
the ratio of the slope between points 
kj 

F and i), which is — -t/ to the slope 

Kg 

between 0 and D, which is n'.* If n' 
is equal to — the resistances of the 

Kg 

two phases will be equal; if n' is 
greater than the liquid-phase 


resistance will exceed the gas-phase 
resistance; and if n' is smaller than 


— the reverse will be true. 
kg 


These 



139. — Absorption of O 2 in 
water. 


conditions are illustrated in Figs. 139 Fk. 
and 140 where similar constructions are 
given for the system oxygen-water (high value of n') and the 

kj 

system HCl-water (low value of n') for — equal to 1 and for 

Kq 

the same liquid and gas concentration as used in Fig. 138. The 


* In terms of liquid concentrations the ratio of the gas-phase resistance 
to the total resistance —Cx) /{c^ —cl) is 0.04/0.145 or 0.276. In 
general, the ratio of gas-phase resistance to liquid-phase resistance will be 
different when measured in pressure units than when measured in liquid 
concentration units, but, for the case where the equilibrium curve is a 
straight line between cl and co, the ratio will be the same in both units. 
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figures indicate that in the first case the resistance to diffusion 
is almost completely (99+ per cent) in the liquid phase, while 
in the latter the reverse is true (98+ per cent gas phase). 

It is possible for the solubility relationships to be such that 
under one condition in a particular system the gas-phase resist- 
ance may be controlling while under other conditions the same 
system may offer the main resistance to transfer in the liquid 
phase, and there must obviously be conditions under which the 
resistances of both phases must be significant. These changes 
of relative resistance can be brought about by concentration 

changes in either or both of 
the gas and liquid phases, or 
by changes in temperature. 
These conditions ar(^ shown in 
Fig. 140, for the system HCl- 
water. First consider the 
conditions repr(\sented by 
])oint F, whi(4i give the inter- 
facial conditions represented 
by point D, and it is apparent 
that the liquid phase offers 
less than 2 per cent of the 
total resistance. However, if 
at the same liquid concentra- 
tion and temperature the gas- 
phase concentration is raised 
to the condition reprc'.sented by F', then the interfacial conditions 
are those at D' and the liquid phase offers approximately 30 per 
cent of the total resistance. 

Other Variables. — ^The discussion has so far considered only 
the effect of solubility of the gas in determining absorption rate 
per unit area. The other important variables arc^ the transfer 
coefficients ka and kh, which can be varied considerably by 
the character of the absorption proc(‘ss. Any factors that 
tend to cut down the thickness of the surface films or to increase 
the main body turbulence should increase the coefficients and 
correspondingly speed up the absorption rate. Thus, agitation 
of liquid increases transfer through the liquid, while higher gas 
velocities past the surface cause more rapid transfer through 
the gas (see pages 499 to 505). 
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Fig. 140. — Absorption of HCl in water. 
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The effect of such factors will be decidedly dependent upon 
whether the process is controlled by gas-phase or liquid-phase 
resistance. Thus, a change that decreased the resistance of the 
gas phase but did not affect the liquid phase would increase the 
absorption of hydrogen chloride bu+ would not affect the rate of 
oxygen absorption. 

Changes in temperature influence several factors, and it is 
necessary to distinguish clearly between the effect of temperature 
on the equilibrium and its effect on the transfer coefficients. 
Increase in temperature makes th(i gas less soluble, thus tending 
to lower the rate of absorption. The transfer coefficients them- 
selves may, however, be either raised or lowered by temperature, 
depending upon the changes in turbulence, film thickness and 
diffusivity. liquid-phase coefficients rise rapidly with increas- 
ing temperature, both because of decreased film thickness and 
increased turbulence due to lowered viscosity and because of 
greater diffusivities. On the other hand, data regarding effect 
of tcmiperature on the gas-film coefficient ko are inconclusive, 
but the effect of temperature is not large (see page 502). 
Although the molal diffusivity of gases increases as the square 
root of the absolute temperature, it seems probable that this 
effect is less than that due to decreased turbulence and to 
increased film thickness. 

A type of apparatus in which gas bubbles up through a liquid 
would represent vitally different conditions from one where liquid 
drops are sprayed through a gas. In the first instance, a rising 
gas bubble would continuously expose fresh liquid surface and 
the liquid-phase coefficient would be high, whereas the gas 
phase would be relatively undisturbed. Such a device should 
therefore be most satisfactory for absorbing the less soluble gases 
where liquid-phase resistance is controlling. In the other case, 
a falling drop might be expected to have only a very thin gas 
film but a fairly stagnant liquid phase. Apparatus of a spray 
type will therefore, other things equal, be well suited for absorbing 
very soluble gases. 

From these suggestions it is evident that the ratio of the trans- 
fer coefficients (kL/ko) varies with the type of apparatus and with 
the conditions of operation. It is then'fore quite possible that 
the absorption of a gas of intermediate solubility might be con- 
trolled primarily by liquid-phase resistance in one piece of 
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equipment and by gas-phase resistance in another. This point is 
illustrated by the case of sulfur dioxide, which is almost entirely 
governed by the liquid phase when passed over a free surface of 
liquid, but which is largely affected by the gas phase when 
absorbed by bubbling through water. 

It is possible to predict comparative performances of different 
solutes in the same equipment on the basis of this general concept. 
Under similar operating conditions the effective film thicknesses 
will in most cases be independent of the solute that is being 
absorbed. 


2. Fluids and Solids 

In the majority of cases solid absorbents pick up gases by 
adsorption, the equilibria being of the type shown in Fig. 135. 
The data available on adsorption rates are incomplete, but the 
indications are that the mechanism is one of gas-phase transfer, 
the film being, however, not merely on the outside of the grain 
but also to no small degree within the solid. Consequently 
there is a very definite limit to the possibility of reducing the 
gas-film resistance by high gas velocity past the adsorbent. 

The reason lies in the structure of solid adsorbents. Thus 
the individual grain of activated charcoal is not a dense solid, 
but is permeated by a labyrinth of exceedingly fine capillaries 
upon the walls of which the adsorbed gas is held (see page 439). 
It has been estimated that in the case of highly activated charcoal 
the active surface of these capillaries is of the magnitude of 20 
acres to the pound. Gas is adsorbed not merely in those capil- 
laries near the outer surface of the grain but in the inner ones as 
well. To penetrate the grain, however, the entering gas must 
diffuse along the capillaries, and this, rather than diffusion 
through the gas film around the outside of the grain as a whole, 
offers the major resistance to rapid adsorption. This resistance 
increases as adsorption proceeds, for at the start the entering gas 
is adsorbed and held at the very mouths of the capillaries, whereas 
later increments of gas adsorbed must diffuse farther into the 
capillaries, past the outer layers of carbon surface already 
saturated, to points located progressively deeper in the grain and 
not yet saturated with gas. In the case of gases and vapors, 
however, this diffusion is rapid — so much so, that for small 
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grain sizes equilibrium rather than adsorption rate is often the 
controlling factor in the process. 

In the adsorption of solutes from liquids by solid adsorbents, 
the situation is very different. While the capillary structure of 
the adsorbent granule remains the same, these capillaries in the 
interior of the grain are normally ineffective, because the material 
adsorbed from liquids almost always possesses very high molecu- 
lar weight. For example, the organic color removed from sugar 
syrups by bone char and from oils by fuller’s earth is in both 
cases complex in structure and colloidal or semicolloidal in 
character. In consequence, the diffusion rate through the 
capillaries is exceedingly slow and, indeed, the indications are 
that the capillaries act in a certain sense as filters, their mouths 
on the outer surface of the grain becoming choked with adsorbed 
color. 

There are two important consequences. In the first place, 
when the mouths of the capillaries closely approach equilibrium 
with the color in the external solution, further adsorption 
becomes exceedingly slow, despite the fact that the total adsorp- 
tive capacity of the grain has been only partially utilized. In 
other words, there develops a false equilibrium, which, however, 
sets a practical limit to the adsorptive capacity of the solid. 
It is this false equilibrium in which the engineer is interested and 
which must be experimentally determined as the basis for 
computations and design. In the second place, the total effective 
adsorptive capacity of the solid is proportional, not to the total 
surface of the capillaries (i.e., to the total weight of the solid), 
but rather to the surface of the grains themselves, because the 
effective capillary surface is limited to that in a thin layer below 
the outer surface of the grain. Thus, whereas it has been found 
experimentally that grinding 20-mesh carbon to particles less 
than 0.001 mm. in diameter increases the total adsorptive 
capacity for gases only 8 per cent, the capacity of similar solids 
for decolorization is approximately proportional to the total 
grain surface exposed, f.c., for a given weight of adsorbent, 
inversely proportional to the average grain size (see page 468). 
Consequently, while it is advantageous to use solid adsorbents 
for gases in the form of coarse grains, because this avoids the evils 
of dusting and high-pressure drop without introducing serious 
concomitant disadvantages, when employing similar adsorbents 
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for liquids, the use of them in the form of relatively fine powders 
greatly increases both adsorbing capacity and rate per unit weight 
of adsorbent employed. 

While from the preceding discussion it is obvious that the 
mechanism of diffusion of a solute from a liquid into a solid 
adsorbent is complicated and, even for the same concentration 
difference, will be more rapid at the start of the adsorbing process 
than toward its end, nonetheless the data indicate that the 
adsorption rate is substantially proportional to the total surface 
of the adsorbing grain and to the difference in concentration 
between that in the solution around those grains and that in a 
solution in equilibrium with the material already adsorbed. 

Because the total adsorptive capacity of the material is 
proportional to its surface rather than to its weight, the determi- 
nation of the adsorption equilibrium is very unsatisfactory. 
It is difficult to get two samples of material of the same grain size 
and the same size distribution. Indeed, if one takes a granular 
material and separates it into two parts, there is a very marked 
tendency toward segr(^gation of grains of varying size, and of 
these two samples the one with the smaller average grain size 
will have both the higher adsorptive (capacity and the higher 
adsorption rate. Added to this is the still greater difficulty of 
duplicating the quality of an adsorbent in the preparation of 
separate samples. Thus, in the activation of charcoal by selec- 
tive oxidation, it is difficult, if not impossible, to carry the activa- 
tion to exactly the same point in successive runs. Obviously, 
in the regeneration of old adsorbent for re-use, as is practiced in 
the reactivation of charcoal, bone char and fuller^s earth by fur- 
nacing, the chances for variation in quality of product are even 
greater. Because of these facts it is difficult to get satisfactory 
experimental checks in determination of eithcir equilibrium or 
rate. In practice, it is best to secure these data from analysis 
of operating data under plant conditions, but it is imperative to 
making sure that the data obtained an^ representative, by using 
results of a large number of tests. Furthermore, in employ- 
ing such data as the basis for design, liberal factors of safety must 
be used. 
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Nomenclature 

A =area. 
h = constant. 

Bf, Bl) B =film thickness for true gaseous diffusion, liquid diffusion and 
effective? film thickness, respectively. • 
c, c^= liquid concentration. 

Dmj Dl =diffusivity in gas and liepiid, respectively. 

Dd = diameter. 

d— prefix indicating differential. 

H = Henryks law constant, in p=c/H. 
h = relative humidity. 

Kq, Xi, = overall transfer coefficients. 
ho, ky, A?y= transfer cocffieient for the gas phase, with driving foice 
ex])ressed in partial pr(\ssure, mol ratio and mol fraction, 
r(?spectively. 

fci, = transfer coefiieient for the liquid phase. 

M = molecular weight. 

N =molal rate of transfer. 
n=exponent, slope of chord. 

P = total pressure. 

Pa, p', p* = partial j)ressure in the main body of the gas, at the outside 
of the true gas film and in equilibrium with the liquid, 
respectively. 

/^= gas-law constant, in inolal units, 
r, r/, r,.= overall, film, and core resistances, respectively. 
n—nc\ diffusional velocity in 2-direction. 

A" — ratio of adsorbed material to amount of adsorbent. 
x=iTiul fraction in luiuid. 

y't ^^niol fraction in the main body of the g.is, at tlie outside of the 
true gas film, and in equilibrium with the liquid, respec-' 
tiv(;ly. 

Y = inolal ratio of solute to carrier. 

2 = distance. 

resistance factor in Stefan equation. 

7= gamma, surface tension. 

A=potential difference, driving force. 
iLi=mu, alisolute viscosity. 

7 r = pi, total pressure. 

c*)= omega, partial molal density =p/K 7 '. 

Subscripts 

A, B ref(?r to components. 

c refers to core, i.e., fluid lying outside true film, 

/ refers to film. 

G refers to main body of gas. 
i refers to licpiid-gas interface. 

L refers to main body of Inpiid. 
l.m. refers to logarithmic mean. 
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Table I. — Diffusivities in Gases at 25®C. 
Dm =gni. mols/(cm.) (sec.) 


System 

Dm* XIO* 

\ 

System 

DmXW 

Air— II 2 O 

0.090 

Air— CH 3 COOC 2 H 6 

0.034 

Air— NHj 

0.089 

Air- CH 3 COOH 

0.046 

Air — CO 2 

0 062 

Air— CH 3 OH 

0.062 

Air— Hj 

0 281 

Air— CallbOlI 

0.048 

Air— O 2 

0.077 

Air — CoHc 

0 035 

Air — 8 O 2 

0.055 

Air— n — CsHm 

0.026 

Air— CO 

0.090 

H 2 — CH 3 COOC 2 H 5 

0.137 

H 2 --SO 2 

0.227 

U,- CH 3 COOH 

0.182 

H 2 — N 2 O 

0.248 

CHjOlI 

0.225 

H 2 — CH 4 

0 268 

II2- CJIsOH 

0.183 

1I2~C2H4 

0 239 

Hs— C,,H„ 

0.146 

H 2 — N 2 

0.278 

CO., • CHsCOOCJft 

0.027 

CO 2 — N 2 

0 062 

CO-r-CHjCOOH 

0.037 

CO 2 — CII4 

0.072 

CO 2 - ClhOH 

0.050 

C02~C2H4 

0.055 

CO 2 — CjIl.OII 

0.038 



C02“~ Co He 

0.029 


* Calculated from P^q. 6, Ind. Eva. Chrm., 26, 081, (1034). 

For example, the diffuBivity of the system air — NHa 0.0000105 gm. mols/Ccm.) (sec.) 

Note = (jDi'ir)/(/ir), where Dv is expressed in volumetric units. 
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Table II. — Diffubivities in Liquids 
D =cm.®/sec. 


Solvent 

Solute 

Temperature, 

"C. 

DlXW 

Reference 

Water 

H2 

20 

5.94 

1 


O2 

20 

2.08 

1 


CO2 

20 

1.74 

1 


NHb 

20 

2 04 

1 


CHbOII 

20 

1.48 

1 


C2U5OH 

20 

1.16 

1 


CH3COOII 

20 

1.02 

1 


HCl 

12 

2.3 

1 


H2SO4 

20 

1.73 

1 


NaCl 

18 

1.20 

1 

CHbOH 

CH3COCII3 

20 

2.68 

8 


CCI4 

15 

1.69 

8 


CoHbCI 

15 

2.07 

8 

CsHsOII 

CIIC 13 

20 

1.23 

6 

C.H, 

CHC13 

15 

2.11 

8 


CfiHfiCl 

15 

1.90 

8 


For example, the diffusivity D of O 2 in liquid water is 0.0(K)0208 cm.*/sec. 
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CHAPTER XV 


ABSORPTION AND EXTRACTION 

PART I. METHODS OF OPERATION : EQUIPMENT 

1. Treatment of Gases by Liquids (Gas Washing and Scrub- 
bing). — Efficient absorption of gases from gases by liquids 
demands both counterflow and large' interfacial contact between 
the phases (see page 430). The problem is entirely analogous to 
that arising in rectification, and the apparatus employed in 
that art is also frequently used in absorption (see pages 547 to 
551). Attention should be called to the fact that filled towers 
give less efficient contact than bubble-plate columns but possess 
the advantages of much less back pressure and smaller liquid 
content. The latter advantage may be particularly important 
where frequent starting and stopping are necessary. All filled 
towers, however, are likely to channel badly, esp('(dally at low 
liquor rates; and under this condition contact is lost because only 
a small fraction of the surface is properly wetted. In cons('- 
quence, filled towers are unsatisfactory where under operating 
conditions the rate of liquid flow is subject to wide variations 
(see i)age 550). 

Many types of tower filling are available. Thus, columns 
packed with coke are employed in the absorption of CO^ from 
flue gas in bicarbonate solutions; slat-pack('d towers are some- 
times preferred for absorption of light oil in min(‘ral seal oil; 
packings of quartz, earthenware and tih^ are valuable for acid 
liquids, and perforated sheet metal is also used in various cases. 
In absorbing light naphtha in suitable hydrocarbons, as in the 
washing of refinery gasc^s, horizontal scret*ns may be placed in a 
vertical column to expose fresh surface's of the oil flowing down 
the tower. 

Spray chambers of the type shown in Fig. 190 (page 597) may 
be used for absorption, but, where licpiid is recirculated through 
the sprays, it is necessary, to obtain an approach to counterflow 
of gas and liquid, to employ a number of chambers in scries. 
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The Ceco spray device secures contact between gas and liquid 
by feeding the liquid upon a revolving disk. Figure 141 shows 
a section of the B.-H. washer, a recent modification of the Fels 
scrubber, designed to give a contact between . li(iuid and gas 
which is independent of the net flow of liquid through the tower. 
This type is especially suited to cases where extensive contact 
is required and the amount of liquid is small, as in absorbing 
very soluble gases. Within limits, the amount of contact can 
be controlled by regulating the speed of the shaft which rotates 
the inclined vanes attached thereto. 

2. Treatment of Gases by Solids. — Whenever a fluid, gas or 
liquid, is to be treated by a solid, one is handicapped by the 



Fig. 141. — LonKitiidinal section of Bartlett-Hayward washer. 


difficailty of moving solids smoothly and continuously. This 
difficulty is so serious that it is the almost universal practice to 
place the solid in position and pass the fluid over it, leaving the 
solid undisturbed until its interaction with the fluid is complete. 
Thus, in the absorption of gasoline from natural gas, the absorb- 
ent charcoal in granulated form is packed in cylindrical con- 
tainers several feet deep, through which the gas to be treated is 
allowed to flow. Tlin^e of these cylinders are operated together, 
the gas first entering a cylinder partly saturated with gasoline 
from previous treatments and flowing thence to a cylinder 
recently stripped of its gasoline content. The third cylinder is 
out of the gas circuit, in process of b(dng stripped of its gasoline 
content by passing superheated steam through it. The mixture 
of gasoline vapor and steam leaving this cylinder is condensed 
and the gasoline recovered by decantation. When the charcoal 
in the first cylinder in the gas circuit becomes saturated with 
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gasoline, it is cut out, the gas now entering what was previously 
the second cylinder in the line and flowing thence to the gasoline- 
free charcoal in the third cylinder, now stripped of its gasoline. 
The cylinder cut out of the line is then subjected to the stripping 
operation. It is thus seen that the jflant operation is divided 
into three cycles, at the end of which conditions return to those 
originally obtaining. By this means the cdiarcoal is used repeat- 
edly with no physical movement or handling so long as it remains 
in process; this has the important advantage of lessening deterio- 
ration and loss of char by dusting. Such an operation is described 
as semicontinuous and represents two stages of countercurrent 
action. As many stages may be introduc(id as desired, the use of 
less than three Ixnng unusual. This system of operation involves 
the same principle employed in rectific^ation (page 547), counter- 
current drying (page 631) and countercurrent transfer of heat 
(page 118), but the principle is applied *as in the operation of the 
ring furnace (page 209). 

Attempts have been made to secure a continuous movement 
of the solid treating agent in a dinT.tion opposite to that of the 
fluid treated. For example, it has been proposed to employ a 
traveling belt or screen to carry the solid, in an apparatus 
analogous to the ))and-ty])e drier used for soap (see Fig. 199, page 
627). For solids that do not dust easily, the so-called Jacobis 
ladder type of apparatus has been suggested, in which the solids 
slide down over a series of inclinc'd shelv(‘s alternately projecting 
from the sides of a vcTtical container. Another proposal is that 
the gases be brought into contact with the pulverizc'd solid, in a 
stepwise countercurrent apparatus involving dust collectors and 
bag filters. 

3. Treatment of Liquids by Gases or Vapors (Stripping or 
Denuding). — These operations are carried out in the same types 
of apparatus as described above for the treatment of gases by 
liquids. A familiar illustration is the stripping of benzene from 
absorbent oil, accomplished by blowing steam up through a 
tower at the top of which oil to b(i treated is fed. The denuded 
oil leaving the bottom is cooled before returning to the absorption 
tower, and for this purposes heat exchange is generally employed 
so far as practicable. The mixture of benzene vapor and steam 
leaving the top is condensed and the benzene is separated by 
decantation. In order thoroughly to strip the oil and at the 
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same time conserve steam, the temperature must be maintuned 
high. If this be done by the condensation of live steam alone, 
the temperature limit is that corresponding to the pressure of 
steam in the stripping tower, e.g., at atmospheric pressure to 
about 212°F. There is no need to adhere to this temperature 
limit, and less steam is required as the temperature is raised. 
The column should be heated, usually by steam condensing 
under pressure in closed coils. The temperature in the lower 
part of the column can be raised above that at the top of the 
column, even though a certain amount of vaporization of the 
absorbent oil results, since this vaporization can be rectified out 
in the upper part of the column by the refluxing action of the 
feed or, if desired, by the use of a refluxing section above the 
feed plate. It is important to realize that the closed coils used for 
heating should be distributed throughout the column below the 
feed plate, in proportion to the heat consumption due to vaporiza- 
tion and rise in temperature occurring in each section. A further 
large saving in the live steam injected directly into the column 
may be made by applying vacuum (se(i pages 539 to 543). If one 
wishes, the whole separation may be made by ordinary n^ctifica- 
tion, but the temperature required at the bottom of the still 
may cause decomposition. 

4. Treatment of Liquids by Liquids. — These operations are 
usually carri(^d out in tanks, provided with the proper auxiliaries 
to prevent lovss of solvent, if volatile, with agitating devices of 
various types for securing intimate contact. After the treating 
agent has (extracted its quota of material, the agitation is dis- 
continued and the two layers are separated by decantation 
(see pages 315 to 316). 

6. Treatment of Liquids by Solids. — Where necessary to 
remove a comj)onent from solution in a licpiid )>y means of a solid 
adsorbent, the classical method is to allow the liquid to flow 
through a dec'p bed of the adsorbent in granular form. The mass 
is called a percolation filter, although the mechanism of removal 
is in no sense filtration, the voids between the grains of the 
adsorbent being far too large to prevent the passage of the largest 
particles of the solute. The mechanism of removal is pure 
adsorption (see pages 436 to 440). 

Countercurrent flow is desirable, but study of the equilibria 
relationships (see Fig. 161, page 509) makes it clear that the more 
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intense the adsorption {i.e., the greater the value of n in the 
Freundlich equation, page 437), the less the advantage of counter- 
current flow over batch operation. Consequently, such filters 
are frequently employed in single units, the solutions flowing 
through them until the concentration of the effluent liquor is 
no longer satisfactory. Where liquids of varying initial concen- 
tration are available for treatment, a filter is frequently employed 
first for weak liquors and later for stronger ones, without attempt 
to make the flow positively countercurrent. The flow is usually 
by gravity. Whether the liquid should flow upward or down- 
ward depends upon the change of density produced by the 
adsorption; if treatment makes the liquid lighter, it should flow 
upward and, if heavier, downward, in order to avoid the mixing 
by convection currents of purified liciuid with impure material in 
earlier stages of filtration. Because the rate of adsorption is very 
small (s(^e page 457), time must be allowed, ^.e., flow of liquid 
through the filter must be slow. It is frequently possible to 
increase the adsorption rate by increasing tlie temperature of the 
operation, the increasc'd rate of difi’usion more than compensating 
for the decreased affinity of the adsorbc^nt for the solute. 

By far the most serious difficulty encountorc'd in the operation 
of percolation filters is channeling. It is impracticable to produce 
a granular adsorbent of absolutely uniform grain size and shape, 
and, when charging the filter, the tendency for segregation of 
granules of varying size is marked, th(^ more so the greater the 
variation in size. Thus, if the material entering the filter is 
discharged at any given i)oint, a cone is built up at that point and 
the larger granules roll to the bottom, while the core of the cone 
consists of the finer particles. If the adsorbent is fed to the 
middle of the filter, this segregation of large particles at the 
side is very serious. This coarse material offers far less resistance 
to flow of liquid; hence the major portion of the liquid goes 
through this section and the flow through the finer material is 
negligible. Various mechanical devices have been tried for secur- 
ing uniform distribution of the granuhis while charging the filter 
but, though it is possible to localize segregation, it is difficult 
to eliminate it altogether. So long as segregation is sufficient to 
offer through the filter some path of relatively low resistance to 
liquid flow, channeling occurs and the utilization of the adsorbent 
is greatly impaired, because the liquid fails to flow through the 
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finer material, which is most efficient from the points of view of 
both capacity and rate.* Where the adsorption produces in the 
liquid an appreciable change in density, the evils of channeling 
may be reduced to a minimum by using such low liquor velocities 
that the differences in licjuor density developed by the adsorption 
itself maintain uniformity of liquor concentration at each hori- 
zontal section through the filter. Thus, assume that adsorption 
decreases the density of the liquid. In such case the liquid should 
obviously flow upward through the filter. At the start the liquid 
at any particular horizontal level in the bed tends to flow pre- 
dominantly through the coarse material, but this soon saturates 
that material and consequently there is no further decrease in 
density of this liquid. This develops an additional pressure head, 
which does not exist through the fine material, in which, owing 
both to the smallc‘T licpior flow through it and to its greater 
adsorptive capacity, adsorption and consequently decrease in 
density have gone much further. Hence, there is developed a 
greater pressure gradient through the fine material than through 
the coarse, and, provided the velocity is sufficiently low so that 
the greater friction through the fines does not overbalance this 
excess-pressure gradient, the liquid will now flow predominantly 
through the fines. Unfortunately, however, in the majority of 
cases the change in density due to adsorption itself is too small 
to make this method of overcoming the evils of channeling 
effective. 

Percolation filters are frequently emi)loyed for removing 
from liquids or solutions a relatively small amount of impurity, 
as, for example, in the decolorization of oils by fuller \s earth 
or of sugar syrups by bone char. When the adsorbent has 
become saturated, it is obvious that the liciuid held in its voids, 
both those between the grains and the capillary spaces within the 
grains themselves, must be recovered. From the voids between 
the grains a certain amount can be removed by draining the filter. 
The rest is usually removed by washing; in the case of oils this 
may be done with petroleum ether, and in the case of sugar syrups 
with water. The wash liquid is usually lower in density than the 
liquid under treatment, and consequently downward flow should 
be employed to prevent convection. It is frequently best not to 
drain the filter before starting the washing operation, since other- 

* See p. 457. 
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wise a great deal of unnecessary mixing results, due to the rush 
of the washing liquid applied to the top of the filter down through 
the empty voids between the grains. The rate of washing should 
be low, particularly at the start, so that the heavy liquid, even 
that entrapped in the capillary voids within the grains, may flow 
down and out from the filter ahead of the wash liquid, which 
follows it through the filter like a piston. Insofar as this piston 
action is effective, it results in removal of the original liquid 
without dilution with the wash liquid, but the final removal is 
always by diffusion and is correspondingly slow. 

The wash liquid is almost always remov^ed from the adsorbent 
by evaporation. In the case of water, the adsorbent is usually 
removed from the filt(ir and dried; in the case of organic solvents, 
such as petroleum naphtha, the solvent is usually vaporized by 
blowing in steam, the vapors going to a suitable condenser for 
recovery. It is frequently possible to revivify or reactivate the 
adsorbent. Thus, in the adsorption of organic color by bone char 
and fuller’s earth, th(\se materials are ignited to a moderate tem- 
perature in the presence of a certain amount of air. This chars 
the color that was adsorbed, burning out a certain amount of it 
and converting the residue into a carbon which is itself decidedly 
adsorbent. It is thus possible to re-use the material a large 
number of times. In the case of the bone char, the limit to the 
life of the adsorbent is often dusting, but the fuller’s earth 
becomes less effective with revivification and is seldom employed 
more than ten to fifteen times. After furnacing, the adsorbent 
must, of course, be cooled and reintroduced into the filter. 

The potential advantages of increasing adsorbent capacity 
and adsorption rate by the us(? of finer granules are very attrac- 
tive, but fine material clogs the percolation filter. The possibility 
of securing the necessary contact between solid and liquid by 
agitating the adsorbent in the liquid in the form of very fine 
granules and separating the adsorbent after saturation by filtra- 
tion is obvious, but, before the development of the modern 
leaf and rotary filters, the filtering operation was too expensive 
to make this method practicable. In recent years, however, 
the method has come into widespread use. The rotary filter 
has proved best suited to the purpose. The grain size of the 
adsorbent must not be so small that the filtration rate is seriously 
reduced or that dusting develops in any subsequent operations, 
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such as revivification. The smaller the amount of adsorbent rela- 
tive to the volume of liquid treated, the simpler and more efficient 
is the process. Hence, this method is particularly advantageous 
when employing treating agents of high adsorbent capacity such, 
for example, as activated charcoal. Unfortunately, in this 
system the advantages of counterflow can be secured only at the 
expense of multiplicity of operations. In practice one seldom 
employs more than one or at the most two agitations with a 
given body of liquid. However, where adsorption is marked, 
i.e.y the value of n in the Freundlich equation is high, the advan- 
tages of countercurrent action are far less than where adsorption 
is low (see pages 508 to 512). 

Systematic sedimentation (see page 472) offers certain obvious 
advantages for this treatment of a liquid by a solid and will 
sometimes commend itself. Sedimentation is impossible under 
conditions of violent agitation, however, and for adsorption filtra- 
tion agitation is very essential because of the extremely high 
molecular weight and correspondingly low diffusion rate of the 
material removed from the solution (see page 457). Conse- 
quently, therefore, agitation followed by mechanical filtration of 
the solid from the liquid in which it is suspended is usually the 
better method. 

6. Treatment of Solids by Gases or Vapors. — The operation 
is the reverse of the treatment of vapors by solids but the princi- 
ples governing it are identical. Furthermore, because of the 
difficulty of handling the solids, it is usually conducted in the 
same container used for the original adsorption. The removal 
will be the more complete the larger the amount of gas swept 
over the solid and the higher the temperature. In the case of 
adsorbed organic liquids, the best treating agent is steam, 
because, by condensing both it and the adsorbed vapor, the two 
can be separated by decantation. It is obviously desirable to 
keep the amount of steam necessary for treatment down to a 
minimum, and this can be done by raising the temperatures. 
Most solid adsorbents, however, are very poor conductors of 
heat, and the problem of distributing the heat throughout the 
adsorbent is a very real one. Sometimes coils are imbedded in 
the adsorbent, for water cooling during the adsorption phase 
of the operation and steam heating during the stripping. The 
danger of leakage is seiious, and the coils should be so constructed 
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that, where necessary, leaky units can be shut off without stop- 
ping operation. Where the concentration of vapor adsorbed is 
high, cooling units of this sort are often essential during the 
adsorption operation, since it would otherwise be impossible to 
dissipate the heat, but where the adsorbent is dilute, i.e., under 
those conditions for which solid adsorbents are peculiarly advan- 
tageous, the heat capacity of the diluent gas is enough to prevent 
serious temperature rise during adsorption. In stripping it is 
usually best to supply the necessary heat in the form of highly 
superheated steam. This has the advantage that the v(^ry flow 
of the steam itself distrilnites the heat perfectly throughout 
the adsorbent mass, despite its poor heat conductivity. Further- 
more, during the evaporation of the adsorbed vapor from the 
solid, the heat absorption lowers the temperature of the steam, 
while, as soon as stripping is complete, the temperature of the 
steam leaving the unit rises substantially to that at entrance. 
This gives a convenient and dependable control of the stripping 
operation. After stripjang, the adsorbent mass can be cooled by 
blowing through it cold air or imrt gas. 

Toward the end of th(' stripping operation it is obvious that a 
unit amount of st('am can remove but little adsorbed vapor, 
because of the low partial i)ressure of the latter. Such steam still 
possesses a large vapor-carrying capacity, which can be utilized 
by allowing the steam to flow through a number of containers in 
series. Owing to the complications involvc^d, however, this is 
seldom done. 

7. Treatment of Solids by Liquids (Lixiviation or Leaching). — 

The technique of the art of lixiviation was developed in connec- 
tion with the h'aching of tannin from various l)arks and in similar 
important processes, and led to the adoption of what has been 
described above as a stepwise countercurrent system. In the 
extraction of solids by liquids it is called the Shank’s system. 
In the common case where water is used as the treating agent, the 
fresh bark is treated with a solution already rich in tannin, while 
the exhausted bark is given a final wash with fresh water. In 
Shank's system the solid to be extracted is charged into large 
tanks, where it remains undisturb()d until the extraction is com- 
pleted, then to be replaced by fresh charge. Where necessary, 
the charge is first broken up into granules. The grain size should 
be as nearly uniform as possible, since for large lumps extraction 
is slow, whereas fine material packs and interferes with flow of 
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liquid through the mass. For the reasons given on page 466, in 
charging the tanks precautions should be taken to prevent 
segregation of particles of varying size, though usually the change 
of density of the liquid as extraction proceeds is sufl&cient to 
overcome this evil if rate of flow is slow (see page 467). Since the 
liquid almost always increases in density, the flow is downward. 
The tanks are usually arranged in parallel rows, similar in princi- 
ple to the arrangement of the cells in a ring furnace (see page 209). 
They should obviously be identical in size and level. The water 
or other lixiviant enters the most nearly exhausted tank of the 
series, flows down through it, and thence up to the top of the next 
tank in order. 

Where gravity head is used, there must be a difference in liquid 
level between tanks sufficient to overcome the friction through the 
material and, in addilioji, the head corresponding to the differ- 
ence between the density of the fiffluent liquor from the tank and 
the average of that in the tank itself. Where the number of 
tanks in series is large, this difference in head becomes a serious 
factor, because the charge in the fresh tank must be covered with 
liquid and consequently the full depth of the tank cannot be 
utilized for charge. The lixiviant is usually employed hot, to 
increase both solubility and rate of extraction. Where extrac- 
tion is slow, heat losses, not only by radiation and conduction 
but also by evaporation, are sometimes serious. 

A difficulty sometimes encountered is the packing of the 
charge due to its reduction by the extraction process to a finely 
subdivided residue. This is particularly likely to develop when 
the percentage of solute in the charge is high. Thus, in the 
manufacture of black ash in the LeBlanc procc'ss, it is essen- 
tial to modify the composition of the charge to the black-ash 
furnace to secure a product that will, to a reasonable degree, 
retain a porous structure and mechanical strength as leaching 
procc^eds. Fortunately, however, solids containing a high per- 
centage of soluble matter can usually be leached by simple 
agitation, followed by separation of the residue by sedimentation. 

The Shank\s system was originally developed primarily 
because of the mechanical difficulties of moving solids under 
proper conditions of control. This difficulty was avoided by 
leaving the solid stationary and letting all the movement, during 
the extraction process itself, be that of liquid past the solid. The 
advent of the modern developments in the mechanical conveyii'g 
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of solids obviously made possible a new technique in lixiviation. 
It became practicable to move both solid and liquid simultane- 
ously, countercurrent to each other, in intimate contact, inde- 
pendently of the state of subdivision of the solid. The Dorr 
classifier (Fig. 103, page 310) consists essentially of a scraper con- 
veyor which drags a granular solid up an inclined plane against 
a countercurrent of lixiviant. The solid is fed at the lower end 
of the incline and is discharged at its top. While the motion of 
the scrapers is slow, nonetheless their agitating action is such 
that this type of equipm(»nt is not well suited for the treatment of 
finely subdivided slow-settling solids. Furthermore, the agita- 
tion distinctly interferes with the countercurrent action, owing to 
the mixing of liquids at different points in the trough. This may 
be offset by using these units in series. The apparatus has large 
capacity and low operating cost. The grain size can be suffi- 
ciently small so that extraction is rapid. An important illustra- 
tion is the leaching of copper salts from pyrites cinder. 

For finer materials it is best to reduce the agitation to a 
minimum and to let the solid move through the liquid by gravity 
sedimentation. This is ac(*omplished in the Dorr continuous 
thickener (Fig. 105, page 321). The suspension is fed into the 
middle of the top, the clear decanted liquor overflows at the 
periphe^ry, and a concentrated sludge is continuously removed 
from the bottom. There is no countercurrent flow in a given 
unit, but th(^ units may be successfully used in series. A typical 
application is found in the extraction of caustic soda from calcium 
carbonate sludge in the causticization of soda ash. 

In principle the washing of a sludge in a filter comes under 
this heading. This has already been discussed in Chap. XI. 

PART 11. DESIGN: GASES BY LIQUIDS 
1. Packed Towers 

In the absorption of gases by liquids the conditions of operation 
are usually countercurrent and continuous or at least reasonably 
so over definite time intervals. ConseH^uently the discussion 
of quantitative methods of design will be restricted to such 
conditions. * 

• Computation methods adaptable to other cases will, however, be found 
on pages 506 and 513. 
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Figure 142 represents a countercurrent absorption unit. 
The incoming gas is indicated entering at the bottom and leaving 
at the top and the liquid absorbent is flowing in the opposite 
direction. The entering gas carries the material to be absorbed, 
which dissolves as solute in the liquid absorbent. The exit gas 
carries only the residual solute not dissolved in the absorbent 
liquid flowing from the bottom. It is advisable to express the 
concentrations of material being absorbed, i.c., of solute as parts 
of solute per part of solute-free gas for the gas phase and parts 
of solute per part of solute-free absorbent for the liquid phase. 
Unless otherwise stated, both gas and liquid concentrations will 
be expressed as mols per mol. 

Call the mols of incoming, solute-free gas per unit time G 
and the mols of liquid absorbent L. The concentration of 
solute in the liquid, expressed as mols ^ 

per mol of absorbent liquid is X. This y 

has the value Xi at the bottom of the ^ “T" 

tower in the effluent liquid and X 2 at the 
top of the tower in the incoming liquid. 

Y is the concentration of solute in the ! 

gas, expressed as mols of solute per mol i 

of solute-free gas. Its value is Yi in 

the incoming gas and F 2 in the outgoing. Y ~ ^ X l 

Consider any section in the middle of the 1 : 

tower, taken at right angles to its axis. I 

At this section the concentrations are X i 

and Y, the numerical values of these i 

quantities differing of course with the ! 

point at which the section is taken. 

Consider a second section at a differential BoHomY^ Lj fx^ 

distance dl below the first, at which point ^ | 

the corresponding concentrations are fio. 142. —steady eoun- 
X+dX and Y +dY. Since equality of terflow of liquid and gas 
input and output demands that any ^ ^ tower, 

solute removed from the gas in this section be taken up by the 
liquid, it follows that GdY =LdX. Furthermore, since continuity 
of operation is assumed, L and G are constants for any fixed con- 
ditions of operation. It is, therefore, possible to integrate this 
equation directly, obtaining GY — LX+ constant. This equality 
may also be written 
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G{Y-Y2)==LiX-X,) ( 1 ) 

Inspection of this equation shows that in any such continuous 
countercurrent system, Y must of necessity be linear in X. 
Because this relation was derived solely from an equality of 
input and output, it must hold whatever the character of the 
equilibria between the phases, the type of apparatus, the intimacy 
of contact, the relative velocities of flow or any other similar 
relationships, however important from other points of view. 
It does, however, postulate steady rates of flow of both gas and 
liquid. 

Ratio of Liquid to Gas. — Consider a countercurrent gas 
washing system in which not only the component desired is 
soluble in the absorbent but also some other component of the 
gas is at least somewhat so. Both these compomuits will dissolve, 
but the second less than the first. If one employs an absorption 
column sufficiently long and efficient, one can saturate the 
absorbent with the desirable component at the point where the 
absorbent leaves the column, but it is impossible completely to 
dissolve the desired component with a smaller amount of absorb- 
ent than this; in general, one will have to use more absorbent, 
the excess quantity depending upon the size and efficiency of the 
tower. Even this minimum amount of absorbent will, however, 
dissolve some of the und('sirable constituents and, furthermore, 
the greater the quantity of excess absorbent, the more of the 
undesirable constituents will go into solution. Since, however, 
excess absorbent cannot possibly dissolve more of the desired 
constituent, because the theoretical quantity, properly used^ will 
dissolve it all, excess absorbent merely increases the ratio of 
undesirable to desirable material. 

Minimum Ratio of Liquid to Gas. — As a specific case con- 
sider the drying of air by sulfuric acid. The equilibrium rela- 
tionship between air and sulfuric, acid is given by the curve 
OABC in Fig. 143.^^^^ If one assumes air entering such a system 
with a moisture content Fi= 0.028 (Fig. 143) being treated with 
H2SO4 with an initial moisture content ^2 = 2, the moisture? 
in the air being ultimately reduced to 1^2=0.008 and the water 
content of the acid rising to Xi=9, it follows from the preceding 
paragraph that the concentrations of moisture in both the air 
and the acid throughout the apparatus must be represented by 
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the line EF. Such a line must always lie to the left of the equilib- 
rium curve, and furthermore it can never cross that curve, 
although, theoretically at least, it can touch it. However, if 
it touches the equilibrium curve, tangentially or otherwise, at 
that point gas and liquid are at equilibrium or only differentially 
separated from it, so that rate of transfer of solute from gas to 
liquid in the neighborhood of that point is negligible, requiring, 
therefore, infinitely large surface of contact, which is equivalent 
to a negligible capacity for any apparatus of finite size. 



Mols H2O 
Mol H2SO4 

Fi(}. 143. — Absorption diagram, using mol-ratio units. 

Inspection of Eq. 1 shows that the slope of the line EF is 
the ratio of liquid absorbent to gas treated, in this case 0.00286 
mol of H2SO4 per mol of bone-dry air. Since, in general, it is 
desirable to use as little absorbent as practicable, it is important 
to keep this slope low. Assume, for example, that it is required 
to dry air down to a moisture content F 2 =0.008 with acid enter- 
ing the system with a concentration ^2=2. This corresponds 
to point F on Fig. 143. The flattest line that can be drawn 
through F and reach the high water content 71=0.028 without 
crossing the equilibrium curve is obviously the line FH, tangent 
to the equilibrium curve at J, The slope of this line (0.028 — 
0.008)/(14.2 — 2)=0.00164 mol of H2SO4 per mol of bone-dry air 
therefore represents the smallest ratio of acid to air which it is 
theoretically possible to employ in drying air of high moisture 
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content Y\ to the low moisture content F 2 by the use of acid with 
initial water content of X 2 . Furthermore, since in such a system 
one would of necessity approach equilibrium in the middle of 
the absorber, it follows that the air-treating capacity of the 
absorber would be negligibly small or else the size of the absorber 
would be infinitely great. 

If, however, the initial air to be treated contains less moisture 
than corresponds to point J, it then becomes possible to draw 
flatter lines, i.e., to use less acid per mol of air and still stay on 
the left of the equilibrium curve. This diagram therefore makes 
it possible for one to determine directly the theoretically mini- 
mum amount of liquid absorbent necessary for any particular 
case. It is obvious that the amount actually employed will of 
necessity exceed this minimum by a margin sufficient to furnish 
reasonable capacity. 

Materials Obeying Henry’s Law. — If the vapor dissolved in 
the absorbent follows Henry’s law, {p=Hx)y the equilibrium 
relationships are greatly simplified. While the following dis- 
cussion will be general, it will be illustrated by the case of benzene 
vapor dissolved from flue gas by absorbent oil, the oil being later 
denuded by distillation with steam. It is assumed that both the 
absorption and the stripping are conducted by countercurrent 
flow, under steady conditions of operation. At constant tem- 
perature the equilibrium pressure over the liquid is given by 
the expression while the partial pressure of 

benzene in the gas is pa =tY ! (1 -f F), where tt is the total pressure. 
At equilibrium py equals p whence 


F = 


TT 


HX 


( 2 ) 


For the special cases to which Raoult’s law applies, H becomes 
equal to P, the vapor pressure of the pure benzene at the tempera- 
ture of the operation. This equation represents a rectangular 
hyperbola with axes parallel to the major axis. 

Case 1: H>ir . — When stripping a volatile component from 
a nonvolatile absorbent by steam, it is advantageous to have 
the temperature as high and the pressure as low as possible (see 
page 465). Generally, therefore, the operating conditions are 
such that H>t. In this case inspection of the equilibrium 
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(Eq. 2) shows that Y becomes infinite when the denominator on 
the right-hand side is zero, t.c., when Xa=7r/(H— tt), where Xa 
is the asymptotic value above which the concentration of the 
dissolved constituent in the absorbent liquid cannot exist. 
If the absorbent enters the stripping column richer than this, 
the excess of dissolved vapor boils out spontaneously, reducing 
the concentration to the asymptotic value. The equilibrium 
curve is represented by Fig. 

144. 

If, in this figure, X 2 repre- 
sents the concentration of the 1 
incoming rich absorber stock, 
inspection will make it clear >* 
that, if one wishes to secure 
complete stripping, i.e., to have 
the operating line go through 0 
the origin, the steepest line 
that can be drawn is one tan- 
gent to the equilibrium curve at the origin, cutting the vertical 
line through X 2 at the point 71, this point corresponding to the 
highest possible degree of saturation of the steam leaving the 
stripping column under these conditions. 

Inspection of the equilibrium (Eq. 2) shows that its slope 
at X = 0 is dYldX = HlT or dXldY=ir/H=Gm where G/L 
is the mols of steam required per mol of oil. Furthermore, it is 
obvious in this case that the equation of the operating line is 
Y = (H /tt) A" and that the steam consumption is proportional 
to the total pressure on the system and inversely proportional 
to the Henry’s law constant at the operating temperature. In 
other words, the lower the total pressure the less the steam 
consumption necessary for complete stripping, and the lower the 
volatility of the absorbed component the greater the steam 
necessary to do the work. Inspection, both of the diagram and 
of these equations, shows that the steam consumption for 
complete stripping is independent of the initial concentration 
of the rich absorber stock. From this it follows that, if one is 
stripping from the oil a mixture of a number of dissolved conipo- 
nents, since the more volatile strip out first, the steam necessary 
for complete stripping is that computed for the least volatile 
component, just as though the others were not present. 
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If one wishes to saturate the steam leaving the stripper, i.e., 
to bring it into equilibrium with the incoming rich stock, the 
steepest operating line attainable is a tangent to the equilibrium 
curve at point A, cutting the horizontal axis at point X, cor- 
responding to the best possible stripping compatible with the 
assumption made. The equation of this line can be calculated 
from its slope, and at the bottom of the apparatus, where F= 0 , 

y-y y 
^ Hit 

This value of X represents the lowest attainable concentration 
of the stripped oil compatible with steam saturation at the top. 

If X2 = Xai inspection of the diagram makes it clear that it is 
impossible to strip at all and at the same time have the vapors 
leaving the still at equilibrium with the absorber stock entering 
it. This is true because, under these conditions, the partial 
pressure of the entering absorber stock is equal to the total pres- 
sure on th(^ still, so that the presence of any steam whatever would 
lessen the partial pressure of the solute and therefore destroy the 
equilibrium. 

If, as is usually the case, a large fraction but not all of the 
benzene in the feed is to be removed, then Xi is small but finite. 
The minimum steam consumption would then correspond to 
equilibrium at some value of X intermediate between X2 and Xi, 
the operating line being tangent to the equilibrium curve at Xf = 
'\/tX]/{H—t). Obviously this value of X is independent of X2 
and depends only on Xi, tt and H. Since the values of Yi,Xt and 
X’2 are known, F2 is computed by proportion: F2 = Ft(X2 — Xi)/ 
(X,-Xi). 

Case 2 : H<t . — Absorption should take place at the highest 
practicable total pressure and the lowest possible temperature, 
i.e.j at high values of tt and low values of H, In other words, 
the conditions of this case {H <t) are those normally existing in 
absorption processes but not in stripping. 

Inspection of the equilibrium equation makes it clear that it 
corresponds to the curve of Fig. 145 , being asymptotic to the 
horizontal line, Y = H/{Tr-~H). 

It is obvious that, if one desires to denude the gas completely, 
the operating line must go through the origin and cannot possibly 
have a slope less than that corresponding to tangency there. 
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Since at X =0, dY/dX —HIttj the corresponding operating line is 
Y = HXIt and the amount of absorbent required per mol of inert 
gas treated is LIG = H /w. It will be noted that the absorbent 
required for a given amount of gas is proportional to the vola- 
tility of the solute absorbed and inversely proportional to the 
total pressure on the system. Here, too, the absorbent needed 
is independent of the initial concentration in the other phase at 
the other end of the unit. Since Y = //X/7r, it is obvious that 
X 2 = 7 rF 2 /ff =the maximum saturation of oil compatible with 
complete denuding of the gas treated. 



Fig. 145. 


To bring the oil into equilibrium with the gas entering the 
absorber, 


r,=F2 


//ttXz 

[ir+{T-H)X^] 


2 


This gives the lowest value to which the concentration of solute 
vapor in the exit gas can be reduced if the oil is brought up to 
equilibrium with the entering gas. 

Case 3: H =t . — For this case at equilibrium F = X and it is 
therefore possible to have equilibrium at all points in the system, 
provided the capacity of the equipment is sufficient to carry 
out the absorption under a negligible driving force. 

It is worth noting that, in both stripping and absorption, one 
normally operates on the unfavorable side of the equilibrium 
curve, i.e.y it is theoretically impossible to secure equilibrium 
at both ends of the operating line. However, this disadvantage 
is more apparent than real, because the height of the equilibrium 
curve corresponding to stripping conditions, secured by raising 
the temperature and lowering the pressure, far more than 
compensates for its unfavorable shape and the same is true of 
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the advantages gained by lowering the equilibrium curve for 
absorption, through decreased temperature and increased 
pressure. 

Absorption Rate. — On pages 442 to 456 it was shown that the 
instantaneous rate of transfer of material from the one phase to 
the other is proportional to the surface of contact between the 
phases and to the concentration gradient through each of the two 
surface films on the two sides of the interface, the two phases 
being at equilibrium at the interface itself. It therefore follows 


X = 


Mols WCT+er 


Mol H250^ 
Fig. 146. — Absorption diagram. 



that in Fig. 143 the equilibrium curve OABC represents the 
interfacial conditions, i.e., at each point in the apparatus the 
concentrations there existing at the interface must fall somewhere 
on this curve. Calling ky and kL the individual or film coefficients 
of the gas and liquid films, respectively, S the area of cross 
section of the apparatus, a the interfacial surface of contact 
between the gas and the liquid per unit volume of the apparatus* 
and Xi and Yi the liquid and gaseous concentrations at equilib- 
rium and therefore also at the interface, the rate of transfer of 
material can be expressed as follows : 

dN=L dX = kLaS{Xi-X)dl=G dY = kyaS{Y- Y^)dl (3) 

• Obviously A, the total interfaoial surface, equals aSl. 
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Liquid-phase Controlling. — In Fig. 146 the equilibrium curve 
and the line FE of Fig. 143 are reproduced. The point P on the 
line FE rcprewsentvS the conditions in liquid and gas, respectively, 
at a certain point in the absorber, where the liquid and gas con- 
centrations are X and F, respectively. Assume for the instant 
that in this particular case the type of equipment and the 
operating conditions are such that the resistance to transfer is 
mainly in the liquid phase and that the gas-phase resistance is 
negligible, ^.c., that the liquid phase is the controlling factor 
(see page 452). This is equivalent to 
saying that the concentration gradient 
through the gas phase is negligible, or 
that the gas concentration at the 
interface is essentially identic>al with 
the concentration Y in the bulk of the 
gas. It therefore follows that the 
interfacial conditions are represented 
by point B in Fig. 146, at which the 
concentration in the gas film at the 
interface is equal to that in the main 
body of the gas, while the concentra- 
tion in the liquid film at the interface 
has the value X*, Therefore, the 
driving force causing transfer in Eq. 3 
is numerically equal to X^ — X, corres- 
ponding to the length of the line PB, 

Rewriting Eq. 3 in the form 

(IX k^aSdl 
X*-X L 



mols H 2 O 
^ " molH 2 S 04 
Fig. 147. — Graphical inte- 
gration, liquid-phase resistance 
controlling. 


( 4 ) 


it is seen that granting a knowledge of the constants ki, a and >S, 
one can calculate the length of absorber necessary by evaluating 


the integral 


dX 

{x--xy 


This may be done by plotting the 


reciprocal of (A"^ — A") vs. A. This has been done in Fig. 147 and 
the crosshatched area represents the value of the integral in 
question, and is numerically equal to khaSl/L, In this way it is 
possible to determine the height I of absorber necessary for any 
desired operation, once the constants of the equipment are known 
for the case in question. 
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Gas-phase Controlling. — Assume, on the other hand, that 
the equipment and operating conditions are modified until 
the gas phase is controlling, t.e., the resistance of the gas phase 
is considerable and that of the liquid phase negligible (see pages 
451 to 452). Since the concentration in the liquid phase at 
the interface will be substantially equal to that in the main 
body of the liquid X, it follows that the interfacial conditions 
will correspond to the point A (Fig. 146). Furthermore, the 
driving force causing transfer through the gas phase is F— F*, 
corresponding to the line PA in Fig. 146. It is obvious that 
Eq. 3 can be graphically integrated for this case by a method 
entirely analogous to that given above, i.e., by plotting 1/ 
(F-F^) vs. F, the area under the curve being equal to kyaSl/G, 


o o 0012 
S 5 


■Hi 

■■ 


Illustration 1. — In drying air for a certain process, a sulfuric acid absorp- 
tion tower is employed. The entering acid contains 92 per cent H2SO4 by 

QQ24, , , ^ weight, and its concentration drops to 

47.6 per cent Il2S04in passing through 
the tower. The air enters at 25°C. 
with a relative humidity of 70 per cent, 
and analysis of the effluent air shows 
3.09 gm. of moisture/cu. m. of bone-dry 
air at 25°C. and normal barometer. 
The tower is equipped with lead cool- 
ing coils to maintain it at substantially 
constant temperature throughout and 
operates at 25°C. 

It is necessary to build a second tower 
for the same capacity as the present 
one, to meet the same operating con- 
ditions, except that the new tower is 
0 2 4 6 ”8 to be designed for a rate of flow of acid 

twice that now employed. What will 
Mol H2SO4 necessary size of the new tower, 

Fig. 148. — Absorption diagram for expressed as a percentage of the size of 
Illustration 1. present tower? 

Notes.— For equilibrium data, see Fig. 143 (page 475). Vapor pressure 
of water at 25°C. is 23.76 mm. of mercury. Assume the gas-film resistance 
of controlling importance. 

Solution. Present Conditions: 


^ mols H2O . , . . , _ (100-92) (98) 

(92) (18) 

„ molsHjO .j_(100 -47.6) (98)_^„„ 

(47.6) (18) 
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The partial pressure of water vapor in the entering air is (23.76) (0.70) = 
16.63 mm. of mercury. 


^ (760 - 16.6) “ mol dry ai: 


mols H 2 O 
mol dry air’ 

4)=o.0042^?^-®»^. 

) moLs dry air 


F'igure 148 shows the operating line OA, based on these coordinates, plotted 
on the equilibrium diagram. 

The following table gives the value of corresponding to the values of Y 
as read from Fig. 148, based on the operating line for the present tower. 


F 

F* 

Y-Y* 


0 0042 

0 

0 0042 

238 

0 006 

0.00007 

0.00593 

169 

0.008 

0.0005 

0.0075 

133 

0 0120 

0.0029 

0.0091 

110 

0.016 

0 0067 

0.0093 

107.5 

0.020 

0 0110 

0 0090 

111 

0.0224 

0 0131 

0.0093 

107.5 


In Fig. 149 the values of 1/(F — F*) are plotted vs. F for values of F from 
0.0042 to 0.0224. 

The area under the curv^e BC is 56.5 squares. Each square is (20) 
(0.002) =0.04 units; hence the area is 2.26 units, i.e. 

^.=00224 ^ 

J Vs =0 0042 F — F^ G 

New Conditions . — The slope of the operating line equals mols Il 2 S 04 /mol 
of bone-dry air. The operating line for the new conditions will have a 
slope twice as great as in the present tower. 

Slope for present conditions =0.0033. 

Cl r j*- 0.0224 -0.0042 _____ 

Slope for new conditions = — — =0.0066 

whence A’'i =3.23. 


F 

Y* 

Y-Y* 

i/(r-r*) 

0.0042 

0 

0.0042 

238 

0.006 

0 

0 006 

167 

0.008 

0.00008 

0.00792 

126 

0.012 

0.0005 

0.0115 

87 

0.016 

0.00145 

0.01455 

69 

0.020 

0.00295 

0.01705 

58.5 

0.0224 

0.00405 

0.01835 

54.5 
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Figure 148 also shows the operating line for the new tower. The table at 
the bottom of page 483 gives the values of Y* corresponding to various values 
of Y as read from Fig. 148, based on the operating line for the new tower. 
These values of 1 /(F— F^) for the new tower have been plotted vs. F in 



Fig. 149. — Graphical integration for 
Illustration 1. 


Fig. 1 49, for values of F from 0 . 
to 0.0224. 

The area under the curve BD is 
44.0 sepmres. Therefore the area is 
44 X0.04 - 1.76 units = kyaSl/G. 

Inasmuch as the exact effect of 
gas velocity on kya for this case has 
not been determined, the gas veloc- 
ity G in the new tower will be made 
the same as in the present tower, 
requiring the same value of the cross 
section S as at present. 

Hence 

(1 . 7eiG/ky a S) ne w ^ ^ ^ 70 
loid {2.2CiG/kyaSj present 


Therefore the height of the new tower should be 78 per cent of the height 
of the present tower. 

General Case. — In those important cases in which both gas- 
and liquid-phase resistances must be taken into account, the 
graphical method of computation is of especial value. It is clear 
from Eq. 3, page 480 (see also page 452), that ki/ky = (!"“- Ft)/ 
(A"t — Z). Granting now 

that the ratio of the liquid- 
and gas-phase coefficients is 
known, by drawing through o| 
point P a line PD (Fig. 150), 
the slope of which equals 
kL/kY, it will be clear that the 
intersection D of this line ^ 
with the equilibrium curve 
OABC is the only point on 
the equilibrium curve which 
can possibly fulfil this last 
relationship. It therefore follows that for such a case the con- 
centration gradient through the gas phase Y—Yi is equal to 
the line DM or PiV, and that the gradient through the liquid 
phase Xi — X is equal to the line DN or PM. In such a case the 
area curve is obtained by using these lines instead of one of the 



0X2 5 X X, 10 15 

mols H 2 O 
mol H 2 SO 4 

Fig. 150. — General case. 
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lines PA or PB, as before. From inspection it is seen that PN is 
always less than PA, and PM less than PB, i.e,, the area under 
the reciprocal curves is always greater. In other words, the 
rate of transfer through two resistances in series is less than if 
only one resistance were substantial. 

The preceding discussion has been based on the assumption 
that the driving forces or differences in potential Ap and Ac 
are proportional to the concentration differences AF and AX, 
respectively. It can readily be shown that, where concentrations 
are low, this is substantially true, but, where concentrations are 
high, it is not true. In the latter case the diagrams of Figs. 
146 to 150 should be constructed, not in terms of F and X, but 
in terms of partial pressures and concentrations p and c, or of 
whatever units of concentration must be chosen such that 
differences in concentrations expressed in these units are pro- 
portional to transfer rates. On this diagram of p vs. c the equilib- 
rium curve should be drawn. The actual curve, corresponding 
to the line FE, can be drawn by computation most conveniently 
by constructing first an auxiliary X-F diagram and transferring 
the corresponding points from this diagram to the p-c plane. 
The FE line will not be straight in the p-c plane. 

Henry’s Law. — Figure 151 is a diagram similar to the two 
preceding ones for the case in which the equilibrium concentration 
in the liquid phase is directly proportional to that in the gaseous 
phase. Study of this diagram will show that, whatever the 
ratio /cl/Zcf, provided only that this ratio remains constant 
throughout the apparatus, at any particular cross section of 
the apparatus, the actual driving force PN through the gas phase, 
divided by the vertical line PA, i.e., the driving force on the 
assumption that the resistance is entirely in the gas phase, is 
numerically identical with this ratio at any other point. Since 
this ratio is constant throughout the apparatus, it therefore 
follows that the assumption of gas-phase resistance only or, 
what is the equivalent to the same thing, the use of the line PA 
as the driving force will give a computed driving force propor- 
tional to the true one. In other words, it is allowable to assume 
a single resistance for such a case, for, while the coeflScient 
thus computed wdll differ from the true one, it wrill be constant 
and can be employed without hesitation. Similar analysis 
will show that it is equally allowable to assume the liquid phase 
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as controlling, for analogous reasons. In consequence, in those 
cases where Henry's law applies, it is usual and entirely allowable 
to assume either gas-phase or liquid-phase resistance only, 
neglecting the other one. It must, however, be kept in mind that 
the coefficients thus computed are not true gas-phase or liquid- 
phase coefficients, but are overall in character. Furthermore, 
their numerical values will vary with any changes in operating 
conditions which modify either the absolute or the relative 
resistances of the two phases. 

Further study of Fig. 151 (shown below) will make it clear that 
in this case the average driving force is the logarithmic mean of 



mots NH3 
moIHgO 

Fig. 151. — Henry's law. 


the driving forces at the beginning and end of the system.* 
The possibility of using the logarithmic mean makes it easier 
to compute the performance of such a system algebraically 
than by the use of the graphical method outlined above, the 
equations to be employed being as follows: 

G(Fi- F 2 ) ^N = KyaSl{AY\,. (5) 

where (AF)av. is the logarithmic mean of the overall driving 
forces at the top and bottom of the tower. 

* The logarithmic-mean driving force is the proper driving force not only 
for cases in which Henry’s law applies but for all cases where the operating 
line and equilibrium line are straight over the region in question, i.e., the 
equilibrium curve may be of the form —qX* -f-p, where q and p are 
constants. It is to be noted that for the case of gas-phase controlling the 
logarithmic mean requires the equilibrium curve to be straight from X2 to Xi, 
but for liquid-phase controlling the straight portion of the equilibrium curve 
must be between Y 2 and Y 1. 
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L{Xi-X^) ^dN--KLalS{AX)„. 


( 6 ) 


where is the logarithmic mean of the overall driving 

forces at the top and bottom of the tower. 

In Eqs. 5 and 6, for low concentrations the values of AX 
and AY may be expressed in the stoichiometric units defined on 
page 473; for higher concentrations, AY must, 
in general, be expressed in terms of pressure differ- 
ence Ap, and AX as concentration difference Ac 
(see page 459). For very high concentrations the 
graphical methods must be used in terms of Ap 
and Ac. 


r' 





2. Plate Towers 


n+l! 




n-1 


TTIl 

Y X 




Plate towers (see page 548), as well as packed 
towers, are used in absorption, stripping and 
extraction. The most convenient design method 
for plate towers is based on the concept of a theo- 
retical plate. Consider the diagrammatic sketch 
of a plate column shown in Fig. 152, where the 
horizontal lines represent plates. The concept of a 
theoretical plate assumes that the contact betweem 
the liquid and gas on a plate is sufficiently good, 
that the vapor and licjuid leaving a plate are in equilibrium with 
each other. The material balance for such a tower can be 
written in general terms for the nth 
plate as 


1 

Fia. 152.— 
Diagram of plato 
tower. 



r„_,=Jx„+ 




( 7 ) 


This balance represents the oper- 
ating line of slope L/G on a F— X 
plot and passes through the points 
F 2 , X 2 and Fi, Xi. These conditions 
Fig. 153.— Diagram for plate- are shown in Fig. 153 where OM rep- 
type absorber. resents the equilibrium curve and AI 

represents the operating line of slope L/G through the coordi- 
nates of the terminal conditions. Starting at bottom of the 
absorber, the compositions of the gas entering and of the liquid 
leaving the bottom plate are represented by point A . Now, using 
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the concept of a theoretical plate, the vapor rising from this plate 
must be in equilibrium with the liquid leaving the plate, z.e., in 
equilibrium with Xi. This condition is represented by the point 
B on the equilibrium curve corresponding to a vapor composition 
of Y'j which is in turn related to the composition of the liquid on 
the plate above by the operating-line equation at point C, giving 
X' as this liquid composition. In this way it is possible to reach 
the point /, and such a stepwise procedure gives the number of 
theoretical plates required, four in this case. 

Algebraic solutions, instead of the above graphical procedure, 
have been developed for the cases where the equilibrium curve 
is a straight line through the origin. Using the material balance 
(Eq. 1) and the equilibrium expression F* where K* is the 

slope of the equilibrium curve, the relation of the terminal 
conditions is given by 

Y,-Y, ^ (L/K*Gr+^ - {L/K*G) , . ^ 

Fi ~-K^X2 lL/K*Gy+^ - 1 ^ ^ 

where n is number of theoretical plates in the tower. 

A number of quantitative conclusions were derived for packed 
towers under the limiting condition for which the operating line 
touched the equilibrium curve (see pages 474 to 480). All these 
conclusions are directly applicable to plate towers, because, when 
the operating line touches the equilibrium curve, an infinite 
number of plates is necessary and the steps become differential 
in this region, causing the differences between a stepwise counter- 
current (plate tower) and a true countercurrent (packed tower) 
operation to vanish. 

Plate Efficiency. — In general, the number of plates in an actual 
column is greater than the number of theoretical plates although 
in some cases it may be less. This is due to the fact that the 
vapor rising through the liquid on the plate does not come to 
equilibrium with the liquid. This inefficiency is somewhat 
offset by the concentration gradient across the plate, a condi- 
tion which was neglected in the definition of a theoretical plate, 
but this gradient aids the operation by making it more nearly 
true countercurrent. Also droplets of liquid are thrown into the 
vapor space above the liquid by the rising vapor; this increases 
the contact surface between the liquid and vapor and makes the 
L F1-F2 n 

K*G^^^ Yi-K*Xi~n+l 
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approach to equilibrium more complete, but increases the 
possibility that liquid droplets will be carried from one plate to 
the plate above, a process that tends to destroy the counter- 
current action of the tower. Depending on the relative magni- 
tude of these effects, the efficiency of an actual plate may be 
smaller or greater than that of a theoretical plate. 

There are several definitions of plate efficiency, of which the 
overall plate efficiency is the simplest. This efficiency is defined 
as the ratio of the number of theoretical plates to the number 
of actual plates required for the operation; thus it is the factor 
by which the number of theoretical plates must be divided 
to give the actual number of plates required. Experimental data 
indicate overall plate efficiencies of 7 to 90 per cent, but are 
too meager to enable a correlation suitable for the prediction of 
overall efficiencies. These efficiencies varied with the design of 
the plate, with the chemical and physical properties of the system 
being treated and with the operation conditions. Except where 
data are available on an operation very similar to the proposed 
design, the estimation of overall plate efficiencies becomes largely 
a matter of guesswork, and pilot plant data on the proposed 
operation are extremely desirable before constructing a large 
unit. 

H.E.T.P. — In the design calculations for given operating condi- 
tions, the equilibrium curve and operating line are identical for 
both plate and packed towers. However, except for the case of a 
straight equilibrium curve for which algebraic methods can be 
used, a graphical integration is necessary for a packed tower, 
which is more time-consuming than the simple stepwise operation 
involved for plate towers. For this reason one of the common 
methods of designing packed towers has been to determine 
the number of theoretical plates that would be required if the 
operation were carried out in a plate tower, and then to convert 
to the height of a packed tower by multiplying the number of 
theoretical plates by the height of packing equivalent to one 
theoretical plate, called H.E.T.P. In other words, the 
H.E.T.P. is the height of packing that will give the same separa- 
tion as one theoretical plate, i,e,, a section of packing of a height 
such that the vapor leaving the top of the section will have the 
same composition as the vapor in equilibrium with the liquid 
leaving the bottom of the section. The H.E.T.P. values are 
experimentally determined by calculating the number of theo 
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retical plates necessary to be equivalent to some actual packed 
tower; the H.E.T.P. is then simply the height of the packed 
tower divided by the number of theoretical plates. Such a 
unit varies with mixture being treated, the operating conditions, 
the diameter of the tower, the size and type of packing and the 
concentration of the gas and liquid. Values of H.E.T.P. ^s 
have been reported from a few inches for small laboratory columns 
up to several feet for large towers with coarse packing. Theo- 
retically, the use of the H.E.T.P. is unsound because it sub- 
stitutes a stepwise countercurrent for a true countercurrent 
operation; however, where the operation is such that the number 
of theoretical plates is large and the change in concentration 
per plate small, the error so introduced is well within the accuracy 
with which such towers can be designed. 

H.T.U. — Another design me^thod^^^ for packed towers is the 
use of the height of a transfer unit, H.T.U. The number of 

transfer units is defined as equal to I dF/(F— F )=kYaSl/Gy 


and a 


similar expression in terms of X may be obtained from 

page 481. The H.T.U. is then 
the height of the tower divided 
by the number of transfer 
units. Its advantage over the 
H.E.T.P. is that it is defined on 
the basis of the true differential 
countercurrent process rather 
than the incorrect stepwise 
countercurrent. Ordinarily 
over the height of one transfer 
unit the difference Y —Y* does 
not change greatly and the arith- 



Fig. 154. — Graphical determination of 
number of transfer uiiits^^"^ 


metic average may be used without introducing appreciable error. 
This may be approximated by the use of a relatively simple 
stepwise calculation for the determination of the number of 
transfer units^^**^. In the usual design diagrams (Fig. 154), the 
line CD is drawn so that its ordinates are equal to the arithmetic 
mean of the ordinates of the equilibrium curve and the operating 
line. On the above assumptions, one transfer unit would cor- 
respond to a step giving a change in F equal to the arithmetic 
average of F — F^ at the two ends of the step. Thus, if one starts 
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at the point 7 and proceeds not to J (as would be the case for 
a theoretical plate) but to K, so that IE=EKy and then steps up 
to Ly it is easily shown that LKy the change in F, is equal to GF, 
which, if the curvature of the equilibrium curve is not too great, 
approximates closely the arithmetic average of Y^—Y at X' 
and Z"; thus the step corresponds to one transfer unit. Such 
a stepwise procedure is continued to the other terminal of the 
tower; the number of steps so obtained is the number of transfer 
units. If the design calculation is based on X instead of F, the 
midway line must be drawn at the average abscissa of the operat- 
ing line and the equilibrium curve rather than the average 
ordinate. The H.T.U.’s thus found are used similarly to the 
H.E.T.P.’s, and for the case where the operating line and the 
equilibrium curve are parallel the two units become identical. 

3. Heat Effects 

The foregoing discussion has assumed isothermal operation, 
an assumption that is usually satisfactory where dilute gases 
and liquid are being handled. However, in cases such as the 
absorption of hydrochloric acid gas in water, the heat evolution 
is sufficient to raise appreciably the temperature in the tower. 
The changes in temperature may be sufficient to alter the 
equilibrium conditions, and, since the temperature effects are 
usually such as to hinder the desired operation, the capacity of 
the operation may be seriously limited. Hence, in the absorption 
of hydrochloric acid in water, it is customary to provide cooling 
simultaneously with the absorption, in order to maintain equilib- 
rium conditions favorable to the production of a strong acid 
solution. These temperature effects may be allowed for by the 
use of the material balance line and a heat balance. 

The material balance relates F to X, and, on the assumption 
that the temperatures of the vapor and liquid are the same at any 
given section, using thermal data, such as heats of solution, 
specific heats, etc., it is possible to estimate by a heat balance 
the temperature difference between the section in the tower where 
the liquid composition is X and either of the terminals. Thus 
it is possible to obtain the temperature gradient in the tower 
as a function of the liquid composition. In constructing the 
design diagram, the equilibrium curve is not constructed iso- 
thermally, but the temperatures corresponding to various values 
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of liquid composition chosen for plotting the equilibrium curve 
are used to determine the equilibrium values of Y*, This 
equilibrium curve is then used in the same manner as the usual 
isothermal curve. 


4. Allowable Gas and Liquor Velocities 

Flooding in packed towers is caused by the friction of the 
rising gas holding up a certain amount of the liquid in the tower. 



Fiq. 156. — Maximum allowable actual velocities of gases and liquids through the 
free areas in packed towers. 

The gas friction is given by the familiar expression fLpGUo^/2gm 
where / is a friction factor, I is the length of the tower, pa is the 
density of the gas, uo is the actual gas velocity, g is the accelera- 
tion of gravity and m is the mean hydraulic radius (free volume 
divided by the total contact area).* However, the friction effec- 
tive in holding up liquid is clearly not the total friction, but the 
friction per unit length. The friction factor / is undoubtedly 
some function of the liquid and gas velocities, and it seems 

*u equals uq/F and m equals F /a where Mo is the superficial velocity, 
i.e., volumetric rate of flow per unit ground area, a is the specific contact 
are (square feet per cubic feet of tower), and F is the friction voids, f.c., 
cubic feet free volume per unit volume of packed bection. 
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possible that these two velocities should occur as a ratio. At 
the flooding velocity this friction may be looked upon as the head 
necessary to hold up the liquid in the tower. This latter head 
should be proportional to density pl of the liquid being held up. 
Equating the friction head to the liquid head and rearranging, 

PQ Uq^ 

PL 2gm ^\ulJ' 


The data of several investigators are correlated in Fig. 155, 
including data on both absorption (air-water) and distillation 
for a variety of different packings. 


Illustration 2. — Ammonia is to be removed from a 10 per cent NHs-OO per 
cent air mixture by countercurrent scrubbing with water at 1 atmosphere 
pressure. The tower will be provided with adequate cooling, so that the 
entire operation may be carried out 
at 68°F., and the scrubber is to be 
designed to recover 99.5 per cent of 
the ammonia in the entering gas. 

Equilibrium data for ammonia 
and water are given in Fig. 

An entering gas rate of 735 lb. /(hr.) 

(s(i. ft.) will be used, (a) Calculate 
the minimum water rate necessary 
for such an absorption, (h) If a 
water rate 20 per cent greater than 
the minimum is employed, calculate 
the necessary height of an absorption 
tower filled with 3-in. spiral tile, 
using the logarithmic driving force. 

(c) Repeat (6) using the graphical 
integration of the driving force. 

(d) Calculate the number of theoretical plates required for the same opera- 
tion. (e) Calculate the average H.E.T.P. (/) Calculate the number of 
transfer units recpiired for the absorption, (g) Calculate the average H.T.U. 

Solution. — (a) Fi =0.10/0.90 =0.1111 mol NHa/mol air. 

Fa = Fi(.005) = (0.11 11) (.005) =0.000555 mol NHs/mol air. 



Fio. 156.- 


- Absorption diagram 
Illustration 2. 


for 


Since the water enters with no dissolved NHa, X 2 = 0 . The slope of the 
operating line is L/G and the minimum L will correspond to the straight line 
with the lowest slope that can be drawn through Fa, Xa, without cutting 
the equilibrium curve. In the accompanying figure this is seen to be the 
line OAy which just touches the equilibrium curve but does not cross it, and 
the maximum liquor concentration consistent with the design condition that 
can be obtained is X'l =0.1143. Per square foot of cross section, the air 
rate is 

G 735(0.9) 23.8 lb. mols air 

S" (0.9X29+0.1X17) “ (hr.)(sq. ft.) 
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and the minimum water rate is obtained by an overall material balance. 

(23.8)(0.1111 -0.000555) =L'(0.1143-0)/5 

giving V/S = 23.0 lb. mols H20/(hr.)(sq. ft.). 

h. A 20 per cent increase in the minimum water rate will give L/<S = 23 X 
1.2 = 27.6 lb. mols H20/(hr.)(sq. ft.). 

The operating line may be constructed either by drawing a line of slope 
L/G through the point 1^2, A 2 or by calculating Xi and drawing a line through 
72, X 2 , and Xi, Y\\ using the latter method, 


23.8(0.1111-0.000555) =27.6(Xi -0), 


from which Xi =0.0953 lb. mol NHa/lb. mol H 2 O. The operating line OB 
is then drawn through these terminal concentrations. 

From Fig. 156 the driving force {Y — Y*) at X2=0 is (0.000555—0) = 
0.000555 and at Xi =0.0953 is (0.1111 -0.0881) =0.023. The average 
driving force is then 




(0.023) -(0.000555) 
In (0.023/0.000555) 


=0.00604. 


The transfcT coefTiciont for this system may he taken as =0.122 
(Fttv )® * where V^v is the average of mass rate of flow entering and leavmg. 
735+[735-(0.1111)(0.995)(17)(23.8)]_ 713 lb. 

2 (hr.) (sq.ft.)* 

/cya = Xoa = (0.122)(713)o-8 = 23.6 lb. mols/(hr.)(cu. ft.) (mols NHj/mol air) 
and the height of the tower Z =(?(7i — F 2 )/XGraS(F— 7^)av. = (23.8)(0.1111 
-0.000555)/(23.6)(0.000604) =18.5 ft. 

c. For the graphical integration the equilibrium curve and operating 
line are used to obtain the required values of F — F^ at several values of F. 


F 

F^ 

1 

{l/Y-Y*) 

0 000555 

0 

0 000555 

1800 

0.004 

0 0021 

0 0019 

526 

0 0071 

0 0044 

0 0027 

370 

0 0119 

0 0073 

0 0046 

218 

0 0233 

0 0150 

0 0083 

121 

0 0350 

0.0230 

0.0120 

83 

0 0581 

0 0408 

0.0173 

58 

0 0815 

0 0609 

0 0206 

1 

0 1111 

0.0881 

0 0230 

43 


A plot is then made (Fig. 157) of 1/(F — F^) A^s. F and the area under the 
curve is found to be 12.7 units, and 

G rri=o.iiii __dY _ (23.8) (12.7) 

Kaasj Yi = 0.000665 ( F — F*) 23.6 

= 12.8 it. 
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d. To obtain the number of theoretical plates, starting at Xi 
Fi = 0. 1 1 1 1 , steps are drawn between 
the operating and equilibrium lines 
down to X 2 = 0, as shown in Fig. 156. 

The number of theoretical plates is thus 
found to be 10.5. 

e. The average H.E.T.P. = 

12.8/10.5 = 1.22 ft. 

/. The number of transfer units is 
obtained by constructing the curve OC 
(Fig. 158) so that its ordinates are 
midway between the equilibrium curve 
and the operating line, and steps are 
laid off such that the horizontal length 
of each step is twice the distance from 
the operating line to the midway curve 
OC. A little more than 12 such steps 
are required to pass from to Yu 
indicating that 12 transfer units are 
recpiired. 

g. The average H.T.U. = 12.8/12 = 

1.07 ft. 


=0.0953, 


1600 
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1200 
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600 


400 


200 
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Fig. 157. — Graphical integration, for 
part (c) of Illustration 2. 


Design Methods for Multicomponent Systems 

It is often desired to absorb or strip two or more solute vapors 

simultaneously. This is par- 
ticularly true in the absorption 
of benzene, toluene, xylene and 
other high-boiling hydrocar- 
bons from coke-oven gas and in 
the absorption of volatile hy- 
drocarbons in natural or petro- 
leum gases. Both of these 
absorptions are followed by a 
stripping operation to recover 
the absorbed materials. Where 
desired to recover a num- 

Fia. 158. — Graphical determination bcr of components, one should 
of number of transfer units, part (/) of design an apparatus for re- 
lliustration 2. Covering the least soluble of 

these. The others will then be recovered even more completely 
than the first, provided they are not present in preponderating 
amounts. In the latter case the absorption system must be 
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designed for the one most difficult to dissolve in view of both 
its solubility and its quantity. 

Equation 1 for the operating line applies to any one solute 
component regardless of the number of other components present, 
and indicates that for any component the operating line is a 
straight line of slope L/G, passing through the points F 2 , X 2 and 
Y\yXi for the particular component in question, z.e., the operating 
lines for the different components will be a series of parallel 
lines. In the systems involving hydrocarbons the equilibrium 
relationships can usually be expressed hy y = K*x, where y and x 
are the mol fractions of one component in the vapor and liquid, 
respectively, and K* is an equilibrium constant, which is a func- 
tion of temperature, of pressure and usually to a small degree of 
the liquid and vapor composition. In mol ratio units this 
becomes 


l + XY* 1 + ^X* 

where 2F* is the sum of all the mol ratios per mol of carrier gas 
in the vapor except the carrier gas itself, which corresponds to 
the 1 mol, and XX* is the analogous function for the liquid 
phase. Often the compositions are sufficiently low so that 
XY* and XX* may be neglected and Y* = K*X* for each compo- 
nent. This is identical with conditions developed on page 485 
for a single solute gas, and for dilute gases the conditions are 
essentially the same for each solute in the multicomponent 
mixture, as though the otht^r solute gases were not present; for a 
plate tower Eq. 8 may be applied to each component. In the 
case of a packed tower it was shown that for such a case (straight 
equilibrium curve) the logarithmic-mean driving force was 
applicable, and the amount of each solute absorbed will be 
proportional to the product Kr(AF)i^. for that particular 
component since the wetted area, volume of the tower and height 
of the tower are the same for all components. 

Illustration 3. — In a continuous light-oil recovery plant, light oil is 
absorbed from coke-oven gas by solution in mineral oils in a counterflow 
absorption tower. The mineral oil enters the top of the tower with a neg- 
ligible concentration of light oil, and the rich oil leaves the bottom with 2 
lb. of benzcne/100 lb. of mineral oil. The gas treated contains 1.2 per cent 
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by volume of benzene, toluene, xylenes and similar hydrocarbons. The 
absorber recovers 86 per cent of the benzene in the entering gas and operates 
at 20°C. and at substantially normal barometric pressure. 

What percentage recovery of the toluene, xylenes and other hydrocarbons 
may be expected in this tower (a) if it is a plate tower? {b) if it is a packed 
tower? 

Data . — The light oil in the entering gas contains 67 mol per cent of ben- 
zene, 12 per cent of toluene and 7.1 per cent of xylenes. The remaining 
hydrocarbons, while constituting a very complex mixture, have an average 
boiling point of approximately 136°C. and an average molecular weight of 
110. The light-oil solutions at 20°C. follow Raoult^s law when the average 
molecular weight of the oil is taken as 220. The gas-film resistance may be 
assumed to be of controlling importance. 






Remaining 

Vapor pressure at 20°C. 

Benzene 

Toluene 

Xylenes 

hydro- 

carbons 

Millimeters of mercury 

75 

22 

5 2 

5.4 

Average molecular weight 

78 

i 

92 

106 

no 


Solution, a. Since the gas is dilute, Eq. 8 may be used (see page 488). 
Basis: 100 mols gas entering tower: 



Mols entering 

Yi 

Carrier gas 

98.8 

1.0 

Benzene 

1 2 X0 67 = 0.804 

0 804/98.8 =0 00813 

Toluene 

1.2X0 12 = 0 144 

0 144/98 8 =0.00146 

Xylene 

1.2X0.071= 0.0852 

0.0852/98.8=0.00086 

Remaining 

hydrocarbons ....... 

1.2X0.139= 0.167 

0.167/98.8 =0.0017 


For benzene: 


Fa =0.804(0.14)798.8 = 0.00114. 

At the top of tower =0. 

The oil leaving the tower contains 2 lb. of benzene/100 lb. of oil, and 

Since Raoult’s law holds and the gas is dilute Y* =P/irX*f or K* is the 
vapor pressure divided by the total pressure, for benzene ^ = 75/760 = 
0.0987. 
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The mols of oil required are 


L 


(0.804) (0.86) 
0.0564 


= 12.26 mols 


and L/6? = 12.26/98.8 =0.124. 


L _ 0.124 
K*G 0.0987 


= 1.259 


and from Eq. 8 the number of theoretical plates in the tower can be estimated 

Y1-Y2 _(L/KGy^^^-(L/KG) 

Yi - (L/K^G)^+^ - 1 

0.00813 -0.001 14 _ ^ op _ (1 1 -259 

0.00813 -0.0987(0) (1.259)-+i - 1 

from which (n-f-1) =4. .55. 

By using this same value of (w + 1 ) together with appropriate values of K* 
in Eq. 8, the per ccuit recovery for the other components may be estimated. 
Thus for toluene: 


=0.02895 


L_ 

K*G‘ 


_«i24.=4 29 

0.02895 

Fi-F, 
K*X2 


% recovery = = 10 o[ 


Similar calculations for xylene and the remaining hydrocarbons indicate 
approximately 100 per cent absorption. 

b. For a dilute gas the absorption (page 486) in a packed tower is 


G(Y,-Y2)=KoaSl(AY)i.„,, 


or the relative absorption of benzene to toluene is 

g( Fi-F 2) be naene _[NGaSl(AY)l,m llM5nzen« 

^('Fl-F2)tol uone [^oa.S7(AF), „ ] 

luliiene 


The values of F are the same as those calculated in part (a) and G, S, a 
and I are the same for all components. 


For benzene: 


Fi^ =X^Xi = (’7^6o)(0.0564) =0.00556. 
A Fi =0.00813 -0 00556 = 0 00257 
AF2=0 00114-0=0.00114 
0.00257-0.00114 


(AF),.„..= 


In (0.00257/0.00114) 


=0.00176. 


Data are not available on the ratio of the Kaa*^ for benzene and toluene, but 
as an approximation they will be assumed proportional to the square root 
of their molal dilfusivities. Taking the carrier gas to be methane, these 
are estimated to be 
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Dn. 

D 

(x>i/r»,)H 

Benzene 

Toluene 

Xylene +11. C 

4. 15X10-® 

3 8 X10-® 
3.5 X10-® 

2. 04X10-® 
1. 95X10-® 
1. 87X10-® 

1 05 

1.04 


giving, for toluene, 


0.00813 -0.00114 
C».0di46-r2 


= 1.0.5f 


(0.00176) 

(0.00146 - Ki*) - (K, -O)' 
, (0.00146 -Fi*) 

(Fj) 


F.* = (2M6o)A',=0.029Xi 


(A) 


(B) 


and 


{Y,-Y^)={L/G){X,-X^) 

(0.00146 - Y 2 ) =0.124A"i. (C) 

Trial-and-crror solution of (i1), {B) and {€) Rives 3^2=0.00006. 

„ , 0.144-98.8(0.00006) 

Recovery of toluene = OTii ^ 

A similar c.omputation for xylene and other hydrocarbons indicates an 
absorption of th(*se two approximately equal to 97.2 per cent. 


Summary 

Recovery, per cent 

Plate tower 

1 

Packed tower 

Beiiz(ine 

86 

86 

Toluene 

99 6 

96 

Xylene 

100 

97.2 

Other hydrocarbons 

100 

97.2 


Capacity Coefficients for Processes of Absorption 
AND Desorption 

This section of the chapter is devoted to a discussion of the 
quantitative capacity coefficients for different types of apparatus 
as affected by factors such as gas velocity, liquid velocity, 
temperature, nature of gas and liquid used and the dimensions 
of the apparatus. As shown on page 451, the relationship 
between the overall coefficients K and the individual coefficients 
k is given by the following equations: 
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Kg ko^kL Kl 

or for Heniy’s law 

Kg ka'^HkL HKl 

Unless otherwise specified, data will be given in the following 
units given under nomenclature, page 512. 

Absorption in Packed Towers. Gas-phase Controlling . — For 
the case of gas-phase controlling, the resistance of the liquid phase 
becomes negligible and the overall resistance \/Kg is equal to 
1/ko. The experimental data indicate that the transfer coeffi- 
cient fco varies with the mass velocity in a manner similar to 
coefficient of heat transfer. Since the wetted area per unit 
volume of tower, a, is not usually known, the data are expressed 
as the product kaa. For wide variations in tower sizes, types of 
packing and operating conditions the gas-film coefiicients may 
be satisfactorily correlated as 

Table I gives experimental values of 0 for absorption in packed 
towers under conditions such that the major resistance was in 
the gas phase. 

For the absorption of SO 2 in water in towers packed with wood 
grids, the following empirical equation^®^ has been given: 

, _6.7X10-'rF(ds+dr)l'’ ' 
ds \ 

where ka is the pound mols of SO 2 per hour per square foot per 
atmosphere, V is the superficial mass velocity of the gas as 
pounds of gas per hour per square foot of total cross section, 
ds represents the clearance between grids in feet, da represents 
the height of the individual grid section in feet and dr is the 
thickness of the grid slats in feet. 

Generally the liquor rate affects the gas-phase coefficient. 
This is undoubtedly due largely to an increase in the wetted 
area a with increasing liquor rates, and to a minor degree to an 
increase in ka due to increased relative velocity between the 
liquid and gas. Thus, in the absorption of ammonia by water 
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O 

cc 

S 

-< 

PU 

S 

o 

O 
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Investi- 

gators 

oooo» e^poioioicioioioooo o 

^ tH tH ^ ^ rH ^ 

Tower 
dimensions, 
diameter X 
packed 
height, in. 

r- 

•«Q0^Q000»O00 00 00 00 

CO N N 

XXX X ixxxxxxxxx X 

lO lO lO • 

QO 00 00 00 • 

.COCOCOCOCOCDCOCDCD CO 

tH t-H 

'Z 

i e s 

i-iCOCOiC^-^COOOt^t^CQiC N 

^loco t^ooi-ior*oiow5'^cqco cq 

OOO 

dod dddddoddddd d 

Liquor 
rate, 
lb. /(hr.) 
(sq. ft.) 

163-408 

500 

75-573 

120-4790 

323 

500 

500 

500 

500 

500 

500 

500 

500 

500 

500 

Esti- 
mated 
surface, 
sq. ft./ 
cu. ft. 

• • • • •coosco’*i<'^itcoocq CM 

• • • • -csit^iooscDuDeoeocq co 

... . . tH 

Solvent 

Wash oil 
Wash oil 
Wash oil 

Wash oil 

Water 

Water 

Water 

Water 

Water 

Water 

Water 

Water 

Water 

Water 

Water 

Solute 

Benzene 

Benzene 

Benzene 

Ethylene 

Dichloride 

Ammonia 

Ammonia 

Ammonia 

Ammonia 

Ammonia 

Ammonia 

Ammonia 

Ammonia 

Ammonia 

Ammonia 

Ammonia 

Packing 

0 . 25-m. XO . 4-in. glass rings 

0.5 to 0.75-in. coke 

0 . 73-in. glass balls 

0.35- to 0.63-in. coke 

0.25-in. crushed stone 

0 . 50-in. crushed stone 

0 . 75-in. crushed stone 

0.50-in. balls 

0.75-in. balls 

1 . 0-in. balls 

1® 1^-in. broken quartz 

3- in. spiral tile 

4- in. partition ring 

Wood grid, 3 in.XlH in. spaced in. 

apart 


**oa is expressed in lb. mols/(hr.)(cu and V is expressed in ib./(hr.)(8q ft. ground area). These values of kaa are substantially equal 

to fcro expressed in lb. molB/(hr.)(cu. ft.)(unit AY in mol ratio umts). H.T.U. in ft. is approximately equal to F® 
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in a packed tower 4 ft. high and 16 in. in diameter filled with 
3-in. spiral tile, the transfer coefficient kaa at a given gas rate 
doubled for an increase in the water rate from 60 to 600 lb. per 
hr. per sq. ft. of tower cross section. 

The data on the effect of temperature on hoa are meager, but 
on the whole substantiate the conclusion given on page 455 
that the effect is very slight, the increase of the diffusivity with 
temperature being offset by an increase in thi(;kness of the gas 
film due to increased viscosity. 

Liquid-phase Controlling . — When the liquid phase is controlling, 
the liquor rate has a large effect on the rate of absorption, while 
the effect of gas velocity is much less than for the case of gas-phase 
controlling. The small amount of experimental data available 
may be expressed as kLa = \l/L^. Table II gives the values 
of yp and n for th(i results of four experimental investigations. 

The effect of temperature on the rate of transfer where liquid 
phase is controlling is very large, owing to the rapid increase of 
the diffusivity and convection with small increases in tempera- 
ture. The (effect is so larger that it often more than compensates 
for the less favorable absorption equilibrium that results from an 
increase; in temperature, and in such cases there is usually an 
optimum temperature of absorption. 


Table II. — Comparison of Packings for Mass Transfer with Liquid- 
Fii.M Controlling, Carrier-gas Air 


Packing 

Solute 

G 

JvLd 

Tower 
dimen- 
sions, di- 
ameter X 
packed 
height, in. 

Inves- 

tigators 

1-in. carbon rings . 

CO 2 

150-157 

0 016L»»» 

10 X56 

15 

0 . 73-in . glass balls 

CO 2 

5-27 

0.0]85L»“« 

3.5X33 

19 

1 .0-in. coke 

CI 2 

47-116 

0 028L“ ™ 

6 X48 

1 

Small glass rings, 0 . 4- X 
0.25-in. o.d 

0 

p 

10 

1 

0.108//"®" 

3.5 X33 

1 

3 


General Case . — The absorption of sulfur dioxide by water is a 
case in which the resistance of both phases is significant. Henry’s 
law may be assumed to apply to this system and the treatment 
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of page 452 used to interpret the data. The overall resistance 
may be expressed as \/KQa = {\/HkLo) + {\/kQa) = \/HkL(i+ 
where ® has been introduced for koa. This equa- 
tion indicates that, if If Koa is plotted vs. 1/F°® under conditions 
such that kLa is substantially constant, a straight line should 
result with an intercept of Xjllkjji at 1/F® ® = 0. This method 
of plotting is not a crucial test of the data, since the occurrence 
of an intercept does not necessarily indicate that the liquid-phase 
resistance is significant. The same data plotted against the 
reciprocal of the mass velocity to a power slightly different than 
0.8 gives about the same correlation but with differing values 
of the int('rcept. It is also very 
probable that k ija changes with the 
gas velocity and is not constant as 
assumed. However, the method is 
convenient for presenting a quali- 
tative picture of the various resist- 
ances. Figure 159 shows data on 
the absorption of sulfur dioxide 
plotted in this manncir. 

Spray Towers. — The spray type 
of absorption tower is best suited 
to cases in which the gas-phase 
resistance is (controlling, since there 
is little motion within the liquid 
drops as th(cy fall through the gas, 
which results in low transfer rates through the liquid. They 
are often us(cd for humidification, where the liquid-phase resist- 
ance is negligible. Figure 160 gives the values of Kaa for 
the absorption of ammonia in water, obtained in spray towers 
as a function of the liquor rate. In this absorption the value 
of Kqa iiKcreascd as the 0.7 to 0.8 power of the gas velocity. 
Coefficients for humidification and dehumidification in spray 
towers are given on page 607. 

Wetted -wall Towers. — Wetted- wall towers have been widely 
used to obtain experimental data on the transfer through a gas 
phase, because of the definite interfacial area and controllable 
flow conditions in the gas stream. By evaporating pure liquid 
in such an apparatus, it is possible to eliminate the liquid phase 
and have a system with the entire resistance in the gas phase. 



^av. 
Fig. 159 . 
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The data on the evaporation of various liquids into air have been 
correlated for the turbulent-flow region as 


B 






44 


where Dt represents the diameter of the wetted-wall tower; 
the molal diffusivity; F, /z and M the mass velocity, viscosity 
and average molecular weight of the gas stream; and B the 
Active film that would offer a resistance to true molecular diffusion 



6 10 100 1000 

Water Rate - Lb. per Hr. per Sq. Ft Tower Cross-Section 

Fia. 160. — Absorption of ammonia in water in spray towers. 


equal to the observed resistance to transfer (see page 449.) 
This method of correlation, while convenient, is undoubtedly 
unsound since in the film the rate of transfer is proportional 
to the first power of the diffusivity, while in the turbulent core 
the transfer should be independent of Dm and the actual effect 
of diffusivity will have to be between these two extremes. A 
correlation based on the sum of the resistances of the core and 
film is probably better than an exponential function of Dm- 
Thus these same data may be satisfactorily correlated by 

1080-1-^ where 1030+ (0.008/Z)„) 
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represents the fraction due to the 


sents the fraction of the total resistance due to the turbulent 

core and (q QQg j represents the fraction due to the 

film.* Data on the absorption of ammonia in water in wetted- 
wall towers give lower values of Kg than predicted by the above 
equation, indicating that for this case the liquid-phase resistance 
is not negligible. 


Estimation of Transfer Coefficients 

The prediction of an overall transfer coefficient involves 
the estimation of the transfer coefficients for both the gas and 
liquid phases. For transfer in a wetted-wall type of apparatus, 
when the liquid-phase resistance is negligible, the coefficients 
may be estimated from the equations given for the evaporation 
of pure liquids in wetted-wall towers. The effect of different 
components on the gas-phase resistance in packed towers is not 
known, but this resistance is undoubtedly a function of the 
diffusivity. This function is probably of the form s+(6/Z>,„); 
however, since data are not available for the evaluation of the 
constants 5 and 6, it is generally more convenient to assume the 
function to be of the form l/D", where n will have to be between 
zero (turbulent transfer) and 1 (molecular diffusion). A value 
of n equal to 0.5 is probably satisfactory. Thus, to convert the 
gas-phase resistance for one gaseous system to another under 
comparable transfer conditions, it is necessary to correct the 
resistance as the inverse ratio of the square roots of the diffusivi- 
ties. For variations in gas velocity, the experimental data 
indicate that the transfer coefficients vary as about the 0.8 
power of the mass velocity. The experimental data relative to 
the liquid-phase resistance are even less conclusive than those 
for the gas phase, but the liquid-phase transfer coefficients vary 
as the 0.6 to 1.0 power of the liquor rate, and are dependent on 
the physical properties of the system, particularly upon the 
viscosity. By the use of these approximations it is possible to 
obtain a rough estimate of the transfer coefficient for one system 
when the coefficient for another system is known. 

For cases where the gas phase is controlling, it is possible to 
estimate the transfer coefficient from heat transfer in a similar- 
type apparatus by substituting n/MDm for the Prandtl group and 
hDi(pB)uux./D„, for hDt/k. 

* Dm ill these equations is gram mols per second per centimeter. 
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PART III. DESIGN : GASES BY SOLIDS AND SOLIDS BY LIQUIDS 

The adsorption rate of gases and vapors by solid adsorbents 
is usually rapid. Thus, the air inhaled through the canister of a 
gas mask is, under extreme conditions, in contact with the adsorb- 
ent a total time of only 0.1 or 0.2 sec., and yet in this time the 
adsorbent will reduce the concentration of mustard gas, for 
example, to a point below 1 part in 50,000,000 of air. In conse- 
quence of this rapidity of adsorption, rate is seldom a controlling 
factor in determining the capacity of equipment, at least where 
the adsorbent is in a reasonably fine state of subdivision and 
possesses high activity. Theoretically, th(u*efore, the amount of 
solid adsorbent necessary for treating gaseous mixtures is exceed- 
ingly small. Thus, for continuous treatment of gas, one could 
employ two containers, stripping the adsorbed gas from the solid 
adsorbent in one container while passing the gas through the 
other. With only a small amount of char in each container, the 
adsorbing and stripping periods would be very short, requiring 
too frequent shifting of th(»< gas from one container to another. 
Hence, the amount of adsorbent employ(Hl is ordinarily deter- 
mined by the practical engineering considerations governing the 
length of this cycle. This also determines the size of the 
apparatus. 

Under normal conditions it is found inadvisable to move solid 
absorbents, and consequently true continued countercurrent 
operation is not encountered. Where, however, one employs 
containers of solid adsorbents in systematic rotation (see page 
463), the action is substantially continuous and countercurrent, 
provided the number of absorbers in series at any one time is 
considerable (5 or above). The effective length of the system, 
however, is less than the total number of absorbers in operation 
at any one time. The net length may be assumed to be the 
total number in actual operation in series, less one-half a unit. 
Otherwise, the computation methods for such a case are identical 
with those developed above for (Continuous countercurrent inter- 
action of gases and liquids. 

Frequently, however, one employs a small number of absorb- 
ent containers, or occasionally gases pass through a single 
absorber under semi-batch conditions, the gas flowing continu- 
ously but the absorber being used until its absorbing capacity is 
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exhausted and then being regenerated or else replaced by a new 
one. 

Illustratioii 4. — Assume that one has 3000 cu. ft. /min. of a gas, at 
25 °C. and normal barometric pressure, containing 1 volume per cent of ben- 
zene. It is desired to recover this benzene by adsorption on activated 
charcoal. Laboratory data show that, at this temperature and concentra- 
tion, equilibrium will correspond to 0.08 lb. of benzene /lb. of carbon. This 
is somewhat less than the adsorptive capacity of fresh charcoal to allow for 
the slight decrease in activity that results from continued use. Assume that 
stripping can be satisfactorily accomplished in 2 hr. 

Estimate the minimum number of tanks it is advisable to use and the 
total tons of char required. 

Solution . — Inspection of a characteristic adsorption diagram, such as Fig. 
160A, shows that in a true countercurrent system equilibrium is approached 
only at the end of the system, whereas in the middle conditions are far 
removed therefrom. Evidently, therefore, in a stepwise countercurrent 
syst(im the entering gas will saturate successive layers of the absorbent to 
equilibrium with itself, the cleanup of the gas taking place in the remainder 
of the system. If, now, the first unit which the gas enters is not too large a 
percentage of the whole system, it is entirely practicable to have this unit 
completely saturated when it is cut out for stripping. Furthermore, becausci 
of the (‘xtremc rapidity of adsorption in the middle of the system consequent 
upon the large distance from equilibrium there obtaining, the final unit need 
be but a small percentage of the total. Normally, 33J^ per cent is enough: 
that is, if one operates with three units in series, it is possible to saturate 
the first unit, at least where the adsorption is at all strong, i.e., where tho 
value of the exponent n is great (page 437). Obviously, it is advisable t<? 
cut out a tank each 2 hr., i.e., to operate with four tanks in all. 

The amount of l)enzene removed per hour is calculated as follows: 

3,000 (60) (g)(|f|) (78) =359 lb. 

The char required per tank = (2)359/0.08(2000) =4.5 tons. With four tank? 
one would need a total of 18 tons. 

Figure 160A is a modified case of Fig. 146, showing the equilib" 
rium curves OAB for benzene on charcoal and OC for benzene 
in straw oil* at 25°C. Since in any absorption operation the 
operating line must always lie to the left of the equilibrium, 
inspection of this diagram makes it clear that, if one wishes to 
treat a gas of reasonable benzene concentration, such as repre- 
sented by Fi, and reduce its concentration to a low figuie ¥ 2 , 

* The equilibrium curve for the oil is based on Raoult^s law and on 
average molecular weight of 230 for the oil. 
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not only will it be possible to do this with the use of a much 
smaller quantity of charcoal than of oil, but, in the range of 
operation where the concentrations are low, it is possible to build 
up a far higher driving force with the charcoal than with the oil. 
In other words, from the point of view of both rate of absorption 
and carrying power of absorbent, charcoal has the advantage. 

Illustration 6. — Referring to Fig. 160A, assume that the value of Y is 0.10 
lb. of benzene /lb. of flue gas in the entering gas and 0.02 in the exit gas, 
corresponding to 80 per cent recovery. Further, assume the operating 



Fig. 160.4. — Removal of benzene vapor from flue gas (Illustration 4). 

lines as shown, FE for the oil and FG for the charcoal, the fresh treating 
agent being free of benzene in both cases. Per pound of benzene-free 
flue gas, this requires only 0.20 lb. of charcoal as compared with 0.47 lb. 
of oil. Inspection of Fig. 160A makes it obvious that the driving force 
Y — Y^ is on the average far higher for the char than for the oil. Moreover, 
this advantage is greater the lower the concentration of benzene in the 
initial gas and the more completely it is necessary to strip the gas. It is 
found that for high concentrations of benzene the many advantages of 
liquid absorption make the use of straw oil advisable, but for very lean gases 
the charcoal is superior. 

Illustration 6. — A batch of sugar syrup is to be decolorized by finely 
divided activated vegetable char, free from color. It is proposed to agitato 
the char with the syrup at a temperature of approximately 180°. As soon as 
the syrup is decolorized to 5 per cent of the initial color, the suspension will 
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be sent to a filter for the separation of the decolorized syrup and the spent 
char. Laboratory data show that at equilibrium between the color to be 
removed and the char employed in this case the value of n in the Freundlich 
equation is 3. 

Per unit of syrup treated, calculate the ratio of the minimum weight of 
char required for batch decolorization to the minimum weight of char 
necessary for ideal countercurrent treatment. 

Solution . — Figure 161 is a plot of the concentration of color in the syrup 
rs. the color on the char X. The curve OAE represents the equilibrium 
data. For the ideal single batch treatment, it is obvious that at the end 
of the operation the char will be in equilibrium with the syrup, f.e., the 
abscissa X 2 represents the final color on the char. 
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X= Units of Color per Lb of Choir 
Fig. 161. — Decolorization of sugar syrup (Illustration 6). 



The line FE in Fig, 161 represents the operating line for the ideal, con- 
tinuous, counterflow percolation filter. Since the equilibrium curve OAE 
is concave upward, the best one can do is to obtain equilibrium at the point 
E where the syrup enters, corresponding to the value X 1 on the char. Since 
in both cases the color is reduced from Fi to Y 2 and the initial char is free 
from color, a color balance shows that the ratio r of the minimum weights of 
char in the two cases is equal to X\/X%. The values of X\ and X% can be 
read quantitatively from Fig. 161, or one can use the Freundlich equation. 
1 1 11 

and Zj = (6F,)", whence r-(r,/Fj)" =203 =2.71. Hence, 
for this case a single batch treatment would require 2.7 times as much char 
as continuous countercurrent percolation, both processes operating under 
ideal conditions. It is interesting to note that the ratio of the minimum 
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char requirements of single batch to continuous countercurrent percolation 
depends only upon the ratio of initial to final color and upon the value of n 
in the equation for the adsorption equilibrium, and is independent of the 
value of the constant h of the Freundlich equation. Furthermore, the 
smaller the value of n, the greater is the advantage, as regards minimum 
requirements of char, of continuous counterflow over a batch treatment. 

Illustration 7. — Sugar syrup is to be decolorized by vegetable char as 
outlined in the preceding illustration, except that two successive batch 
agitations with color-free char are to be employed instead of one, ultimately 
reducing the color to 5 per cent of the original value. 



Calculate the total minimum char required, expressed as a ratio to the 
minimum char required in a continuous countercurrent dccolorization, and 
report what percentage of the total char should be used in the first of the two 
batch treatments. Also, compare the total minimum char necessary for two 
batches with that required for one batch, as computed in the preceding 
problem. 

Solution , — ^Figure 162 shows a plot of the equilibrium data, with Y 
expressed as units of color per pound of syrup, and X as units of color per 
pound of char. The color in the syrup is reduced from Fi to F' in the first 
batch, and from F' to F 2 in the second. As specified, F 2 Fi==0.05. In 
the ideal case, at the end of a batch treatment, the color in the liquor would 
be in equilibrium with the color on the char. Thus, at the end of the first 
batch, each pound of char would contain X* units of color, and after the sec- 
ond batch, Xz. From a color balance, based on 1 lb. of syrup, remembering 
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that the char added in each case is free from color, the total char required 

w Fi-F'.y'-Fa 

Wh would be — 1 — ^ 


For the ideal countercurrent treatment, since the equilibrium curve 
OAE* is concave upward, one could have equilibrium at the point E^ where 
the operating line FE intersects the curve. Hence the minimum char for 
countercurrent Wc would equal (Fi — F 2 )/Xi. Hence the ratio R of the 
total char for double batches, to the minimum char for continuous counter- 
current, is given by the following equation: 


F,-F' . F'-F2 
_TF6_ X' ^ X 2 
Wc 'F 1 -F 2 

X, 


(A) 


One can determine the minimum value of numerator by several methods. 

First Method . — If Fig. 162 is drawn to scale, one can arbitrarily select 
a value of Y't and, by reading the corresponding value of X'j the total char 
for the case is determined by the above equation. After assuming various 
values oi Y'j R could be plott(ul vs. X' and the minimum value of R deter- 
mined by inspection. From the value of X' corresponding to the minimum 
value of /?, a material balance would immediately show what fraction of the 
total char should be used in the first batch. 

Second Method . — If I"ig. 162 is not drawn to scale, an algebraic solution 
can be made as follows: Let z represent that fraction of the initial color Yi 
rcmov(id in the first batch. The following equations can be written by 
inspection : 

1 1 

Fi-F'=zFi; F' = (l-z)Fx; Fa-O.OSFi; Xi==(hYiy^; X'^(bYT; 

1 

X2 = (6F2)^^ 

By combining these expressions with Eq. A, one obtains 


® 0.95 


^ + (0.95-2)20" 


(1 - 2 )n 


The minimum value of R may now be found by differentiating R with 
respect to z and equating to zero, or by assuming various values of z, i.e.y 
by trial and error. One finds that the minimum value of R is 1.81, corre- 
sponding to z =0.7. Since 70 per cent of the v)riginal color is removed in the 
first batch, F'=0.3Fi, and the proper value of X' is determined. From a 
color balance, one finds that 60.4 per cent of the total char should be used 
in the first batch. 

In order to reduce the color to 5 per cent of the original value, the mini- 
mum total char for two successive batch treatments is 1.81 versus 2.71 
for the single batch, both expressed in terms of the minimum char required 
for the continuous countercurrent decolorization. 


*See Fig. 161, p. 509. 
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Char consumption may be still further reduced by using fresh char only 
for the second batch and treating the original syrup with spent char from a 
prior second operation. This may be called stepwise countercurrent 
operation. 


Nomenclature* 

A = total interfacial surface, sq. ft. 
a = interfacial surface per unit volume, sq. ft. per cu. ft. 

5= effective film thickness, ft. 
h = constant. 

Z)m ==molal diffusivity, mols/(hr.)(ft.). 

A = diameter of tower, ft. 

(j=mols solute-free gas per hr. 

0 = acceleration due to gravity. 

Henryks law constant. 

Ky, overall transfer coefficients, units same as /cr, ha, 
overall transfer coefficient in 

lb. niols/(hr.)(sq. ft.) (driving force in X). 

fcy, Ajg = gas-phase transfer <?oefficients, see footnote page 501 for units. 
A:l = liquid-phase transfer coefficient, units same as Kh* 

L = mols solute-free absorbent per hr. 

height of packed tower, ft. 

Af= molecular weight. 
m=mean hydraulic radius, 

N =mols solute transferred per hr. 
n= exponent and number of plates. 
p= partial pressure. 
g= constant. 

S = area of cross section, sq. ft. 
s = constant. 

ug, actual velocities of gas and liquid, respectively, in packed 
towers. 

V ==mass velocity, lb. ga8/(hr.)(sq. ft. of ground area). 

X = concentration of solute in liquid, mols/rnol of solvent. 

.X* = equilibrium value of X corresponding to Y. 

Y = concentration of solute in gas, mols/mol of solute-free gas. 

= equilibrium value of Y corresponding to X. 

X, y =mol fraction of solute in liquid and gas, respectively. 

0=time. 

H == viscosity, 
total pressure. 

* Throughout this book the Nomenclature closely follows the “Tentative 
Standard System of Nomenclature for Chemical Engineering Unit Opera- 
tions^* adopted by the American Institute of Chemical Engineers on 
Oct. 11, 1935. 
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pGf PL = density of gas and liquid, respectively. 
yp = constants. 


Subscripts 

1, 2= conditions at gas inlet and outlet, respectively. 

a = asymptotic value, 
av. = average value. 

G=gas. 

L = liquid. 

l.m. = logarithmic mean. 
t = tangential value. 
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CHAPTER XVI 


DISTILLATION 

INTRODUCTION 

In Chap. XII the phenomena of vapor pressure were dis- 
cussed in detail, and it was pointed out that, if two substances 
at any temperature possessed a marked difference in their vapor 
pressures, this difference could be made the basis of a method 
of separation of the two; and if one or both of the substances were 
recovered by condensation, the process was called distillation.* 
As there explained, an equilibrium is established at any tempera- 
ture between a liquid or a mixture of liquids held in a containing 
vessel, and the vapor existing above it. Since it is this vapor 
which ultimately passes out of the containing vassel and when 
condensed forms the product of the process, the question arises, 
what is the relation of the composition of this vapor to the 
composition of the liquid from which it came and with which it 
is in equilibrium? The answer to this question is different for 
different kinds of mixtures; and to comprehend the problems of 
distillation, these kinds of mixtures must be considered from this 
point of view. 

Obviously, if a volatile component is to be separated from a 
nonvolatile one, the operation is comparatively simple, and has 
in principle been described under Evaporation on page 385. 
It is necessary only to volatilize it in one ve.ssel and to condense 
it in another to accomplish this purpose. 

In a mechanical mixture of two mutually insoluble liquids 
sufficiently well agitated to prevent stratification (for example, 
turpentine and water, heavy fatty acids and water), a dynamic 
equilibrium is established between the liquid and the vapor 

• Destructive distillation may be described as a thermal de(!omposition of 
nonvolatile material with the formation of products that lend themselves 
to separation by the methods here described. 

514 
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when the number of each kind of molecules leaving the liquid is 
just balanced by the number of molecules of each kind again 
entering the liquid. Since they are not mutually soluble, each 
liquid will exert a vapor pressure of its own just as though it 
alone were present. The pressure existing over the liquid mix- 
ture will, therefore, be the sum of these individual pressures, and 
it follows that a pressure equal to the atmosphere will be reached 
and boiling will therefore result at a temperature below that at which 
either of the component liquids would boil alone.* These facts 
form the basis of a highly important type of distillation in which 
a high-boiling liquid is distilled at a comparatively low tempera- 
ture by the injection of some low-boiling immiscible liquid or 
its vapor into the still (see Steam Distillation, page 537). 

Referring again to Chap. XII, it is noted that, where two 
liquids are mutually soluble, the vapor pressure of each is 
decreased by the presence of the other, and therefore the sum of 
their vapor pressures is less than the sum of the vapor pressures 
of the two liquids before mixing, f In this case the composition 
of the vapor is not independent of the relative amount of the 
components of the mixture, but is profoundly influenced thereby. 
Sometimes this composition can be calculated from the known 
vapor pressures of the individual pure liquids. When the 
molecules of two liquids are of relatively the same size, and when 
there are no complicated effects when mutually dissolved, such 
as molecular association, chemical reaction and the like, the 
composition of the vapor is given by what is known as RaoulVs 
law. This law states that that part of the total vapor pressure 
of a solution of two liquids which is caused by one of the compo- 
nents will equal the product of the vapor pressure of that compo- 
nent in its pure state, and its mol fraction in the liquid. This 
law, together with Henry's law, will be further discussed and 
applied in the design of distillation apparatus. But it may be 
said that, in general, the composition of the vapor arising from 
a solution of one liquid in another is an empirical function of 
the composition of the solution and must be experimentally 
determined. 

* If the liquids are to any extent mutually soluble, the individual vapor 
pressures are decreased, and the mixture must be heated to a higher tem- 
perature to reach its boiling point (see pp. 367 to 369). 

t However, see p. 529. 
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Liquid Mixtures, with Components Volatile and 
Miscible in All Proportions 

Simple Distillation. — A mixture of liquids that are mutually 
soluble evolves a vapor, the composition of which is usually 
different from that of the liquid. If such a liquid mixture is 
partially volatilized, the residual liquid will be poorer in the 
more volatile component, and the vapor evolved correspondingly 
richer. But the vapor will not be free from the less volatile 
component, and the separation will be incomplete. Such a 
single vaporization used to separate partially two or more volatile 
liquids will be called simple distillation. 

Such distillation processes have heretofore been much used in 
the refining of crude coal tar, petroleum and materials of this 
kind. The stills consist of very large boiler-plate cylindrical 
vessels with rounded ends and are direct-fired. In the refining 
of petroleum it was common practice to build these stills in mul- 
tiple, setting each succeeding still somewhat lower so that the 
residuum from still 1 might overflow by gravity to still 2, and 
so on through the series. A more intense fire is maintained 
under each succeeding still so that there is a temperature gradient 
from the first to the last, thus producing a series of products 
of progressively increasing boiling point. The condenser is 
generally a tubular heat exchanger. When the condensate is 
insoluble in water and can be easily separated from it by stratifi- 
cation, an efficient and economical condenser is made by passing 
the vapor and water countercurrent over packing material in a 
short tower. 

The separation of the components in such a still must of 
necessity be incomplete, and the product is rerun to obtain the 
fractions sought. More recently such stills are being equipped 
with rectifying columns which function as described on page 547, 
and thus a better separation with larger capacity and less expense 
of fuel is effected. 

The transfer of heat is low in such a still, and in the more 
modern installations pipe or tube stills are used in which the 
charge is heated by forcing it at high velocity through a bank 
of tubes set in a direct-fired high-temperature furnace and dis- 
charging the same into a vessel where the vapor is separated from 
the liquid. 
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Simple distillation processes are divided into two classes 
depending on whether the process is continuous or batch. In 
the first case the material to be distilled is fed continuously to 
the still or vaporizer, from which a certain fraction is evaporated 
and taken overhead, and the unvaporized portion, or residue, is 
continuously removed from the still. Such a continuous process 
is called equilibrium distillation. A simple distillation can also 
be carried out as a batch operation, in which case the mixture 
is charged into the still, and the distillation of this charge is 
then carried out without feeding additional material. This 
latter operation is termed batch or differential distillation. 
Simple equilibrium distillation has all the advantages resulting 
from continuity of operation, such as constant rates of flow 
for all fluid streams, constant temperature and constant heating 
and cooling requirements, but has the disadvantage that with one 
still it is possible to obtain only one overhead and one bottom 
product, and, as will be shown later, the relative composition of 
these two products is fixed by equilibrium relationships. In 
batch or differential distillation, the process is differential in that 
a given charge of material is vaporized and the vapors are 
continuously removed from the still. Since the vapors, in 
general, are of different composition than the liquid from which 
they come, it necessarily follows that in such cases the vapor 
leaving the still and the liquid remaining in the still must 
continuously change in composition, which for constant-pressure 
operations results in a changing still temperature. However, 
since the overhead vapor does continuously change in composition, 
batch distillation allows the production of a large number of 
fractions or products, by simply condensing successive portions of 
the overhead vapor separately. Since the first portions of dis- 
tillate of a differential distillation will be rich in the volatile 
component, it is apparent that for a given per cent of the original 
mixture vaporized the combined distillate of a differential 
distillation will contain a higher percentage of the more 
volatile component than the distillate from an equilibrium 
distillation. 

Vapor Enrichment; Redistillation. — Since the separation of 
two volatile liquids by simple distillation is so incomplete, means 
for its improvement must be developed. In the last analysis 
there are but two methods of accomplishing this; one is by con- 
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densing the vapor obtained from a simple distillation and 
revaporizing it, namely, redistillation. The first distillate is 
richer in volatile component than the original liquid. If this 
is condensed and redistilled, the second distillate will be yet 
richer. By repeated redistillation the separation can be carried, 
theoretically at least, to any desired point. It is obvious, how- 
ever, that such repeated redistillation involves a large number 
of steps and a large heat consumption. 

Partial Condensation. — ^l^he second method for improving the 
separation is to cool somewhat the mixed vapors from a simple 
distillation producing a partial condensation of the vapor. From 
the structure of the liquid-vapor equilibrium curves on page 526, 
it will be seen that the condensate will be poorer in volatile 
component than the remaining vapor, and that the vapor has 
therefore been enriched in volatile component. In other words, 
the partial condensation of a vapor has the same sort of effect 
on its composition as has redistillation. Thus, simple distillation 
coupled with properly controlled partial condensation is capable 
of effecting the separation of two volatile liquids as completely 
(though not so easily or (efficiently) as can be done by more 
complicated distillation processes. 

Partial condensers have been built in many forms, one of the 
older and more simple types consisting of a seri(es of metal bulbs 
immersed in cooling water, from each of which the condensate 
collecting therein may be drawn. An ordinary tubular surface 
condenser may be employed and, to insure effective counter- 
current action, it should be long ndative to its diameter. As 
explained on page 551, when effiemnt separation in the condenser 
itself is d(3sired, it is best not to use it as a preheater, as is often 
done. Condensers of this type have been built as a com- 
bination of plate tower and feed-liquor preheater, but the best 
results are realized by building tower and condenser separately, 
each designed to perform its own function. The cooling medium 
must be under accurate control with a very low temperature 
difference between it and the condensed vapor; so far as possible, 
localized total condensation should be avoided. For effective 
partial condensation a large area of condensing surface is required. 
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VAPOR-LIQUID EQUILIBRIA 


Quantitative design calculations for simple distillation require 
knowledge of vapor-liquid equilibria for the mixtures being 
distilled. Although quantitative relationships of vapor pressures 
of liquid mixtures are extremely complex, certain quantitative 
relationships may be established which are valid in some impor- 
tant cases and which apply within narrow limits to a great many 
cases. Possibly more important, the laws that may thus be 
laid down serve as valuable criteria for estimating the normal 
behavior of a distillation process, and help to clarify and explain 
the divergencies that are frequently noted. In the following dis- 
cussion isothermal conditions are considered first, after which is 
given an analysis of constant-pressure opc^rations of a character 
sufficiently general to serve as the basis of the solution of most 
industrial problems in distillation. 

Vapor Pressures of Completely Miscible Liquid 
Mixtures at Constant Temperature 



Raoult’s Law. — When one liquid is dissolved in another, the 
partial pressure of each is decreased. Assume two liquids, 
the molecules of which are the 
same size, which mix without 
the complicating effects of j; 
molecular association, chemical 
combination and the like. In 
an equimolecular mixture of 
two such liquids, each unit of 
surface area of the liquid mix- 
ture will have in its face half 
as many molecules of each com- 
ponent as exist in the liquid 
surface of that component in 
the pure state. Hence, the 
escaping tendency or partial pressure of each component in the 
mixture will be half that of the same component in the pure state. 
Similarly, in a mixture containing 25 mol per cent of the first 
component and 75 mol per cent of the second, the first will exert 
a partial pressure 25 per cent of that of this component in the 
pure state. Therefore, in more general terms for any such 
mixture, the partial pressure of any component will equal the 
vapor pressure of that component in the pure state times its 
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Fig. 163. — Raoult’s law diagram for 
a binary mixture at constant tem- 
perature. 
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mol fraction in the liquid mixture. This generalization is known 
as EaouWs law. It is expressed in the relationship, Pa =PaXaj 
where pa is the partial pressure of the component A in the solu- 
tion, xa is its mol fraction in the solution and Pa is the vapor 
pressure of the component A in its pure state. If Pb is the vapor 
pressure of pure B, and Pb that in the mixture, Pb =PbXb- This 
relationship is shown graphically in Fig. 163, where the abscissas 
are the mol per cent or mol fraction of the two components, A and 
B, in the liquid portion. The ordinates arc pressures, C being the 
vapor pressure of pure Ay and D that of pure B. The lines AD 
and BC represent the partial pressures of the components over 
any mixture, while the line CD is the total pressure of the mixture. 

Deviations from Raoult’s Law. — In view of the above assump- 
tions as to equal molecular size, absence of association, etc., it is 
not surprising to find Raoult’s law honored more in the breach 
than in the observance. Nonetheless some organic liquids, such 
as benzene-toluene, deviate from it but little. The deviations 
of mixtures of hydrocarbons of the same series can usually 
be neglected for a great deal of engineering work, and even for 
mixtures of a number of series this is often true. For mixtures 
of aromatic and aliphatic compounds, however, the deviations 
are often large, though never of the order of magnitude of such 
mixtures as hydrochloric acid and water, and the like. Organic 
stereoisomers obey it quantitatively as would be expected from 
the considerations upon which it is based. However, the great 
majority of othcir liquids when plotted as shown in Fig. 163 devi- 
ate largely from the lin(\s BC and AD except when very near to 
the points C and D, i.e.y the deviation for any component is slight 
(except where dissociation is involved) if that component is 
present in very large amount. This is ordinarily expressed by 
saying that in dilute solutions Raoult’s law applies to the solvent. 
Since the deviation from Raoult’s law may be either positive or 
negative, great or small, where results are presented graphically 
this generalization serves as a convenient standard of comparison. 

Henry’s Law. — A modification of Raoult’s law applies to the 
vapor pressure of the solute in dilute solutions, just as Raoult’s 
law applies to that of the solvent, Henry’s law states that the 
partial pressure of the solute is proportional to its concentration in 
the solution. In analogy with Raoult’s law it may be expressed 
by the equation Pa^Joxa, where Pa is a partial pressure of the 
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solute, Xa is its mol fraction and k is an experimentally deter- 
mined constant. Comparison with Raoult^s law Pa =PaXa shows 
that they differ only in the constant that determines the slope 
of the line. This constant is P in the one case, while it must be 
experimentally determined in the other. A typical partial 
pressure curve for one component of a liquid mixture is shown in 
Fig. 164, where BD is the range 
over which Henryks law applieis, 
while Raoult’s law holds over the 
section ECy where C is the vapor 
pressure of pure A. 

Volatility. — The term “volatility’* is 
loosely usc^d in the literature, generally 
as equivalent to vai)or pressure when 
applied to a pure substance; as applied 
to mixtures its significance is very indefi- 
nite. Because of the convenience of the 
term, the volatility of any substance in 
a homogeneous liquid will be defined as 
its partial pressure m the vapor in equilibrium with that liquid, divided 
by its mol fraction in the liquid. If the substance is in the pure state, 
its mol fraction is unity and its volatility is identical with its vapor 
pressure. If the substance exists in a liquid mixture that follows 
Ilaoult’s law, its volatility as thus defined is still* obviously equal to its vapor 
pressure in the pure state, i.c., its volatility is normal. If the partial pressure 
of the substance is lower than that corresponding to Raoult’s law, as, for 
example, that of hydrochloric acid in dilute aqueous solutions, the volatility 
according to this definition is less than that of the pure substance, i.e., is 
abnormally low. Similarly, if the partial pressure is greater than that indi- 
cated by Raoult’s law", e.g.j that of aniline dissolved in water, the volatility 
is abnormally high. The volatility of a substance in mixtures is therefore 
not necessarily constant even at constant temperature but depends on the 
character and amount of the compontmts. 

Relative volatility is the volatility of one component divided by that of 
another. Since the volatility of the first component of a mixture, is its 
partial pressure pA divided by its mol fraction x^i, and that of the second, 
vb—VrI^b<, the volatility of the first relative to the second is vaIvb — Va^bI 
PbXa. Since the relative amount in the vapor of the components of any 
mixture (expressed in inols) is yAlvB—PAlvBy 

vb Vb Xa 

In any constant-boiling homogeneous liquid mixture the composition of 
the liquid is identical with lhat of the vapor in equilibrium with it, i.e., 
x—y; hence the relative volatility a is unity. 
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Volatility, like vapor pressure, increases rapidly with rise in temperature. 
The ratio of the pressures of pure substances does not change rapidly with 
change in temperature and the same is true of relative volatilities, but, 
whereas vapor pressures always increase with temperature, relative volatility 
may, in a given case, either rise or fall, depending on the nature of the com- 
ponents. At constant temperature the relative volatility is independent 
of the liquid composition for systems that obey Raoult’s law; however, for 
most systems a is a function of the liquid composition, and frequently will 
be greater than unity for one range of concentrations and less than unity 
for another range. Relative volatility is the most important factor in 
determining ease of separation of components by distillation. 

Dtihem Equation. — A general isothermal relationship based upon the 
second law of thermodynamics and upon the gas laws, and hence approxi- 
mately applicable to all binary mixtures, is the Duhem equation, 


dlnpi/dlnpi = —(i—x)/x. 

It can be used as a check upon the accuracy of empirical determinations of 
vapor compositions, but is otherwise of little practical help. Assume a 
solution where Raouli^s law applies to the solvent. Differentiating the 
equation of Raoult’s law, p2=P2(l—x)y and substituting in the Duhem 

equation, one obtains upon integra- 
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tion Pi —kx. In other words, if one 
component of a mixture obeys 
Raoult's law over a definite range, 
within that range the other compo- 
nent must follow Henry’s law. 

Partially Miscible Liquids 
AT Constant Temperature 

In those ranges of concjcn- 
tration within which partially 
miscible liquids are soluble in 
each other, they fall under the 
preceding classification. As 
soon as the limits of solubility 
are exceeded, the two liquids exist as separate layers or phases side 
by side, each being a saturated solution of the other in itself. The 
vapor pressure of each phase is exertc^d independently of the 
presence of the other, and, since the two phases are in equilibrium, 
the partial pressure of either component in one liquid phase must 
equal that of the same component in the other. These facts 
are represented graphically in Fig. 165 for the system phenol- 
water at 58.4°C. The partial pressure of each component 
divided by the vapor pressure (Po) of the pure component at 


02 04 06 08 

Mol Fraction of Wafer 


Fig. 1G5. -Equilibrium data for phenol 
and water at 58.4°C. 
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58.4®C. is plotted vs, the mol fraction in the liquid. The limit 
of solubility of water in phenol corresponds to a mol fraction 
of water of 0.776, while; the solubility of phenol in water is 
0.045 mol fraction phenol. For mol fractions of water between 
0.776 and 0.955 the components exist as two layers of liquids. 
Throughout this range in which two liquid phases are present, 
and where the compositions of these phases are therefore con- 
stant, the partial pressures remain constant and are represented 
by the horizontal lines EF and CD, Both components deviate 
appreciably from Raoult’s law (the 45-deg. lines) even when the 
other component is present in only small amounts; however, 
Henryks law is seen to apply approximately for values of p/Po up 
to about 0.3. 

The two points of importance regarding this diagram are, 
first, constancy of the partial i)ressures so long as two liquid 
phases are present, and second, the character and extent of the 
deviations from Raoult^s law. The diagram shows that the 
partial pressure of phenol when dissolved in water is abnormally 
high, 2 .C., is much gn'ater than is calk'd for by Raoult^s law, the 
line Aiy, Limited miscibility of two liquids implies that the 
molecules of one find it difficult to force their way into the other. 
Thus it requir(\s a n'latively high pressure of phenol to force a 
relatively small amount of it into water. This is equivalent to 
saying that, when phenol is dissolved in water, the volatility 
of phenol is abnormally high. The less the mutual solubil- 
ity, the more abnormal is the vapor pressure, and hence the 
great(T the volatility of the dissolved component. The 
practical results of these relationships are shown in the following 
examples. 

Despite the fact that aniline boils 80°C. higher than water, 
the volatility of aniline in an aqueous solution is greater than 
that of water, z.e., the vapor given off by such a solution is richer 
in aniline than the solution itself. If, therefore, one distills an 
aniline-water solution in a column still, the water is discharged 
from the bottom substantially free of aniline which is found in 
the distillate. The vapor from the top of the column is con- 
densed and allowed to run into a sc'parator, from which the 
aniline layer (saturated with water) is withdrawn as product 
while the water layer (saturated with aniline) returns to the 
column as reflux. 
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Another important application is found in the dehydration of 
organic solvents. Thus, while water boils 20°C. higher than 
benzene, benzene saturated with water can be successfully 
dehydrated by the distillation of loss than 5 per cent of the 
mixture, as the volatility of the water in the solution is abnor- 
mally high. 

Assume a binary mixture in which one component when present in small 
amount exerts an abnormally high pressure, t.e., p\>P\X. Since the value 
of pi when x equals unity must be Pi, the curve becomes abnormally flat 
at high values of x and dpildx-^Pu Combined with the Duhera equation 
(page 522), these inequalities give —dpi/pz<dx/{\—x). In words this 
means that the fractional lowering of the pressure of the second component 
must within these limits of (concentration be less than that corresponding to 
RaouU/slaw. In other words, in the range in question, if the pressure of 
one component is higher tlian predict(cd by RaouH/s law, that of the other 
will be higher, and consequently the total pressure of the mixture will be 
higher; there is then a tendency to form a mixture with minimum boiling 
point. Similarly, if the partial pressure of one component is abnormally 
low, that of the other tends to be low. 

Complete immiscibility is the case in which the mutual solubilities are 
negligibly small and the points L and M coincide with the points B and A. 
The lines EF and CD would then correspond to the pressures of the pure 
y^omponents A and B. It is perhaps true that absolute immiscibility never 
occurs. 


Binary Liquid Mixtures at Constant Pressure 

Boiling Point — Composition Curves. — It follows from the pre- 
ceding discussion that, if isothermal conditions are to be pre- 
served, arbitrarily predetermined pressure differences must be 
maintained. This is so impracticable that distillations are 
never carried out at constant temperature, but rather at con- 
stant pressure and variable temperature. The vapor composition 
and boiling point which correspond to any definite liquid mixture 
are sometimes plotted as shown in Fig. 166, the abscissas being 
liquid compositions and the ordinates boiling points. In this 
figure the curve ABC represents the boiling points at atmos- 
pheric pressure of -all mixtures of benzene and toluene from pure 
benzene (100 per cent of benzene) at the right to pure toluene 
(zero per cent benzene) at the left. A second curve, ADC, 
can be constructed from empirical data which will show, by 
following a horizontal line, the composition of the vapor in 
equilibrium with any mixture of the two components at its 
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boiling point. Suppose, for example, a mixture of 20 per cent 
benzene and 80 per cent toluene is heated. It will boil when 
the temperature reaches the point E (102°C.) on the curve, and 
the vapor that comes off will have the composition represented 
by the point F on the second curve. This vapor if condensed 
would give a liquid of the composition 38 per cent benzene and 
62 per cent toluene. Obviously the liquid remaining in the 
still will now contain less than 20 per cent benzene and will 
boil at a higher temperature, i.e., farther up the curve ABC, 
and will yield a vapor of a composition determined by the curve 
ADC. It is seen that, while by such an operation the distillate 



toluene. 


will at any time be richer in the lower boiling component than 
the liquid remaining in the still, complete separation is impossible. 

Liquid-Vapor-Composition Curves. — For the solution of prob- 
lems at constant pressure, the diagram just considered, though 
frequently used, is inconvenient because it is indirect and 
b(jcause a change in pressure makes a relatively large error on 
the vertical temperature sc^ale. The value of greatest interest 
is the relation between liquid composition and vapor composition, 
plotted as shown on the ethanol-water diagram (see Fig. 167, page 
526). This method is advantageous, first, because the data 
are actually obtained in this form as the result of experimenta- 
tion, and, second, because the values thus expressed change but 
slightly with moderate variation in pressure or temperature. A 
single curve obtained at an average pressure can generally be 
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used over a pressure range of 20 or 30 per cent with an error of 
not more than 2 per cent. 

Again, assume a mixture of two liquids A and B, in which 
Pa is the partial pressure of A in a mixture in which the mol 
fraction of A is xa^ and ps that of B, The mol fraction of coinpo- 



Fig. 167.- -Equilibria for othanol-water at 1 atmosphere absolute: y vs. x, and 

t vs. X. 

nent A in the vapor evolved from this mixture is Hence, as 
shown on page 521, 


Va Xa 

1-yA I—Xa 

where a is determined experimentally. This states that the 
mol ratio in the vapor is a times that in the liquid. The relative 
volatility a changes very little with moderate changes in tem- 
perature, from which it follows that changes in temperature 
have little effect upon vapor composition. The amount of low- 
boiling constituent in the vapor is 

aXA 
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It can be shown algebraically that the equation is identical in 
form, when x represents fraction by weight in the liquid and y 
fraction by weight in the vapor, the numerical values of alpha 
remaining unchanged. If both of the liquids follow Raoul t\s 
law then u—Pa/Pb where Pa and Pb are vapor pressures of pure 
A and B, respc^ctively. 

The great majority of mixtures of liquids miscible in all pro- 
portions do not follow Raoult^s law even approximately, and 
hence the vapor compositions must be determined experi- 
mentally. * This may be conveniently done by boiling the liquid 
mixture and analyzing the vapors given off from it. Experi- 
mental results show that the vapor evolved from such a boiling 
liquid is in equilibrium with it as it escapes from the surface, 
owing doubtless to perfect agitation incident to boiling. In 
this distillation, entrainment must be rigorously avoided on the 
one hand, and partial condensation on the other. It is well to 
jacket the portion of the flask above the liquor line with hot gas, 
inasmuch as sui)erheating does not change the composition of a 
vapor while i)artial condensation does. 

With these i)recautions the experimental determination of 
vapor composition is relatively easy, and a convenient apparatus 
for carrying out thes(' determinations has been developed. 

In this discussion the composition of both liquid and vapor 
will be expressed as the mol fraction of the lower boiling constitu- 
ent (see page 521). The percentage of this component in the 
liquid is called x, while the percentage' of this same component 
in the vapor is called y. When in equilibrium, y is a definite 
function of x and can best be expressed graphically by what will 
be termed the y vs. x curve. For most liquid mixtures this 
y vs. X curve has been determined at atmospheric pressure only; 
but fortunately the shape of this curve changes but little with 
moderate changes in either temperature or pressure. 

The y vs. x curves of any known binary liquid mixture of com- 
ponents miscible in all proportions has a shape similar to one 
of the five types shown in Fig. 168. In this figure the vertical 
line at the left corresponds to the pure high-boiling component 
R, while that at the right represents the low-boiling substance Ay 
numerical values referring in all cases to the mol fraction of 
A in the mixture. The vapor-composition curve of the first 

• However, see p. 520. 
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type is the straight 45-deg. line, curve 1, indicating that the 
vapor evolved from all possible mixtures has the same com- 
position as the liquid from which it came. In this case no 
separation whatever by distillation is possible. Illustrations of 
this type are found in mixtures of stereoisomers. The second 
type, which may be described as the normal one, is represented 
by curve 2. In this case the vapor evolved from the liquid 
contains more of the low-boiling component than the liquid from 
which it came. An illustration is methanol-water. In curve 3 



Fig. 168 . — Five types of vapor-liquid equilibrium curves. 


are represented liquids which, when they contain small amounts 
of A, evolve a vapor richer in A than themselves, but when the 
amount of A in the liquid reaches a certain value the composi- 
tion of the vapor becomes identical with that of the liquid, 
while beyond this point the liquid evolves vapor richer in the 
high-boiling component B than themselves; that is, the vola- 
tility of the components is reversed. Curve 4 represents a 
mixture in which a dilute solution of the low-boiling substance A 
evolves a larger percentage of B than it contains. In all solutions 
coming under this type a concentration of A is finally reached at 
which liquid and vapor compositions are equal, and beyond which 
the behavior of the mixtures is normal. Curve 5 represents the 
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vapor-liquid relationship for a system of partially miscible 
liquids. Those liquids having curves of Type 3, which cross the 
diagonal with a slope flatter than the slope of the diagonal, 
possess minimum boiling points at the intersection, while the 
intersection of curves of Type 4 (curves with steeper slopes 
than the diagonal at the point of intersection) are mixtures 
that possess maximum boiling points at the point where y=x. 

The constant-boiling mixtures of the type represented by the 
intersection of curves 3 and 4 with the diagonal are termed 



Fig. 169. — of total pressure on the vapor-liquid equilibrium curves for 
mixtures of n-C 4 Hio and n-C6H]4. 


azeotropic mixtures, while the type represented by curve 6 is 
termed pseudo-azeotropic. 

Effect of Pressure. — It was pointed out (page 527) that a 
moderate change in pressure had only a slight effect on the 
y-x curve; however, large changes in pressure significantly change 
the vapor-liquid equilibria. As a general rule, as the pressure 
is increased, the relative volatility decreases and the y-x curve 
approaches the diagonal, and the difficulty of separating the 
mixture increases. At pressures higher than the critical pressure 
of the mixture only one phase can exist and separation by 
distillation becomes impossible. In a binary mixture, one 
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component will generally have a lower critical pressure than 
the other, and, as the pressure is increased above this lower 
critical pressure, the y-x curve will exist in the region of concentra- 
tions where a sufficient concentration of the component with the 
higher critical pressure is present to make the critical pressure of 
the mixture greater than the total pressure. However, in the 
region of high concentrations of the component with the lower 
critical pressure, only om; phase is possible and the y-x curve 
becomes discontinuous. These conditions are illustrated in Fig. 
169 for the system n-butane-n-hexane.^^^ This figure shows that, 
as the pressure increases, the y-x curve approaches the diagonal, 
and that at a pressure of 33.5 atmospheres, which is above the 
critical pressure of n-hexane, the equilibrium curve becomes 
discontinuous in the region of high concentrations of n-hexane. 
High pressures are often used commercially for low-boiling 
materials since the increased difficulty of separation is more than 
offset by the increased ease of condensation. Similarly a vacuum 
may be used to increase the relative volatility and th(Teby 
facilitate separation, but is more often used to reduce? the tem- 
perature of distillation where materials sensitive to high temi)era- 
tures arc being handled. 

The composition of an azeotropic mixture? also generally 
varies with the pressure, and by suitable distillations carried 
out at differe?nt pressures it is possible to se'parate a constant- 
boiling mixture. 

Illustration 1. — A mixture of benzene and toluene is boiling at 45°C. 
under a total pressure of 200 mm. Evaluate', using Haoult’s law. the com- 
position of the vapor and liquid in equilibrium \inder these conditions. At 
45°C. the vapor pressures of pure benzene and pure toluene are 224 and 
75 mm., respectively. 

PBXB^PriXT) =Tr 
2242:2,4-75(1 -Xfi) =200 

from which Xb =0.839. The mol fraction of benzene in the vapor is obtained 
by dividing the partial press\ire of benzene by the total pressure, i.e.y 
2/j} = (224) (0.839) /200 = 0.940. Thus a mixture of benzene and toluene 
containing 0.839 mol fraction benzene would boil at 45°C. under a total 
pressure of 200 mm., and would evolve an equilibrium vapor containing 
0.940 mol fraction benzene, giving a relative volatility equal to (0.940) 
(0. 161)/ (0.839) (0.060) = (224)/ (75) =3.0. A similar calculation for the 
same liquid boiling at 760 mm. gives a temperature of 84*^0. and an equilib- 
rium vapor of 0.93 mol fraction benzene corresponding to a relative volatility 
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of 2.56. It is to be noted that for a given liquid composition, increasing the 
total pressure almost fourfold, made only a small change in the equilibrium 
vapor composition and the relative volatility, but made a large change in 
temperature. 


Complex Mixtures 

In the case of more complex mixtures these relationships are 
extremely involved. Mixtures of hydrocarbons, the types and 
boiling points of which do not differ widely, usually follow 
Raoult’s law within the experimental error. For other mixtures 
the vapor compositions must be determined experimentally 
(see page 527). 

Petroleum. — In the distillation of petroleum the number of 
components in the mixture is very great and it is not usually 
desired to separate the individual substances but rather mixtures 
of these within certain limits. However, it is often desirable to 
fractionate the lower hydrocarbons present in refinery and other 
petroleum gases to obtain relatively pure fractions of ethylene, 
propane or butane. In these distillations it is advantageous to 
use relatively high pressures in order to raise the condensing 
temperatures. Under such conditions, it is found that deviations 
of the vapors from the perfect gas laws often constitute the major 
error in the application of RaoulUs law. Generalized corrections 
for such deviations have been developed^^'**^®^-^®^ which allow 
satisfactory prediction of the y-x relations of such mixtures. 

Ethanol. — ^The behavior of fusel oil (amyl alcohol) in the 
distillation of the fermented mash in the manufacture of ethanol 
is interesting. The fusel oil boils at about 130°C., but is only 
sparingly soluble in water. Therefore, as shown on page 523, its 
volatility when dissolved in water is abnormally high. If in an 
ethanol column fusel oil gets down on the lower plates where 
there is practically nothing but water, its volatility is such that 
it is carried up the column. On the other hand, any fusel oil 
that gets into the top of the column is in the zone of nearly 
pure ethanol and here, because of its complete miscibility, its vola- 
tility is normal. It is obvious, therefore, that the fusel oil must 
concentrate in the middle of the column. In a batch operation 
it will remain in the middle until a large part of the ethanol is 
over and then it will distill with the low-test tailings. In a 
continuous column its concentration reaches such a point that 
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it can be removed continuously from one of the plates in the 
middle of the column. The liquid removed contains both ethanol 
and water but the fusel oil has been concentrated to such an 
extent that its recovery from this liquid is easy. 

METHODS OF CALCULATION 

Equilibrium Distillation. — In the case of a continuous (steady 
state) simple distillation, a material balance relates the composi- 
tion of the feed to the composition of vapor and residue produced. 
Consider the operation during the period of time such that F 
mols of feed with a mol fraction of A equal to Xf enter the still. 
In this same period of time V mols of vapor are removed with a 
vapor composition of y and (F— V) mols of residue with the com- 
position Xui are removed from the still. By material balance 
in component A, 

Fxs^Vy+{F-V)x^. ( 1 ) 

Similar equations may be written for (n — 1) of the component 
present in the feed mixture. If the equilibrium relation between 
y and x^ is known, it is possible for a given value of j/ to solve 
Eq. 1 for V/F, the per cent vaporized, as a function of y or 
Xw] or for a given per cent vaporized it is possible to calculate y 
and x^. 

Differential Distillation, Rayleigh Equation. — The computation 
of the separation realizable in this type of simple distillation 
was first made by Lord Rayleigh.^^^^ Since the composition of 
the liquid in a still will change continuously during distillation, 
the analysis must be a differential one. 

At any given time during the distillation the still contains L mols of liquid 
whose composition with respect to one component is x. Distill off the small 
amount —dL, the composition of which will be y, where y is determined as a 
function of x by the equilibrium curve. The total mols of this component 
in the still, Lx, will change an amount equal to — d(Lx), which must equal 
the mols of this component vaporized, —y dL^ i.e., —y dL= — d(Lx), giving 

dL dx 

L {y-xY 

w'hich is the Rayleigh equation in the differential form. Integrating between 
the limits Xi and X2, with corresponding values Li and L2, 
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In the few cases where a mathematical relationship between x and y is 
known, this integral may be evaluated thereby, but in general resort must 
be had to the graphical determination of the area under the curve oi\/{y—x) 
vs. X. 

For the special case of a binary mixture in which Raoult's law applies and 
in which, over the temperature range under consideration, the ratio of the 
pressure of the two components, Pi/P^, is approximately constant, y = axl 
[l + (a — l)x] and this equation integrates to 


Inef =--^ln 
Li a — I 


^ (1 —Xj) 
Xi ri —Xi) 



(1 -Xi) 

il-Xi) 


where a = Pi /P 2 = relative volatility (see page 521). 

For the special case of dilute solutions which follow Henryks law, one 
may write y = kxj whence the integral becomes 


ln« 


hi 

Li 


■fc-1 


Inc 


^1 

Xi 


Obviously, L and x may be expressed in mols and mol fraction, respec- 
tively, or in weight and fraction by w(*ight. 

Another form of the Raleigh equation applying to any two components 
of a multicomponent mixture is 


-dA A 

where A is the mols of the more volatile of the two components left in the 
liquid in the still at any time and B is the mols of the less volatile component 
remaining in the liquid at this time. For cases where uab does not vary 
significantly, the equation can be integrated giving 

1 Ai I Bi 

ln^^=a^Bln g-- 

Partial Condensation. — Theoretically there are two diamet- 
rically different ways of producing a partial condensation; these 
form two limiting cases between which all actual condensations 
lie. The first, which is called equilibrium condensation, is 
characterized by keeping the condensate in contact and in 
equilibrium with the residual vapor. The second, differential 
condensation, consists in continually removing the condensate 
from the system as soon as formed. Continuous equilibrium 
condensations may be perfectly and easily realized by main- 
taining a certain amount of liquid condensate in the condenser, 
bubbling the incoming vapors through the liquid with sufficient 
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contact to secure equilibrium, producing the partial condensation 
by cooling the liquid itself, and removing the excess of liquid 
formed by a continuous overflow at the surface where the vapor 
escapes. There is no mechanical device to accomplish a perfect 
differential condensation, though it can be closely approximated. 

Equilibrium Partial Condensation. — Given a number of mols of vapor of 
composition 7 / 1 , to be enriched by simple condensation to a composition of 7 / 2 , 
it is obvious that the condensate must have a composition I 2 , connected 
with 7/2 by the x vs. y curve. Let the residual weight of vapor be V 2 - 
Equating the original and final amounts of volatile component, 


yiVi =y2V2-^X2{Vi — V2), 




V2 


Differential Partial Condensation. — If the condensation is a differential 
one, the charge in mols of volatile composition in the vapor ~d(F7/) is 
equal to the amount of volatile component condensed —x dF, i.e., —d{Vy) = 
— x dF and —dV IV = (lyf{y —x)j /hence 

ln.^= 

^2 Jyi y-x 

A differential condensation is more efficient than one, or any number of 
successive finite simple condensations between the same limits, and repre- 
sents the theoretical maximum efficiency of separation. It may be con- 
sidered as an infinite series of infinitesimal simple condensations. For 
purposes of comparison the performance of a partial condenser should be 
given in per cent of this theoretical maximum, which may be determined by 
measuring the area under the curve of \/{y—x) vs. y. 

Illustration 2. — An equimolal mixture of benzene, toluene and xylene is 
to be distilled at atmospheric pressure to recover 95 per cent of the benzene. 
It is desired to estimate the molal per cent wliich should be distilled and 
the composition of the distillate and residue if the distillation is carried out 
as (a) simple equilibrium distillation, (5) differential distillation collecting 
all the distillate together and (c) differential distillation if the distillate in 
(Jd) is collected in two equimolal portions. 

The variation of temperature during the distillation will cause only a 
small change in a and for purposes of estimation an arithmetic mean will 
be used. The initial temperature of distillation will be approximately 
100°C. and the final temperature will be somewhat less than the boiling 
point of xylene, probably about 130°C. The relative volatilities of benzene 
to toluene at these two temperatures are 2.40 and 2.17, respectively, or an 
average =2.29. The corresponding values for the relative volatilities of 
toluene to xylene are 2.35 and 2.15 or average arx = 2.25. 
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Solution. — a. Continuous equilibrium distillation. The relative volatility 
equation may be rewritten as 

Yb QfBrXfl 

Yt Xt 

where Yb and Yt are the rnols of benzene and toluene in the vapor, respec- 
tively, and Xb and Xt are the corresponding figures for the liquid. On 
the basis of 100 mols of material charged, Yb would equal 31.67 and Xb 
would equal 1.67, and Yt plus Xt would equal the toluene charged, or 
33.33 mols. Using these values gives 


Yt “^-^^^ 3.33 - Yt) 


from which Fr =29.73 and X2’=3.60. Similarly 


Yt 


Xt 




29.73 


V 

Y \ZZ.3S-Yx) 


giving 7^=26.14 and A^x=7.19. These values are summarized in the 
"jllowing table: 


Component 

Distillate 

Residue 

Mols 

Mol % 

Mols 

Mol % 

Benzene 

31 67 

36 2 

1.67 

13 4 

Toluene 

29.73 

33 9 

3 60 

28.9 

Xylene 

26 14 

29.9 

7 19 

57 7 

Total 

87 54 


12 46 



b. Using the integrated form of the Rayleigh equation 

log 20 =2.29 log 

20 ^ =^= 3 . 69 , 
7’j=9.03. 

, /33.33\ , /33.33\ 

. 2 33.33 

(3.69)^-^® ““xT*’ 

X,= 18.66. 
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Component 

Distillate 

Residue 

Mols 

Mol % 

Mols 

Mol % 

Benzene 

31.67 

44.9 

1.67 

5.68 

Toluene 

24.30 

34.4 

9.03 

30.80 

Xylene 

14.68 

20.7 

18.65 

63.52 

Total 

70.65 


29.35 



c. If the distillate of (6) had been collected in two equimolal portions of 
35.3 mols each: 


1 

/33.33y.29 33.33 

V B2W 

and 

1 

/33.33\ 2.25 ^33.33 

V 

Solving these two equations together with the condition that + + 

X 2 * = 100 -35.3 =64.7 gives i52>=13.93, r2*=22.73 and .X’2'=22.03. The 
mols of each component in the first portion of the distillate are obtained 
by subtracting eacli of these values from 33.33, and the amount of each 
component in the second distillate is obtained by taking the difference 
between the values obtained in part (5) and those of the first distillate. 


Component 

1st distillate 

2d distillate 

Residue 

Mols 

Mol % 

Mols 

Mol % 

Mols 

Mol % 

Benzene 

19 40 

55 0 

12.27 

34 7 

1 67 

5.68 

Toluene 

10.60 

30.0 

13.70 

38 8 

9.03 

30 80 

Xylene 

5.30 

15 0 

9 38 

26.5 

18 65 

63.52 

Total 

35.3 


35 35 

.... 

29.35 



To recover 95 per cent of the benzene requires the distillation of 88 per 
cent of the charge when the process is carried out as an equilibrium distilla- 
tion and of only 71 per cent when the process is made differential. Since 
less distillate is made by the differential process, the distillate will therefore 
contain a higher percentage of benzene. It should be noted that the enrich- 
ment obtained by such simple distillations [parts {a) and (6)] is relatively 
small. Part (c) suggests a method for improving this separation; thus, if 
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35 per cent is distilled off as a differential process, it will contain 55 mol per 
cent benzene; an additional 35 per cent (based on original charge) may then 
be distilled and collected separately. This latter distillate has a composition 
approximately that of the original charge and may be added to the still 
for the next distillation. By this means it is possible to obtain the 95 per 
cent recovery of benzene in a distillate containing 55 per cent benzene. 
This latter operation would, of course, require more heat and larger equip- 
ment to take care of the redistillation. 

Steam Distillation. — Volatile organic liquids containing non- 
volatile impurities in relatively small amounts frequently have 
boiling points so high that incipient decomposition may take 
place if they are distilled directly at atmospheric pressure. Even 
where this would not occur upon the distillation of the pure 
liquid, the impurities may be sufficiently soluble in it so that, 
when they are concentrated, the viscosity of the liquid and its 
boiling point may become so great that local superheating due 
to imperfect mixing will cause decomposition. Aniline, glycerin, 
fatty acids recover from cottonseed foots and many other 
materials illustrate this point. Advantage is here taken of the 
fact that in a mixture of liquids not mutually soluble the partial 
pressure of one component reduces the partial pressures of the 
other components necessary for vaporization. 

When the gas laws apply, the weight ratio of two components 
in a vapor is equal to the molal ratio multiplied by the ratio of 
the molecular weights, i.e,, W a/W B = {yA/yB){MA/MB) ={'Pa/Vb) 
{Ma/Mb) where y and p are the mol fractions and partial pres- 
sures, rcspcictively, of the actual vapor. If water is one compo- 
nent of such a vapor, W a/Ww=^{Pa/Pw){Ma/Mw) and, for a 
binary mixture at the constant total pressure tt, 

WaJ Va \Ma (o) 

Wb \w-VaJMb ^ ^ 

If the material distilled is entirely insoluble in water, the 
partial pressure Pa is the vapor pressure of the pure substance, 
and pw is the difference between the pressure reigning in the 
system and Pa. Even where mutual solubility is appreciable, the 
vapor pressures of the pure components may be employed, since 
the fractional reductions in the vapor pressures are approximately 
equal and the ratio is but slightly affected. When, however, the 
mutual solubility of the two substances is great, these considera- 
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tions do not apply. In these cases one must determine experi- 
mentally the vapor-liquid equilibria. 

Unless the steam used is highly superheated or unless heat from 
an external source is supplied in addition to that of the steam, 
water will always be present in the still. This follows from 
the fact that, when the heat of vaporization of the substance 
distilled is taken from the steam, an equivalent amount of water 
must be condensed. When a water layer is present as well as 
the water-insoluble layer, then (v-pa) must equal vapor pressure 
of pure water and the temperature then becomes fixed at a 
value such that the sum of Pa and the vapor pressure of water is 
equal to the total pressure. It is obvious that this temperature 
is less than the boiling point of either component alone at the 
same total pressun^. 

Liquids are purified by ‘\steam distillation,” not only because 
this lowers the temperature at which the liquid distills, but also 
because the injected steam keeps the liquid mass thoroughly 
agitated. Thus aniline, for example, boils at 180°C. under 
atmospheric pressure. Under a high vacuum it can be boiled at 
100°C., but such a vacuum may be hard to maintain. If steam 
is injected into the still at atmospheric pressure, the aniline is 
heated to approximately 98®C., where the combine^d partial 
pressures of aniline and water equal 1 atmosphere, and vaporiza- 
tion proceeds, the mixed vapors distilling together. It is 
possible to use any inert gas instead of a condensable vapor for 
the distillation, although in this case the heat must come either 
from the cooling of the. hot gas or from some external source. 
Since the gas is saturated with the vapor of the material distilled 
when it leaves the condenser, it must be recirculated through a 
preheater to avoid this loss of vapor from the system. 

Steam distillation is generally carried out in a cylindrical 
still, sometimes externally luxated by either steam jacket or 
direct fire, and with injeurtion of the steam through coils placed 
in the bottom of the still with numerous perforations to secure 
uniform distribution.* The still must be connected with a con- 
denser for the liquefaction of the mixed vapors, the components 
of which are separated by gravity. The use of steam is a matter 

* The relation between the number and size of these distributors and the 
pressure drop and rate of flow through them may be determined by con- 
sidering the perforations as orifices (see p. 61). 
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of ccnvenience and cheapness, as other vapors not appreciably 
soluble in the material to be distilled may thus be employed. 

The method for calculating most of the points involved in the 
design of stills and auxiliaries for steam distillation, such, for 
example, as the heat quantities that must be supplied in vapor- 
ization and removed in condensation, the volumes of vapors and 
liquids to be handled, the heating and condensing surfaces 
necessary, etc., are but the application of principles already 
described. 

The ratio of the substance distilled to the steam coming over 
with it is always below that calculated from the steam distillation 
Eq. 2, owing to imperfect contact of the steam with the sub- 
stance. If the steam comes through in large bubbles that rise 
rapidly and if the layer of liquid being distilled is shallow, 
the time of contact in the still may be too small to secure equilib- 
rium between the steam and vapor, and it leaves the still carry- 
ing less than the maximum amount of vapor. This equation 
gives a statement of the theoretically possible performance of 
a still, and thus furnishes an exact measure of the efficiency 
of the operation. 

Steam Distillation in Vacuum. — While most steam distilla- 
tions are carried out at atmospheric pressure and at less than 
100°C., one must occasionally deal with a material of such low 
volatility that a higher temperature and less than atmospheric 
pressure must be used. An important illustration is the purifica- 
tion of ol(MC and other fatty acids by steam distillation where the 
highest allowable temperature and the lowest obtainable vacuum 
are desirable. 

The steam consumption of such a distillation is in any case 
strikingly small, but decreases as the total pressure is reduced 
and becomes zero when the pressure on the system is reduced to 
the vapor pressure of the material being distilled, for under this 
condition the material will boil without the presence of steam. 
Just because liquids of higher volatility, such as aniline, can 
be steam distilled at atmospheric pressure is no reason why 
they should be so distilled. For the greatest economy in steam 
distillation, the still should be heated from an external source of 
energy to the highest allowable temperature, and should be 
operated under as high a vacuum as the cooling water will permit. 
The only equipment needed in addition to that usually employed 
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is a wet-air pump for the removal of the condensed liquid and any 
permanent gases originally dissolved or due to leakage of air. 
As is obvious from ordinary steam-condenser practice in power 
plants, such a pump is cheap both to install and to operate. 

In the separation of glycerin from impurities by steam dis- 
tillation, the volatility of the glycerin is so low that the distilla- 
tion must be carried out at the best attainable vacuum and at 
a high temperature, approximating 180°C. At this temperature 
and pressure the solubility of water in glycerin is very small, 
and the vapor pressure of the glycerin is therefore practically 
that of the pure substance. However, unless separated by 
fractional condensation, the glycerin and steam condense together 
as a single liquid mixture and must be separated by a subsequent 
distillation. Because of the widely different boiling points, little 
glycerin is then volatilized, and this process is generally called 
evaporation. 

Use of Superheated Steam . — If the substance to be distilled 
is maintained at the highest allowable temperature by an external 
source of heat, and at a pressure sufficiently low to prevent the 
formation of a water layer, the steam consumption of the process 
is greatly decreased. The partial pressure of the steam is found 
by subtracting from the total pressure in the system that of the 
material being distilled. The total pressure is determined by the 
cooling water and condensing apparatus employed. 

In this type of distillation it is especially important to prevent 
any condensation of the mixed vapors arising in the still until 
they have passed the highest point in the goose neck at the top 
of the still and are on their way down toward the condenser. 
Lagging the top of the still is insufficient, as this merely reduces 
but does not eliminate the evil. The still should, wherever 
possible, be externally heated up to and above the top. A steam 
jacket can be used, but this is expensive to construct and is likely 
to develop leaks, and the realizable temperature is limited by 
the strength of the still. Where direct firing is used, it is best 
to allow the flue gases to flow up and over the top of the still 
at such a temperature as to avoid appreciable superheating of 
the vapors and yet to prevent all heat loss from the vapor zone. 

Illustration 3. — In a direct-fired still operating by the semi-batch method, 
stearic acid is being purified by steam distillation in a vacuum. Super- 
heated steam is injected into the mass by means of perforated pipes in such 
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a manner that the steam leaves the liquid phase at a temperature of 240°C., 
70 per cent saturated with acid, t.e., in a ratio equivalent to 70 per cent of 
the equilibrium value. Assume the following operating conditions to obtain : 
barometer, 748 mm. of mercury; vacuum in still, 662 mm.; and temperature 


of material when charged, 70°F. 

Data 

Average specific heat of solid stearic acid ... 0.4 

Average specific heat of stearic acid vapor . . 0.47 

Latent heat of fusion of stearic acid 47.6 gm. cal./gm. 

Melting point of stearic acid 64 °C. 

Average specific heat of liquid stearic acid . . 0.55 

Latemt heat of vaporization of acid at 

240°C 66.0 gm. cal./gm. 

Vapor pressure of stearic acid in mm. of mercury: 

At 240°C 19 mm. 

At 220°C 8 mm. 

At 200°C 3 mm. 


Total heat of dry sahirated steam at 240°C. above liquid water at 70°F. = 
1167 B.t.u./lb. Specific heat of low-pressure superheated steam =0.46. 
Molecular weight of acid =284.4. 

1. Calculate the pounds of acid passing to the condenser per pound of 
steam, on the assumption (a) that the top of the still is so jacketed by com- 
bustion products that no heat is lost by the vapors leaving the acid in the 
bottom of the still until they reach the condenser; (5) that the still is not 
thus jacketed and that th(‘, vapors cool 40°C. before leaving the top of the 
still; (c) that the still is lagged but not jacketed, so that the vapors cool 20° 
before leaving the still. 

2. In cases (6) and (c) what per cent of the acid initially evaporated in the 
still is refluxed back into it for reevaporation, and what per cent of the total 
heat consumed in the initial distillation of the acid is lost by radiation and 
convection from the top of the still? 

3. What is the total consumption of heat required for the distillation in 
the three cases, expressed as B.t.u./lb. of product? 

Basis: 1 lb. of steam leaving still at 240°C. 

Partial pressure of acid = (0.70) (19) =13.3 mm. 

Total absolute pressure =748— 662 =86 mm. 

Partial pressure of steam =86 — 13.3 =72.7 mm. 

Heat consumption in C.h.u./lb. of acid: 


To heat solid acid: 0.4(64—21) = 17 2 

To melt solid acid : =47.6 

To heat liquid acid : 0 . 55(240 — 64) = 96.9 
To vaporize acid : =66.0 


Total 

Pounds of acid /lb. of steam 


13.3X284.4_ 

72.7X18.02 


227.7 
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Hence the heat used by the acid evaporated by 1 lb. of steam is 2.89 X 
227.7 = 657 C.h.u. or 1.8X657 = 1185 B.t.u. To this, one must add the 
1167 B.t.u. in the steam, or a total of 2352 B.t.u., which is 2352-^2.89 =813 
B.t.u. /lb. of product. 

At 200°C. the weight of acid per lb. of steam (figured similarly to the 
above) is (3) (284) -r- (86— 3) (18.02) =0.57 lb., t.e., 2.32 lb. are condensed 
and refluxed, or 80.3 per cent of the total evaporated. Th(i heat lost is 
1.8(240 — 200) (0.46) =33 B.t.u. due to cooling of the steam; 1.8(240 — 200) 
(0.47) (0.57) = 19 B.t.u. due to cooling of acid vapor; 1 .8(66) (2.32) =276 
B.t.u. due to condensation; 1.8(240— 200) (0.55) (2.32) =92 B.t.u. due to 
cooling of the condensed acid; this makes a total of 420 B.t.u. The heat 
consumption per lb. of steam is 1167 B.t.u. in the steam; 0.57 (227.7) (1.8) = 
233 B.t.u. to preheat and vaporize the acid distilled; 2.32[66+0.55(240 — 
200)1(1.8) =367 B.t.u. to reheat and vaporize the acid refluxed; this gives 
a total of 1767 B.t.u. The heat loss is therefore 23.8 per cent of the heat 
consumed. 

Similarly, at 220°C., the acid distilled per lb. of steam is 1.621b., while the 
reflux is 1.27 lb. or 44.0 p(;r cent. The heat consumption is 2006 B.t.u. per 
lb. of steam, and the heat lost is 220 B.t.u. or 11 per cent. 

Obviously, the heat consumption per lb. of product is found by dividing the 
total used per lb. of steam by the yield. Hence, the answers are as follows: 

la. 2.89 lb. of acid evaporated /lb. of steam. 

15. 0.57 lb. of acid evaporated /lb. of steam. 

Ic. 1.62 lb. of acid evaporated /lb. of steam. 

25. 80.3 per cent of the acid is r(‘fluxed for 23.8 per cent h(‘at loss. 

2c. 44.0 per cent of the acid is refluxed for 1 1 per c(*nt heat loss. 

3a. 813 B.t.u. /pound of product. 

35. 3100 B.t.u. /pound of product. 

3c, 1240 B.t.u. /pound of product. 

The recovery of benzene and toluene from illuminating gas, 
recovery of gasoline from natural gas and processes of this type 
are frequently accomplished by dissolving the vapors in a suitable 
solvent, such as a heavy paraffin oil or cresol. There is thus 
produced a solution so dilute with resp(»(^t to the benzene that 
removal of the benzene by simple distillation is impractical 
on account of the high boiling point. The situation is met by 
distilling the mixture with steam at a temperature so low that 
the volatility of the oil is negligible. Condensation of the steam 
and benzene makes possible the separation of the two by gravity. 

As the benzene or other vapor is removed from the oil, its con- 
centration decreases, and, according to Henryks law, its partial 
pressure decreases proportionately. This means that the neces- 
sary quantity of steam progressively increases during the dis- 
tillation. Since, however, steam saturated with benzene at a 
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low concentration of benzene in oil is still capable of picking up 
benzene from a solution of higher benzene content, it is obvious 
that countercurrent flow of steam and benzene is demanded. 
Such countercurrent flow is obtained in rectifying columns of the 
general type described on pages 547 to 551. 

The steam consumed in such a process may be greatly reduced 
by the use of a vacuum, for reasons entirely analogous to those 
already described; and although a vacuum is not usually 
employed in this work, its desirability is clear. 

A study of the rectifying columns mentioned above shows 
that the pressure on the lower plates is always higher than that 
on the upper ones. This increase of pressure at the bottom 
of such a column interferes with the removal of the volatile 
component by the steam. By allowing a free passage for the 
vapors up through the column, at the same time providing for 
effective counterflow of the liquid down through the column, 
this difficulty is reduc(‘d to a minimum. For this reason, the 
tower fillings described on page 550 can here be used to advantage. 

Volatile Solid Component; Sublimation. — Certain solid sub- 
stances possess at tempciratures below their melting points vapor 
pressures so high that distillation without melting is practical. 
This process is called sublimation and is used for the separation 
of solids when only one component is volatile. Except in the 
respects noted below it does not differ from the distillation of 
a material containing a single volatile liquid. 

If the material sublimed contains only a slight amount of non- 
volatile impurities, the volatilization can be carried out without 
difficulty in a direct-fired or steam-jacketed still or retort. The 
material is in immediate contact with the hot wall of the retort 
and, as it volatilizes, fresh charge comes into contact with the 
heating surface. If, on the other hand, there is a large per- 
centage of infusible, nonvolatile impurity in the material, the 
escape of the volatile portion that is in immediate contact with 
the retort wall leaves behind an insulating layer of impurities 
which makes it difficult to heat the whole mass without danger 
of localized overheating. In such a case direct contact of every 
portion of the charge with the retort wall must be effected by 
some sort of agitation. 

The most serious problem in sublimation is in the condensation 
of the vapors. If a surface condenser is used, the cooling surface 
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is quickly coated with a layer of the sublimate which insulates 
the vapors from the condensing surface and greatly reduces the 
capacity. In some cases the condenser can be equipped with 
mechanical scrapers, but such an apparatus must generally be 
made of steel or cast iron and there is danger of contamination 
of the product. It is usually best to condense the vapors by 
diluting them with large quantities of cold gas, most fre- 
quently air. Where necessary, inert gases can be used for 
dilution. 

If the vapors are cooled very quickly by admission of gas at 
a temperature far below the sublimation point, the material con- 
denses as an extremely fine powder. When it is desired to 
produce large crystals, the temperature and quantity of diluent 
gas must be so controlled that the vapors ar(^ not greatly super- 
saturated. If these vapors are now passed through a large 
chamber in which strings or otln^r ccuitcrs for crystallization 
are suspended, the siip(‘rsaturated vapor will condense slowly 
and large crystals will result. 

The disadvantag(i of (iondensation by dilution is that the gas 
leaving the condens(^r chamber is saturated with the vapors of 
the material sublimed. While the partial pressure of the material 
at this low temperature may be small, the quantity lost can bo 
large since the molecular weight may be high and the gas quan- 
tities very great. These difficulties are met by cooling and 
recirculating the gas. If, however, a surface cooler is used, it 
will choke up with crystals deposited from the saturated gas. 
This can be ov(^rcome by using a spray cooler and by filtering out 
the crystals that separate from the water withdrawn from the 
chamber, or by evaporation if the material is soluble. In the 
latter case the spray water may bo recirculated through a surface 
cooler. Where the material sublimed is sensitive to water, other 
suitable liquids, such as organic solvents, can be used for the 
spray cooling and recirculated through a surface-type water 
cooler. 

In the sublimation of materials sensitive to heat, it is some- 
times advisable to admit gas or steam in the retort itself to 
volatilize the material at a temperature below its normal sub- 
limation point, in a way entirely analogous to that used in steam 
distillation; however, this introduces additional difficulties in 
condensation. 
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UNDERLYING PRINCIPLES OF SEPARATION 

Referring again to Fig. 166, which gives the relationship 
between the composition of the liquid and the composition of the 
vapor in equilibrium, a possible method of separating components 
becomes evident. If, now, the vapor which was given off when 
the liquid boiled at temperature E and which in composition is 
represented by F is condensed and heated by itself, it will boil 
at temperature G and give off vapor having the composition H. 
If this in turn is condensed and again heated, it will boil at /, 
producing a vapor of the composition J, and so on until almost 
pure benzene is obtained near^C. Or, what amounts to the same 
thing, if the vapor formed at E with the composition F is cooled 
from the temperature at F (102°C.) to the temperature at G 
(96°C.), vapor of the composition //, much richer in benzene, 
will persist, and the remainder of the vapor will condense to 
form a liquid poorer in benzene, with the composition correspond- 
ing to G. Thus by controlled condensation the same result will be 
obtained as by complete condensation followed by revaporization. 

When the vapor of composition H falls in temperature to the 
point /, some of it will condense to a liquid poorer in benzene 
than that represented by 7, by the amount of benzene which has 
remained in vapor form of the composition represented by J. 
This liquid poorer in benzene than 1 will, if r( turned to the still, 
immediately boil, again taking heat from the still. When the 
vapor of composition F falls in temperature to the point G and 
partly condenses, it must give off heat equal to the heat of 
condensation of the liquid formed. If now the liquid condensing 
at 7, which is richer in benzene than that condensing at G, can 
come in contact with the vapors condensing at G, the heat of con- 
densation here set free will immediately boil the liquid condensing 
at 7, and no heat will be taken from the still. In other words, the 
hot vapor rich in toluene will boil the cooler liquid rich in 
benzene, forming from the first a liquid yet richer in toluene, and 
from the latter a vapor yet richer in benzene without the con- 
sumption of more heat from the still. 

An apparatus in which these conditions are realized is shown 
in Fig. 170, where 77, G and 7 are stills, each supplied with a 
heating coil and a discharge for the vapor, and in which are placed 
mixtures of benzene and toluene having the composition repre- 
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sented by the points G and / corresponding to the boiling 
points Ej G and I on the curve ABC in Fig. 166, page 525. The 
coil in E is heated by steam which boils the liquid of the com- 
position Ej evolving vapor of the composition F, at the tempera- 
ture of Ey which passes into the heat- 
ing coil of the still G, Here the 
vapor condenses and liquid of the 
composition F runs out of the coil 
into a receiver. But the condens- 
ing vapor in the coil boils the 
liquid in (r, and vapor of the compo- 
sition H passes into the coil of the 
still /, and so on. In this way 
successive stills will deliver vapor 
ever richer in benzene until, if 
enough are employed, almost pure 
benzene will be obtained. 

But the effluent Jrom the coils in the still G is of the same 
composition as the contents of still G and can be added to it. 
Since this is thS'^case, one can as w(dl allow the vapor from still E 
to pass directly into still G and condense therein a liquid richer 
in toluene and evolve a vapor richer in 
benzene. 

An apparatus in which this direct inter- 
change of heat and consequent condens- 
ation and evaporation can take place is 
called a rectifying column, and the process 
carried on within it is called rectification. 

Such a system is shown in Fig. 171, 
where is a still body or kettle. Resting 
on the outlet of the still is a column 
divided into compartments by plates 
perforated with small holes. Each plate 
has an overflow pipe discharging into a 
pool of liquid on the plate below. The 
layer of liquid on each plate is prevented 
from passing down through the holes by vapor which is passing 
up through these holes, from the compartment next below. Any 
excess liquid accumulating on the plate flows down through 
the overflow pipe. The letters on the apparatus correspond to 



Fig. 171. — Porfora tod- 
plate rectifying column. 
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those on Fig. 166, page 525. Vapor from the still at temperature 
E and composition F passes up and partly condenses at tempera- 
ture G in compartment (?, with a composition slightly poorer in 
benzene than that corresponding to G. Here is evolved vapor of 
the composition H which bubbles up through the liquid on the 
next higher plate which is richer in benzene, with the composition 
7. Here again condensation takes place at the temperature of I 
and the heat evolved sends off vapor of composition J, even 
richer in benzene. This can be repeated any number of times, 
and the vapor finally issuing from the apparatus at the top and 
into the condenser is practically pure benzene. As in the 
previous illustration, each one of the compartments in the 
column may be considered a small still in which the source of 
heat is the hot vapor coming from below and the cooling element 
(condenser) is the cooler liquid from the plate above. 

The relationship here pictured is in fact valid only in case the 
molal ratio of liquid overflowing from plate to plate to the vapor 
rising through the plates is practically unity, i.e.j the ratio of 
distillate to liquid vaporiz(^d is (exceedingly small. In practice 
less overflow must be employed to reduce the heat consumption, 
and the rate of enrichment is much less rapid than that indi- 
cated in the explanation. This special case is discussed here 
because it brings out clearly the nature of the underlying 
phenom(ma. It corresponds to the asymptote of Fig. 181, 
j)age 568. 

Rectification. — A study of the liquid-vapor equilibrium curves 
shows that the condensate formed upon partial condensation of e 
vapor is necessarily richer in the volatile component than the 
liquid from which the vapor was originally (evolved. Therefore, 
this condensate cannot be in equilibrium with the vapor rising 
from the still, and if it is brought in contact with it some sort 
of interaction must take place. From the liquid-vapor diagram 
it is seen that this interaction must involve the condensation 
from the vapor rising from the still of part of the less volatile 
component, with evolution of a new vapor richer in the more 
volatile component. The heat of condensation thus set free 
tends to raise the temperature of the liquid, but, since it is 
already at its boiling point, there results a new vapor richer in 
the more volatile component. This intc^raction of a vapor 
rising from the still with the condensate from a part of the vapor 
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previously evolved is called rectification which affords an efficient 
means for separating volatile liquids. 

Since rectification in its result is equivalent to a series o[ 
redistillations without the consumption of additional heat, it is 
analogous in this respect to multiple-effect evaporation; how- 
ever, it is only the result that is similar and not the mechanism 

of attaining it. 

As already indicated, the 
enrichment of a vapor in the 
more volatile constituent by 
cooling it sufficiently to sepa- 
rate out as liquid a part of the 
less volatile component will be 
here designated partial con- 
densation; the interaction of 
such a partial condensate with 
the vapor rising through a 
column, resulting in further 
enrichment of the vapor in low- 
boiling constituent, will be 
called rectification. 

Plate Columns . — In order to 
be efficient, the contact between 
the vapor rising from the still 
and the liquid reflux resulting 
from a previous partial conden- 
sation must be countercurrent 
and as intimate as possible. 
Experience has developed the 
Top View (Section Through i\-A) bubbling plate column as one 
Fig. 172. Bubble plate rectifying devices for secur- 

column. . 

ing this result. This rectify- 
ing column, as it is called, consists of a series of plates over 
which flows the liquid reflux and through which the rising 
vapors are made to bubble. The reflux flows from plate to 
plate through suitable overflow pipes and the vapor rises through 
each of the plates in series countercurrent to the flow of the 
liquid. 

A section of such a column is shown in Fig. 172, in which 
overflow weirs and partitions are used instead of overflow pipes. 
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The height of the overflow weir regulates the depth of the liquid 
remaining on the plate and the lower end of the partition is sealed 
in the liquid on the plate below in order to prevent the vapor from 
passing up the overflow space. The bubble caps are of various 
design, one common type being shown in Fig. 173. The vapor 
passes up the central vapor riser and reverses direction and 
passes downward inside the annular space between the cap and 
riser and then out through the slots into the liquid. The amount 
of opening of the slots, ^.c., the 
portion of slot discharging 
vapor, depends on the quantity 
of the vapor flowing, being zero 
for no vapor flow but increasing 
with vapor flow until the entire 

slot area is being used; if such a Slotted bubble cap and vapor 

• r 1 a* • riser. 

cap IS overloaded sumciently, 

vapor will escape around the lower periphery. Long rectangular 
bubble caps have been used in place of the round caps illustrated 
in Fig. 172. 

A simple type of plate sometimes employed consists of per- 
forated sheet metal or even of a wire screen. Fig. 171, page 546. 
This type has the disadvantage that, when the vapor velocity is 
low, the liquid leaks through the vapor holes from the plates into 
the still. Consequently, such a column cannot be operated at 
low capacity. With a high vapor velocity the friction through 
the holes is very large and, if such a plate is not absolutely level, 
all the liquid will run through the low side and the vapor 
pass up the high side. However, these plates when properly 
placed give a high plate efficiency because of the exception- 
ally small bubbles produced and their excellent distribu- 
tion, and they also have high capacity for a given amount of 
entrainment. 

A relatively large pressure is required to force the vapor 
through the column against the resistance of the orifices and the 
liquid head, which is a disadvantage in many gas-washing 
operations; but this disadvantage disappears in distillations 
where increased temperatures do not harm the materials being 
distilled, because the necessary pressure can be easily developed 
within the still by merely allowing the temperature of the boiling 
liquid to rise (but see page 551). 
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Tower Fillings . — The interaction between vapor and refluxing 
condensate can be efficiently secured by the use of a plain tower 
filled with suitable packing material over the surface of which 
the reflux flows to the still and through the voids of which the 
vapor rises. When dealing with excessively corrosive liquids, as, 
for example, in the separation of nitric and sulfuric acids,* such 
a tower can be built of resistant material and filled with broken 
quartz. A number of tow^er fillings made from refractory 
earthenware have been developed, all designed to present a large 
surface of contacjt between vapor and liquid, to avoid the forma- 
tion of channels through which the liquor may pass undisturbed 
by the vapor, and to develop as little back pressure as possible. 

For large towers the (*.ost of the packed column often exceeds 
the cost of an (equivalent bubble cap tower and generally the latter 
is us(^d; however, where corrosive materials are being handled, or 
where the pressure drop must be kept low, packed towers can be 
advantageously employed. In small pilot i)lant operation, the 
small-diameter columns can be made cheap(ir as packed towers 
than as bubbles plate towers, and in small laboratory columns very 
efficient fractionation can be obtainc^d by the use of special types 
of packing which would be too expensive for even moderate- 
size towers. 

Avery popular packing for columns is a cylinder of earthenware 
having a diameter ecjual to its height. These rings are thrown 
into the tower at random, their uniform size and dimensions 
insuring an even, homogeneous packing. The art^a presented 
for reaction is large, while the frictional resistance to the moving 
vapor is small. An even and uniform distribution of the partial 
condensate ov(3r the top of the tower filling is controlling in the 
efficient operation of such a tower, especially if it is relatively 
short. There exists a strong tendency for the ascending vapor to 
seek out channels of least resistance, and these “chimneys,^' 
once formed, seem to perpetuate themselves, allowing the liquid 
to flow down undisturbed. It has been shown^^^ that, if the 

* Nitric acid may be efficiently concentrated by mixing it with strong 
sulfuric acid and allowing this mixture to flow down a filled tower against 
an ascending current of steam. The heat of condensation of the steam com- 
bined with the heat of dilution of the sulfuric acid distills the nitric acid. 
The fractionating effect of the tower enables the operator to withdraw con- 
centrated acid from the top of the tower and completely denitrated sulfuric 
acid from the bottom. 
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diameter of a tower is approximately ten times the diameter of 
the packing, the liquor will tend to distribute itself more or less 
evenly, but, if the liquor is introduced at the top in one large 
stream, it may be a considerable distance down the tower before 
satisfactory distribution is obtained, and a distributor for intro^ 
ducing the liquor is desirable. 

Rectification under Vacuum, — If the operating temperature 
in a rectifying tower must not exceed a low maximum, as in the 
dealcoholizing of beer, a vacuum must be maintained in the 
system. Under this condition a tower or column with an open 
filling to give the least frictional resistance to the flow of vapor is 
better than a column equipped with plates (see page 550). 

Condensers, — It has already been pointed out that a partial 
condenser can be used to effect a partial enrichment of the vapor, 
and this separation can be used to aid the rectifying column. 
However, to attain simplicity in operation it is customary to 
omit the partial condenser altogether and employ a final con- 
denser which completely liquefies all vapor leaving the column, 
a part of this condensate being d(^fl(H*t('d as reflux to the column 
and the rest taken off as product. It is, however, diflhcult to 
construct and op(irat(‘ a single condenser of this type which will 
both cool the product and at the same time preheat the feed. 
It is usually better practice to employ a single condenser for the 
production of reflux and product, cooling the latter in a liquor 
cooler. 

Where the vapor is insoluble in water, the final condenser 
may b(^ of the jet-condenser type. If the heat to be absorbed is 
large and the condensate separates readily from water, as in the 
refining of heavy petroleum oil, a short tower packed with Raschig 
or similar earthenware rings, over which cooling water flows, is 
both int^xpensive and efficient in its condensing action. 

Intermittent Operation of Distillation Apparatus. — A rectifying 
apparatus can be operated in two fundamentally different ways. 
In intermittent operation the still below the column is filled with a 
charge of the liquids to be separated {e.g., benzene and toluene) 
and distillation is begun. In Fig. 174, S is the still, D the rectify- 
ing column, F the partial condenser, C the final condenser and W 
an auxiliary cooler for the product. 6? is a glass dome covering 
the overflow chamber A, where the rate of distillation can be 
observed and where a hydrometer may float, indicating at all 
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plate by equating the amount of energy and of matter entering 
and leaving each plate and by assuming that equilibrium was 
realized between the vapors and the liquid leaving the plate. 
Sorel applied his method successively from one plate to the next 
in a column. In consequence the computations become involved 
and it is difficult to visualize what is taking place. The following 
is a modification of Sorel’s method, which simplifies computation 
and makes it possible to present results in graphical form. 

The derivation will assume a column in continuous operation, 
with the feed, i.e., the binary mixture to be separated, entering 

on a plate somewhere 
between the top and the 
bottom of the column. 
The results may, however, 
be applied to a discontinu- 
ous column at any particu- 
lar instant during the 
operation, provided the 
amount of condensate in 
the column is small in pro- 
portion to the amount in 
the still. 

Nomenclature. — The 

nomenclature is indicated 
by Fig. 175, where, for the 
sake of simplicity, there is 
shown a single condenser, so 
that the overflow back into 
the column is of the same composition as the product. However, 
this has nothing to do with the derivation and does not affect 
the validity of the equations. Heat is supplied by conduction at 
the bottom of the column, as by means of steam condensing in 
closed coils or by externally firing the still. 

Call any particular (variable) plate above the feed plate the 
nth and that below it the mth plate. Call the amount of vapor, 
measured in mols per unit time passing any particular section, 
Vj and the amount of overflow passing the section, 0. On 
the same basis, F, D and W represent the respective amounts of 
feed, overhead product and residue. These quantities are to 
include in each case the mols of both components. Designate 
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the point of origin of the particular vapor or overflow referred 
to by the use of a subscript; thus is the mols of vapor rising 
from the nth plate, while On+i is the mols of overflow coming 
down to that plate from the plate above. Use the subscripts / 
and c to refer to the feed line and to the condenser, respectively. 
Call the mol fraction of the more volatile component in the 
liquid X and the mol fraction in the vapor y. Indicate the 
liquid to which reference is made by subscripts; thus Xw is the mol 
fraction of volatile component in the residue leaving the bottom 
of the still, while ym is the mol fraction of the same component 
in the vapor rising from the mth plate. The quantities required 
in discussion are assembled in the following table: 

rr=rnol fraction of more volatile component in liquid. 

7/=mol fraction of more volatile component in vapor. 

D=mols of distillate withdrawn as product per unit of time =P. 

Xc—mo\ fraction of more volatile component in the distillate. 

0„+i =mols of overflow from plate n + l to plate n, per unit time. 

Xn+i =mol fraction of more volatile component in overflow, On+i. 

Fn=mols of vapor passing from plate n to plate n-f 1 per unit time. 

yn = niol fraction of more volatile component in vapor, Fn. 

P=mols of the mixture fed to the column per unit time. 

Xf=mo\ fraction of more volatile component in feed, F. 

W = mols of residue per unit time. 

= rnol fraction of more volatile component in residue, W, 

0'„+i = theoretical minimum overflow from plate n + l, per unit time. 

n=the number of the plate under considerniion, counting from the 
feed plate up, 

?a=the number of the plate under consideration, below the feed plate, 
counting up from the still. 

Qn= total latent heat in the vapor F„. 

ri =molal heat of vaporization of more volatile component. 

r 2 =molal heat of vaporization of less volatile component. 

It is easy to visualize each stop and appreciate its significance 
by discussion of a special illustrative case; consequently the 
following will refer to the separation of ethanol and water, ethanol 
being the more volatile component. 

Consider the whole apparatus above a section drawn between 
the nth and the (n + l)th plate, just below the latter. The only 
thing entering this section is the vapor from the nth plate, Vn- 
Leaving this section is the product D, and the overflow from the 
(n+l)th plate, On+i. Therefore, by a total material balance, 

Vn=0^i+D. ( 3 ) 
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The total ethanol entering this section must equal that leaving 
it, i.e., 

ynVn=Xn+iOn+l+XcD. ( 4 ) 


By eliminating from these two equations, one obtains 

_On+\Xn+l . DXc 

0n+, + Z)'^0„+i + i)' 


Similarly, for conditions below the feed plate one obtains 

Xtn^l 


Since these equations represent nothing but equality of input and 
output, for conditions of steady operation their validity cannot 
be questioned. Furthermore, inspection of Eq. (5) shows that 
under these conditions it contains only three variables, 
yn and On+i. Similarly, the only variables in Eq. (6) are Xm+h 
ym and Om+i. Obviously, therefore, one needs to find only one 
other independent relationship between these variables to 
determine the value of both the others if that of any one is known 
at any point in the column, and this relation is a heat balance. 
While the principle underlying such a heat balance is simple, 
its details become, in the general case, sufficiently involved to 
interfere with a clean-cut visualization of the significance of the 
results. Hence, to avoid this difficulty, at the start certain 
simplifying assumptions will be made, which in many important 
cases are close approximations to the facts. 

The heat supply to that jiart of the column above the nth 
plate is obviously restricted to the heat content of the vapor Vn 
entering it. Part of this heat may be lost through the walls, 
part is consumed in heating the liquid overflow going down 
the column, and the rest goes to furnish the heat in the vapor 
rising to the plates above. Since heat loss from the walls of the 
column should be eliminated, so far as prac^tictable, by lagging or 
otherwise, it will now be assumed that this has been done to a 
point such that heat thus lost is a negligible fraction of the total.* 


* Where a column is lar^e in cross section and opc^rated to its full vapor 
capacity, the ratio of surface to volume becomes so small that heat losses 
from the sides are sometimes a negligible fraction of the total, so far as these 
calculations are concerned, even though the column is uninsulated and the 
losses are large in absolute value. 
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The heat of mixing of liquids that do not react chemically or 
exhibit the phenomena of dissociation, molecular association 
and the like is usually small, particularly in comparison with the 
latent heats of vaporization. The heat of mixing of the vapors 
is even smaller. The second assumption will be that these factors 
are not appreciable. The heat required to heat the liquid 
flowing down the column is in part compensated for by a decrease 
in temperature of the vapor as it passes up the column. Gen- 
erally the sensible heat of the liquid flowing down the column 
exceeds that of the vapor passing upward and the difference in 
these two quantities is made up at the expense of the latent heat 
of the vapor; the net result is a decrease in enthalpy of the vapor. 

Liquids can be divided into two groups, the associating and 
nonassociating types. Within each group the molal heat of 
vaporization divided by the absolute temperature decreases at 
constant pressure with decreasing values of the temperature (see 
Fig. 4, page 13). This results in a decrease in the molal latent 
heat of the vapor as it passes up the column. Since both the 
enthalpy of the vapor and its molal latent heat decrease in passing 
up the column, it is possible that the total mols of vapor may 
remain constant, increase or decrease, depending on the relative 
decrease of these two quantities. The decrease in enthalpy of 
the vapor is mainly due to the sensible heat of the liquid, and in 
the portion of the actual column above the feed, where the mols 
of vapor exceed the mols of liquid, this decrease is often less than 
the decrease in the molal latent heat and there results an increase 
in the total mols of vapor as it passes up the column. In the 
portion of the column below the feed, where the mols of liquid 
exceed the mols of vapor, the reverse may be true and the total 
mols of vapor may decrease as they pass up this section. Experi- 
mental data indicate that, if all the components are associating 
(water, ammonia, akjohol, etc.) or if they are all nonassociating 
(hydrocarbons and most organic liquids), up to moderate pres- 
sures (about 10 atmospheres) the total mols of vapor (and liquid) 
are substantially constant except as affected by the introduction 
of the feed or by the return of cold reflux to the column.* In 

* In distillating petroleum fractions, the feed often contains appreciable 
percentages of heavy fractions, which are essentially nonvolatile under the 
column operating conditions, and these fractions simply flow down the 
column and out with the bottoms, taking up large quantities of sensible 
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other words, above the feed plate both the molal overflow from 
plate to plate and the vapor passing up the column are substan- 
tially constant throughout this section, and the same applies 
below the feed, but the mols of vapor and overflow cannot be 
the same in both sections. Since it is impossible to condense the 
vapor from the top plate without cooling it, the reflux from the 
condenser will be cooler than the boiling liquid on the top plate; 
hence the amount of overflow in the column is greater than the 
reflux from the condenser. The effect of this is often negligible 
but may be large. 

Under such conditions, therefore, the molal overflow from plate 
to plate above the feed plate, i.e.y the term On+i in Eq. 5 is con- 
stant and, similarly, 0„i+i in Eq. 6 is constant; however, Om+i is 
greater than On+i. Hence, it follows that Xn+i is linear in yn and 
Xw+i is linear in Furthermore, for fixed operating condi- 

tions, i.c., definite quantities and concentrations of feed, dis- 
tillate and residue and a given overflow, the slopes of th(vse lines 
are known and the location of a single point upon either of them 
determines the whol(‘ line. Since these lines, based as they are 
only upon energy and material balances in the column, represent 
the conditions necessarily (existing at each section in the column 
between the vapor rising and the overflow passing down through 
that section, they arc called the operating lines. To distinguish 
between conditions above and below the feed plate, the former 
may, in any specific case, be called the enriching and the latter 
the exhausting or stripping line. 

It must be emphasized that, so far as a bubble plate column 
is concerned, the preceding discussion has been limited to the 
relations between the composition of the vapor rising from a plate 
and that of the overflow onto it from the plate above. The 
relation between the composition of the vapor and that of the 
liquid on the plate below from which it came must now be 
considered. 

All available data indicate that the vapor evolved upon boiling 
any mixture of volatile liquids is, at the moment of its evolution, 

heat, which results in a decrease in the total rnols of vapor as it pnxjeeds 
up the column in this section. At high pressures the sensible heat content 
of both the liquid and vapor becomes large relative to the latent heat of 
vaporization and large variations in the total mols of vapors may result at 
different sections of the column. 
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in substantially complete equilibrium with the liquid from which 
it is given off. The vapor rising from a given plate of a column 
is, however, by no means all evolved from the liquid on that 
plate; it consists largely of vapor from lower plates, which, 
because of inadequate contact with the liquid on the plate in 
question, has not had opportunity completely to react and come 
into equilibrium with it. Furthermore, the liquid on a plate 



Fig. 176. — Diagram illustrating graphical stepwise method of McCabe and 

Thiele. 

is not uniform in composition but grows progressively poorer in 
volatile constituent as it flows from the point of discharge of the 
overflow from the plate above, across the plate, to the entrance 
to the overflow pipe leading to the plate below. For purposes of 
computation, bubble plate columns are usually designed on the 
basis of the ‘theoretical plate,'' f.e., a plate such that the vapor 
rising from the plate has the same composition as the vapor in 
equilibrium with the overflow leaving the plate. Such an ideal 
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column serves as the standard of performance of rectifying equip- 
ment. In it the relation between the composition of the vapor 
at a given section and that of the liquid leaving the plate from 
which that vapor came must, therefore, be given by the equilib- 
rium x-y curve. 

It follows, therefore, that the conditions existing in a column 
operating continuously, with a constant value of the molal over- 
flow above the feed plate and another, larger, constant overflow 
below it, in which the vapor rising from each plate is in substantial 
equilibrium with the liquid leaving that plate, may be represented 
by a diagram similar to Fig. 176. Equilibrium is represented 
by the curve OEFG. The operating lines are AE and DF, 
corresponding to Eqs. 5 and 6, respectively. Consider, for the 
moment, a plate from which the composition of the overflow is 
^ 2 . Since the vapor rising from this theoretical plate is in 
equilibrium with this liquid, its composition must be 2 / 2 , cor- 
responding to a point L on the equilibrium curve. Furthermore, 
the composition of the vapor rising from the plate below must b(j 
ifzj determined by the point S vertically below L, since the rela- 
tion between the compositions of the vapor rising into a plate 
and of the overflow from it is given by the enriching line AC. 
Similarly, the composition of the overflow from the plate above 
the one in question must be xi, i.e.y the abscissa of that point R 
on the enriching line which has the same vapor composition 2/2 
as point L, and therefore lies on the same horizontal level with it. 
In other words, the changes in concentration, as one goes from 
plate to plate down the column, are found quantitatively by 
going stepwise alternately from the enriching line to the equilib- 
rium curve and back again, first horizontally and then vertically, 
as indicated in Fig. 176. Thus, if X\ is the composition of the 
liquid on one plate, is that on the plate below, X 3 on the next, 
and so on. 

To start this stepwise operation, one must know the com- 
position of the liquid leaving some one plate or else that of the 
vapor from it. In the case of the arrangement of Fig. 175, inspec- 
tion makes it clear that the composition of the vapor from the top 
plate must be identical with that of the product Xc, since no 
separation or enrichment of this vapor takes place in the con- 
denser. Calling the composition of the overflow from the top 
plate Xi, and the corresponding vapor j/i, it follows that yi=Xc. 
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Hence 2/1 is found by locating Xe at A on the diagonal line 
ODAG {y=x) and drawing a horizontal line from Xc to intersect 
the equilibrium curve at 1 / 1 ; the corresponding abscissa is Xu 
Furthermore, if in Eq. (5) one inserts top plate conditions for 
this case, namely, yn = ^c, one obtains Xn+i=yn=Xc; in other 
words, the enrichment line must go through point A, as above 
determined. Rearranging* Eqs. (5) and (6) 


and 


Vn — 


On+l 

Vn 


X„+i + 


Dxo 


(5a) 


2/m = - 


O 


fW-f-l 


^m+1 


Wx^ 


(6a) 


it is obvious that the ratio of reflux to vapor, On+i/Fn, is the 
slope of the enrichment line. Hence, when this ratio is known, 
the line AE is fully determined and readily drawn. Therefore, 
for the conditions in qiK^stion the following rule may be formu- 
lated. On the x-y diagram plot the equilibrium curve OEFG 
and the diagonal ODAG. Determine point A corresponding 
to the abscissa x =Xc. Draw the line AE with the slope On+i/Fn. 
Conditions from i)late to plate in the column are determined 
by going from point A horizontally to the equilibrium curve, 
then vertically down to the operating oiirichment line AEj 
and so on. 

By eliminating y from Eq. (6) and from the equation y=Xy 
one finds that the exhausting line must of necessity go through 
the point D, on the diagonal ODAG, corresponding to the abscissa 
x=Xw. Furthermore, its slope is Om+i/Fm, though this slope 
is normally numerically larger than above the feed plate. In 
any case, this line DF is determined by the operating conditions 
and is readily drawn. In the stepwise determination of plate- 
to-plate conditions below the point of feed, this operating line 
must be employed instead of the line AE. 

In going down the column along the enrichment line, one 
must face the question as to where it is necessary or desirable to 

* Equation (5o) may also be obtained directly from Eq. (4), which repre- 
sents equality of input to output of the more volatile component in the 
section above the feed plate. Equation (6a) is a similar balance on the 
section below the feed plate. 
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change to the exhausting line, i.e., on what plate in the column 
the feed should be introduced. 

Feed-plate Location. — A step on the enriching line AE cor- 
responds to a plate above the feed plate and a step on the exhaust- 
ing line DF corresponds to a plate below the feed. Obviously 
the step that passes from one operating line to the other must 
cornjspond to the feed plate. In Fig. 176 Xi^ would be the liquid 
on the feed plate and the vapor leaving this plate. The 
composition of the feed plate is limited to that portion of the 
diagram where it is possible to step from one operating line to 
the other. A little consideration will show that this region is the 
area bounded by the equilibrium curve and the lines EC and CF, 
and the composition of the liquid leaving the feed plate must be 
between the liquid compositions corresponding to F and E, 
Thus, starting at Jc, it is possible to step down the enriching line 
to the point E before changing to the exhausting line, but to do 
so would require an infinite number of plates. Commercially 
it is desirable to use the least number of plates possible to obtain 
a given separation, and from Fig. 176 it is apparent that, as steps 
are taken from Xc down the enriching line, the largest steps 
(corresponding to fewest plates) are obtained if the change from 
the enriching line to the exhausting line is made such that the 
feed step passes from a liquid composition higher than that 
corresponding to the intersection of the operating lines to a 
liquid composition lower than the intersection composition. 
In other words, while tlui feed can be introduced into the column 
at any point below the point F and above E in Fig. 176, it will 
shorten the column, and therefore reduce construction expense 
with no counterbalancing disadvantages whatsoever to introduce 
it, i.e., to shift from the enriching line to the exhausting line, at 
the highest possible point below C. 

In the ideal column the final step must of necessity fall on 
point D, corresponding to the composition of the efiluent liquici 
in the still. If, on the diagram as constructed, this does not 
happen, it means that, from the point of view of material and 
heat balances, the column cannot operate to meet all the con- 
ditions set. Thus, to look at it in one way, the overflow chosen 
is incompatible with the separation assumed. The choice 
of a slightly different overflow, however, will change the slopes 
of the operating lines AC and DC, and a very slight shift in 
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these will make the last step fall at D. It is not usual, however, 
to make such an adjustment, because, if one sees to it that the 
last step overlaps the point D, one is on the safe side. In other 
words, an ideal column with this number of steps- would give the 
separation required with a trifle smaller overflow. 

Inspection will show that the steeper the enriching line, 
viz.y the larger the ratio of reflux to vapor, the smaller the num- 
ber of steps and therefore the less the necessary length of the 
column. Since reflux is obtained, however, particularly that 
in the upper part of the col- 
umn, by generating vapor in 
the still and condensing it at 
the top, not to be taken off as 
distillate', but to be returned 
down the tower, it is obvious 
that steepness of the enriching 
line and r(\sulting saving in col- 
umn height are obtained by 
increased heat consumption. 

Heat can be saved by using 
less reflux, a flatter enriching 
lin(‘ and a longer column. 

Intersection of Operating 
Lines. — The slopes of the 
opc'rating lines AE and DF are 
not independent of each other 
but are related by the composi- 
tion and condition of the feed. 

This relation is most easily 
shown by defining q as the 
difference in the mols of overflow below and above the feed plate 
divided by the mols of feed, z.c., q= (O/ — and by material 
balance (1 — O') eqi;als {V j—V f-i)/F, The quantity q is most 
satisfactorily obtained by an enthalpy balance around the feed 
plate. At the intersection i/n must equal i/m and Xn must equal 
Xm] call these common coordinates 2 /» and Xi. By subtracting Eq. 
6a from Eq. 5a and remembering that Dxc + Wxw=Fzfj where Zf 
is the average mol fraction of the component in the feed, one obtains 

qxi 1 



Mol Fraction of Component in Liquid 
Fig. 177. — Effect of condition of feed 
upon intersection of enriching and strip- 
ping lines. 

1 q is greater than 1 (cold feed). 

2. q is equal to 1 (increase in overflow 
equals mols of feed). 

3. q IS between 0 and 1 (feed is partly 
vapor) . 

4. q equals 0 (no change in overflow; 
increase in vapor equals mols of feed). 

5. q IS less than 0 (decrease in over- 
flow; feed is superheated vapor). 
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Thus the intersection of the two operating lines must occur on a 
line of slope q/{q—V) which intersects the y = x line at 2/, as shown 
in Fig. 177. 

Where the enthalpy is essentially the same for the liquid on 
the feed plate and on the plate above, and for the vapor from 
the feed plate and the plate below, then q may be approximated 
by the heat required to vaporize 1 mol of the feed divided by 
the molal latent heat of vaporization of the feed. Thus in such a 
case q would be 1 for an all-liquid feed at its boiling point, and 



would be zero for an all-vapor feed at its dew point. Likewise 
a cold liquid feed would give values of q greater than 1 and a 
superheated vapor feed would give a negative value for q. 

The operating conditions for various values of q are illustrated 
in Fig. 177, all based on the same value of 0/V in the section 
above the feed. 

Theoretically Minimum Reflux Ratio. — Since, however, operat- 
ing concentrations cannot exist to the left of the equilibrium 
curve, inspection of Fig. 178 makes it clear that any such lines 
as da and ae are inoperable and that the flattest operable enrich- 
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ment line is represented by he. For this case, however, it will 
bo clear that in drawing in the steps corresponding to successive 
plate conditions, at the point h one will encounter an infinite 
number of differentially small steps on both the enriching and 
the exhausting lines. In other words, this would involve a 
column of infinite height. The reflux ratio corresponding to this 
line will be called the minimum reflux ratio. The minimum 
reflux ratio for the tower can be 
calculated by the equation: 

On+l^ ^c-Vn 
F n Xc X/i 

Also, since = 

^n-f 1 _ Vn 

P Vn-Xn 


!.0 

(7) |a8 

.c 

1Q6 

G 


(7a) ^ 


For mixtures having equilibrium 
(airves of normal sliai)es (see 
page 528), the minimum n'flux 
ratio is obtained where yn and 
Xn correspond to the coordinates 
of the intersection of the (/-line 
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Mol Fraction Ethanol in Liquid 

Fig. 179. 


LO 


(s(»e page 563) with the equilibrium curve. For abnormal (*.asos, 
such as alcohol-water, one could plot the line he, and from its 
slope determine Better precision, however, is obtained 

by calculating this value from Eq. 7. 

Actual operation will always correspond to a greater reflux 
ratio and a steeper enriching line, i.e., to some such combinations 
as dc and ce. 


Illustration 4. — It is desired to estimate the minimum reflux ratio for the 
continuous rectification of an aqueous solution containing 30 per cent 
ethanol by weight when producing a 92 weight per cent product and leaving 
only 0.1 per cent ethanol in the residue, using the type of apparatus shown 
in Fig. 175. 

The mol fractions corresponding to the above weight per cents are 0.141 
lor the feed, 0.818 for the overhead product and 0.00039 for the residue. 

Figure 179 shows the equilibrium diagram for ethanol-water mixtures 
expressed in mol fraction of alcohol. Inspection of this diagram will show 
that, if one attempts to draw an enriching line from the point on the 45-deg. 
line corresponding to the composition of the product, 0.818, to intersect the 
equilibrium curve at the composition of the feed, 0.141, this line would cross 
the equilibrium curve in its upper end, slightly above x =0.76, and is, there- 
fore, inoperable. The lowest operable ratio of reflux to vapor corresponds 

.* The symbols P and D are used interchangeably. 




566 


PRINCIPLES OF CHEMICAL ENGINEERING 


to a line starting at this same upper right-hand point and drawn tangent 
to the equilibrium curve, i.e. line AB on the equilibrium diagram. This 
line corresponds to the minimum reflux ratio, which may be calculated by 
Eq. 7 or 7a. 


Minimum 


0_0.818 -0.448^, 
V 67818-0.141 


or 


. O 0.818-0.448 
Minimum 


1 . 21 . 


Theoretically Miniiaum Number of Plates. — It is interesting 
to note that a reflux ratio of unity makes the operating lines 
coincide with the 45-deg. diagonal dge. This requires the 
smallest possible number of steps which will, under any condi- 
tions, give the desired separation. Such a column has, how- 
ever, a negligible capacity and an infinite heat consumption per 
unit product. 

Plate Efficiency. — In practice, eq\iilibrium between vapor and 
liquid is never reached. The number of theoretical plates 
necessary for a given enrichment, dividend by th(^ number actually 
required, is called the overall plate efficiency of the column. While 
this will obviously vary with operating conditions and character 
of construction, for all types of bubble plates the variation is 
remarkably small. Based on the overflow and vapor leaving a 
plate, overall plate efficiencies higher than 100 per cent have been 
found. This is due to the fact that there is a concentration 
gradient in the liquid across the plate, and the average concentra- 
tion of the more volatile component in the liquid on the plate is 
higher than in the overflow leaving the plate. In such cases 
the efficiency of exchange for an individual bubble may be only 
70 to 80 per cent, and the resulting high plate efficiency is 
obtained by the rectification occurring as the liquid flows across 
the plate. The efficiencies are also defined for the individual 
plates, and the most commonly used of these is the Murphree effi- 
ciency, which is defined as (2/n— 2/n-i)/(2/7*”2/n-i), i.e., the actual 
change in vapor composition divided by the change that would 
occur on a theoretical plate. Data^^^ on a well-designed laboratory 
column gave individual plate efficiencies from 60 to 100 per cent 
for six binary mixtures composed of water and the lower aliphatic 
alcohols. These efficiencies were obtained at superficial vapor 
velocities of 1 to 5 ft. per sec. Where operating conditions are 
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unsatisfactory, however, efficiencies drop off sharply. Thus, 
if the bubble caps are so designed that the vapor bubbles are 
excessive in size, if the plates are not properly designed so that 
most of the vapor goes through some of the caps and little or 
none through others, or if the overflow short-circuits across the 
plate without properly mixing with the liquid on it, operating 
efficiencies as low as 20 to 25 per cent may be encountered. In 



Fig. 180.— Diagram for Illustration 5. 


the design and operation of the equipment, it is important to 
provide against such contingencies. Packed columns are 
discussed on pages 472 and 505. 

Illustration 6. — A 55 mol per cent benzene-45 mol per cent toluene 
mixture is to be separated by continuous rectification into a distillate con- 
taining 95 mol per cent benzene and a residue containing 95 mol per cent 
toluene. It is desinid to estimate the number of plates required for the 
separation as a function of the reflux ratio. An overall plate efiiciency for 
the column of 70 per cent will be used, and the column will be provided with 
a total condenser and a still. The feed will enter as liquid at its boiling 
point and the usual simplifying assumption as to constancy of 0/V will be 
made. 

The y~x curve for benzene-toluene is given in Fig. 180. The minimum 
reflux ratio corresponding to an infinite number of plates would give an 
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intersection of the operating lines at point B. This minimum reflux ratio 
can be calculated from Eq. 7a, using the coordinates of points A and B, 


0.95 -0.75 
P 0.75-0.55 


= 1.0 


The minimum number of theoretical plates, corresponding to total reflux, 
i.e., 0/P equal to infinity, is obtained by determining the number of steps 
between the y—x line and the equilibrium curve necessary to go from point 
A to C. This is found to be 5.5 theoretical plates, or for an overall plate 
efficiency of 70 per cent: 

Minimum number of actual plates =5. 5/0.7 = 7.9. 

These two simple calculations give the limits Ixjtween which the actual 
column must operate. They are represented by the two asymptotic lines 
in Fig. 181. 

For values of 0/P between 1 and it is possible to construct the operating 
lines by drawing a line of slope 0/V = l/[(F/0)+l] through point A, and 
then drawing a line through point C such that it intersects the line through 
A at a; = a;/ =0.55. Operating lines for intermediate values of 0/P are 
shown on Fig. 180. The number of theoretical plates for each 0/P is 

obtained by the stepwis(‘, method. 
The results of such calculations are 
tabulated below. 



1 


2 3 4 

0/P 

Fig. 181. ~ Effect of reflux ratio on num- 
ber of plates required. 


O/P 

Theortitical 

Plates 

Actual plates 

1.0 

00 

00 

1.05 

19.6 

28 

1 10 

16.2 

23.2 

1.20 

13.8 

19 8 

1 40 

11.9 

17 0 

1.80 

9 3 

13.2 

3.0 

7.9 

11.3 

00 

5 5 

7 9 


These values are plotted in Fig. 
181 and form a hyperbolic curve 
that is asymptotic to the minimum O/P and the minimum number of plates. 
In general, the curve of the number of plates vs. reflux ratio is of this type. 
By determining the two asymptotes (minimum 0/P and 0/P— w) and the 
number of plates for two or three other reflux ratios, it is possible to sketch 
the whole curve accurately enough for most design purposes. 

The choice of the proper reflux ratio is an economic problem of balancing 
the operating costs against the fixed charges on the equipment. The cost 
of the fractionating column itself is infinite both at the minimum reflux ratio 
and at the minimum number of plates. In the first case it would require 
an infinite number of plates and in the second case the tower would have to 
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have an infinite cross section in order to produce a finite amount of product. 
The tower cost therefore passes through a minimum at some intermediate 
reflux ratio. The costs of both the condenser and the still increase as the 
reflux ratio is increased. The fixed 
charges on the equipment as a function 
of the reflux ratio therefore pass through 
a minimum. The operating costs, which 
are largely the cost of the heat required 
and the cost of cooling the reflux con- 
denser, iiic.rease almost proportionally to 
the reflux ratio. These conditions are 
sketched in Fig. 182. The total cost, 
which is the sum of the operating costs 
and the fixed charges, also passes through 
a minimum as the reflux ratio is increased 
above the minimum. The minimum in 
the total costs moves toward the mini- 
mum 0/P, the higher the operating costs 
are relative to the fixed charges. 

Equations for Unequal Molal Overflow. — As explained on page 558, the 
proof there given that the enriching and exhausting lines are linear 
depended upon certain simplifying assumptions which it is now desirable 
to eliminate. It must, however, be kept in mind that Eqs. 5, 5o, 6 and 6a 
dej)cuid only on continuity of operation and are valid irrespective of any 
of the other assumptions made. The first case to consider is that in which 
the molal heats of vaporization of the two components of the mixture are 
difl’erent. Calling the molal heats of vaporization of the two components ry 
and r 2 . respectively, the total latent heat of the vapor rising from the nth 
plate is given by the expression 

g„ = yn[.Vnri + (l-2/>2]. (8) 



Fig. 182. — Determination of op- 
timum 0/P. 


Negl(H',tirig change in temperature of liquid and vapor from plate to plate 
and heat losses through the walls of the column, this quantity Qn is constant 
at every section through the column above the feed plate. Combining 
this with Eq. 3, page 555, one obtains 


On+l = 


2/»ri + (l -yn)r2 


-D. 


( 9 ) 


Inspection of this expression shows that in this case the overflow, instead of 
being constant, is a function of ?/»»- Insertion of any specific value of yn in 
Eq. 9 gives the corresponding value of the overflow. Substitution of this 
value for On+iy along with the corresponding value of yn in Eq. 5, gives the 
value of a^n+i, thereby determining a point on the enrichment curve. By 
assuming various values of i/n, one can thus del jrmine any desired number 
of points on the enrichment curve. Plotting these determines the enrich- 
ment curve, which is then used in design in exactly the same manner as the 
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enrichment line for constant molal overflow.* Below the feed plate, oper- 
ating in an entirely analogous manner, one obtains the equation 


^ 

ymri-\-(l-ym)r2 


+W. 


(iO) 


Substituting any particular value of ijm in this equation, one obtains the 
value of Om+i to be substituted in Eq. 6. The corresponding values of ijm 
and Xm+i determine a point on the exhausting or stripping curve. 

Whore the change in temperature through the column is not negligible, 
but the pressure drop is small, the temperature at any point is determined 
by the vapor composition (see the boiling-point curve such as shown in 
Fig. 166, page 525). If now, as in the preceding paragraph, one assumes a 
value of ijnt the temperature of the vapor at the point in question is imme- 
diately determined, but the value of Qn is greater than the total latent heat 
content of the vapors leaving the top of the column by an amount sufficient 
to heat the overflow from its temperature at the top of the column to its 
temperature at the section in question. This temperature of the overflow 
is unfortunately not determined until one knows the value of Xn+i. One 
can get an approximate value of j’wfi by neglecting this temperature correc- 
tion and using the method of the preceding paragraph; then determine the 
corresponding temperature by the boiling-point curve and repeat the process 
until the correct value of Xnii is obtained by successive approximation. 
Thus, one can eomput(^ any n'quired number of points on the enrichment 
curve and similarly below the feed plate. 

Where pressure drop through the column and heat losses through the 
sides are appreciable, it is necessary to corretjt for these by similar methods. 
This requires a knowledge of the number of plates above the section in 
question. It is usually sufficient to estimate these particular corrections 
by making a preliiniruiry det(*rmination of the number of plates by assuming 
constant molal overflow and then ap))lying these corrections to the tempera- 
ture of the vapor and the heat quantity Qn as determined by the boiling- 
point curve, uncorrected for pressure; drop. 

It is entirely practicable to compute the concentration cdianges from plate 
to plat(; down the column, one plate at a time, by the use of these equations. 
Furthermore, where the total numb(;r of plates is small, t.c., where the con- 
centration change’s j)er plate are large, this stepwise method is the shortest 
way of solving the probh’iii except for the case of constant molal overflow. 
Where the number of plates is large, however, the graphical method is 
shorter because one needs to df;termin(' only a relatively small number of 
points on the operating lines as contrasted with the large number of com- 
putations necessary by the algebraic stepwise metliod. Furthermore, the 
graphical method possesses the decided advantage of offering an easy visuali- 
zation of what is happening in the column, which it is difficult or impossible 
to obtain by the algebraic; method alone. 


* It should be noted that the values of ijn and Xn chosen need not corre- 
spond quantitatively to conditions at any specific plate; nonetheless they 
determine coordinates of the enrichment curve. 
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The above equations are derived on the assumption that the heat supplied 
to the bottom of the column is indirect. Particularly in those cases where 
water is the high-boiling component of the mixture, it is common practice 
to heat by blowing live steam into the still. It is obvious that in such cases 
the equations representing the material balances must be modified 
accordingly. 


Multicomponent Mixtures 

The estimation of the number of theoretical plates required 
for the separation of a complex mixture is more difficult than for 
a binary mixture. In a binary mixture, fixing the mol fraction 
of one component in cither the liquid or the vapor and the total 
pressure definitely fixes the temperature and the composition of 
the other phase. However, in the case of a multicomponent 
mixture of n components, (n—l) concentrations as well as the 
pressure must be fixed before the system is completely defined. 
Thus, in a multicomponent mixture the y — x relationships 
of a given component are a function of both the physical charac- 
teristics of the other components and their relative amounts. 
In other words, no unique y vs. x equilibrium curve can be 
drawn, but instead at a given pressure there is an infinite number 
of such curves depending on the relative amounts of the other 
components present. This necessitates a large amount of equilib- 
rium data for each component in the presence of varying propor- 
tions of the others, and, except in the special cases in which some 
generalized rule (such as Raoult\s law) applies, these data are 
not usually available and it is very laborious to obtain them. 
However, the largest use of multicomponent rectification is in 
the petroleum industry, and, for a large number of the hydro- 
carbon mixtures usually encountered in these rectifications, 
generalized rules have been developed which give multicompo- 
nent vapor-liquid equilibria with precision sufficient for design 
calculations. Where the vapor-liquid equilibria are known, it 
is possible to start with the composition of the liquid in the still 
and predict the equilibrium vapor above it. Equation 6 applies 
to any given component regardless of the number of other com- 
ponents present. Thus, by applying this material balance to 
each component in the equilibrium vapor, it is possible to 
calculate the composition of the liquid on the plate above the 
still. From the vapor-liquid equilibria it is then possible to 
estimate the equilibrium vapor above the plate, but in general a 
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enrichment line for constant molal overflow.* Below the feed plate, oper- 
ating in an entirely analogous manner, one obtains the equation 


^ 

ymri-\-{l-ym)r2 


+TF. 


(iO) 


Substituting any particular value of y^ in this equation, one obtains the 
value of Om+i to be substituted in Eq. 6. The corresponding values of ym 
and Xm+i determine a point on the exhausting or stripping curve. 

Where the change in temperature through the column is not negligible, 
but the pressure drop is small, the temperature at any point is determined 
by the vapor composition (see the boiling-point curve such as shown in 
Fig. 166, page 525). If now, as in the preceding paragraph, one assumes a 
value of ?/n, the temperature of the vapor at the point in question is imme- 
diately determined, but the value of is greater than tlu* total latent heat 
content of the vapors leaving the top of the column by an amount sufficient 
to h(^at the overflow from its temjjerature at the top of the column to its 
temperature at the section in question. This temperature of the overflow 
is unfortunately not determined until one knows the value of Xn+i. One 
can get an approximate value of x« 4 i by neglecting this temperature correc- 
tion and using the method of the preceding paragraph; then determine the 
corresponding temperature by the boiling-point cAirve and repeat the process 
until the correct value of is obtained by successive approximation. 
Thus, one can comi)ut(; any required number of points on the enrichment 
curve and similarly below’ tlu' feed plate. 

Where pressure drop through the column and heat losses through the 
sides are appniciablc, it is necessary to (5orr(!ct for these by similar methods. 
This requires a knowUnlge of the number of plates above the section in 
question. It is usually sufficient to estimate these particular corrections 
by making a preliminary determination of the number of plates by assuming 
constant molal overflow and t,h(*n applying these (U)rr(*ctions to the temp('.ra- 
ture of th(? vapor and the heat quantity Qa as determin(*d by the boiling- 
point curve, uncorr(‘ct('d for pressure drop. 

It is entirely practicable', to compute the concentration changes from plate 
to plate down the column, one plate at a time, by the use of these equations. 
Furtliermore, where the total number of plates is small, i.e., where the (con- 
centration changes per plate are large, this stepwise method is the shortest 
way of solving tine problem except for the caste of constant molal overflow. 
Where thte number of plates is large, however, the graphical method is 
shorter because one needs to determine only a r(*lat ively small numi)er of 
points on the operating lines as contrasted with the large inimber of com- 
putations necessary by the algebraic, stepwis(' method. Furthermore, the 
graphical method possesses the detcided advantage of offering an easy visuali- 
zation of what is haj)peiiing in the column, which it is difficult or impossible 
to obtain by the algebraic method alone. 


* It should be noted that the values of //„ and Xn chosen need not corre- 
spond quantitatively to conditions at any specific plate; n^methcless they 
determine coordinates of the enrichment curve. 
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The above equations are derived on the assumption that the heat supplied 
to the bottom of the column is indirect. Particularly in those cases where 
water is the high-boiling component of the mixture, it is common practice 
to heat by blowing live steam into the still. It is obvious that in such cases 
the equations representing the material balances must be modified 
accordingly. 


Multicomponent Mixtures 

The estimation of the number of theoretical plates required 
for the separation of a complex mixture is more difficult than for 
a binary mixture. In a binary mixture, fixing the mol fraction 
of one component in either the liquid or the vapor and the total 
pressure definitely fixes the temperature and the composition of 
the other phase. However, in the case of a multicomponent 
mixture of n components, (n — 1) concentrations as well as the 
pressure must be fixed before the system is completely defined. 
Thus, in a multicomponent mixture the y — x relationships 
of a given component are a function of both the physical charac- 
teristics of the other components and their relative amounts. 
In other words, no unique y vs. x equilibrium curve can be 
drawn, but instead at a given pressure there is an infinite number 
of such curves depending on the relative amounts of the other 
components present. This necessitates a large amount of equilib- 
rium data for each component in the presence of varying propor- 
tions of the others, and, except in the spc'cial cases in which some 
generaliz('d rule (such as Raoult’s law) applies, these data are 
not usually available and it is very laborious to obtain them. 
However, the largest use of multicomponent rectification is in 
the petroleum industry, and, for a large number of the hydro- 
carbon mixtures usually encountered in these rectifications, 
generalized rules have been develop()d whicli give multicompo- 
nent vapor-liquid equilibria with precision sufficient for design 
calculations. Where the vapor-liquid equilibria are known, it 
is possible to start with the composition of the liquid in the still 
and predict the equilibrium vapor above it. Equation 6 applies 
to any given component regardless of the number of other com- 
ponents present. Thus, by applying this material balance to 
each component in the equilibrium vapor, it is possible to 
calculate the composition of the liquid on the plate above the 
still. From the vapor-liquid equilibria it is then possible to 
estimate the equilibrium vapor above the plate, but in general a 
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“trial-and-error” calculation will be involved since the tempera- 
ture on this plate is not known. The temperature must be such 
that the liquid on the plate will exert a pressure equal to the 
prevailing pressure in the column. The calculated equilibrium- 
vapor composition under such conditions is then utilized for 
each component together with Eq. 6 to determine the composition 
of the liquid on the plate above, and these operations may be 
repeated in order to proceed up the column. At the feed plate 
it is necessary to make heat and material balances to take account 
of the condition of the feed; thereafter Eq. 5 must be utilized 
instead of Eq. 6. The calculations are continued until a com- 
position similar to the overhead product is obtained — a composi- 
tion which, together with the composition of the residue, th(^ mols 
of distillate and residue, must give an overall material balance for 
each component. While such a procedure is more laborious 
than for the corresponding calculations for a binary mixture, 
owing to the larger number of components and the ‘‘trial-and- 
error’^ estimations that are involved, it is fundamentally exactly 
the same. In the foregoing discussion it was assumed that the 
composition in the still was known as a starting point for the 
calculation. Often the determination of the complete composi- 
tion at some position in the column as a starting point is the most 
difficult part of the whole calculation. This difficulty arises 
since, for a given feed composition, reflux ratio and total pres- 
sure, it is possible to fix only two additional factors before the 
system is completely defined.* 

In general, the complete composition of neither the residue 
nor the distillate can be determined by fixing two terminal 
conditions, in which case it is necessary to estimate the complete 
composition of either the product or the residue and then proceed 
with the calculations as before until the desired degree of separa- 
tion is obtained. If, then, the calculated product and residue 
compositions satisfy a material balance for each component, the 
estimated composition was correct. However, if a materia! 
balance is not satisfied, it is necessary to estimate a new composi- 
tion and repeat the calculation. This estimation is often 
simplified owing to the fact that the degree of separation is so 
high that the heavier components will appear in the product in 

* The discussion assumes constancy of 0/F in each section, definite feed 
location, definite thermal condition of the feed and theoretical plates. 
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quantities so small as to be negligible, and the same will be true 
for the lightest components in the residue. For detailed design 
methods for multicomponent mixtures, the reader is referred to 
the following references: (4), (5), (7), (10), (11) and (16). 

Vapor Velocity. — In designing columns the vapor velocities 
must be kept within reasonable limits to avoid undue friction 
and entrainment, i.e,, vapor passages must be adequate. There 
must, of course, be sufficient pressure to overcome the liquid 
head on the slots and the friction through the vapor passages into 
the liquid. This latter is largely due to the orifice action of the 
slots, and the equation for such flow is similar to the weir equa- 
tion (page 70), i.e.j q = giving the average velocity 

^av. where q is flow in cubic feet per second, 

b is width of slot, x is pressure drop across orifice in feet of vapor, 
g is acceleration due to gravity and c is a constant having a 
value of approximately 0.6. This excess pressure below the 
plate backs the liquid on the plate below up into the overflow 
pipe by a corresponding amount. The net distance between 
plates must be sufficient to provide for this pressure, as other- 
wise the liquid in the column will back up into the condenser. 

Th(Te shoidd l)e at least 6 in. between plates to allow for 
spattering and splashing, and even with this allowance entrain- 
ment of liquid into the plate alcove may be considerable. If the 
vapor velocity through the tower becomes too great, this splash- 
ing will n^ach a point where the liquid is carried almost bodily into 
the plate above and from the top plate into the condenser. This 
effect is what limits the capacity of a column. The inadequate 
data available indicate that this effect is determined by the 
superficial vapor velocity over the whole cross section of the 
column; the droplets of liquid thrown into the vapor space 
between the plates tend to be carried to the next plate by the 
drag due to superficial velocity of the vapor. The entrainment 
from one plate to another, which partially destroys the counter- 
current action of the tower, is frequently the predominant factor 
in determining the tower capacity. For this reason the settling 
formula (page 300) has been applied to the allowable superficial 
velocity, as 


^AllowabI« 



PL~"Pq 

pa 
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where pz, and po are the densities of the liquid and vapor, respec- 
tively, and C is a factor that depends on the plate spacing and 
the physical properties of the system. In well-designed bubble 
cap columns, operating under atmospheric pressure, the allowable 
superficial vapor velocities without excessive entrainment are 
1 to 5 ft. per sec. Although the allowable linear velocity as 
given by the above formula increases with decreasing pressures, 
the allowable mass velocity increases approximately as the square 
root of the pressure, and the capacity of a column of given diam- 
eter may be iiuTcased by operating under a pnissure abov(‘ 
atmospheric. As shown on pages 525 to 527, vapor composition 
does not change very rapidly with change in pressure. It follows 
that the operation of a rectifying column under pressure is 
advantageous because capacity is increased with little sacrifice 
of separation. This principle has for many years been success- 
fully practi(;ed in the separation of ammonia and water in absorp- 
tion refrigeration machines. 

It should be remomber(‘d that, if th(^ amount of reflux for a 
given i)roduct is incrt^ased in order that the number of i)lat(\s in 
the column may be de(T(\ased, as sugg('st(id on i)age 568, two 
disadvantages are at the same time introduced. First, the heat 
consumption of the operation is pr()j)()rtionally increased, and, 
second, the cross se(;tion of the column must be (ailarged to 
accommodate tlu^ greater volume of vapor which must rise 
through it. 

It is important to provide adecpiate overflow pipes for the 
reflux, especially in those cases where the vapor quantity is 
small compared wdth the overflow, as in alcohol columns below 
the feed plate and the like. The capacity of these pipes is 
limited by the amount of liquid that can enter them, since this 
flows in under low head. The upper edge of the pipe acts as a 
weir, and tlie flow can be calculated by the weir equation (page 
71). Since pcTimeter is the essential thing, rectangular or oval 
shapes are preferred, the width being approximately three times 
the height of the liquid above the upper edge. 

There is in practice a certain amount of variation in the depth 
of the liquid seal above the to]) of the slots in the bubble caps. 
A depth of sev()ral inches has been employed but it seems better 
to restrict this depth to a fraction of 1 in. to 1 in. When a bubble 
rises through the liquid, the outside of the bubble soon comes to 
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equilibrium, but the interior is protected by this saturated vapor 
film on the surface, and further interaction is slow. The bubble 
should therefore be broken up and reformed in order to mix the 
vapors, i.e., the bubble should pass to the next plate. 

Allowable velocities of vapor and liquid in packed columns are 
given on p. 492. 

Free Energy of Separation of Liquid Mixtures. — The minimum work 
required to separate 1 mol of a mixture into its two volatile components 
under reversible isothermal conditions is 

I In. ^ + (1 - J) In. j 

where R is the gas constant, T is the absolute temperature, x is the mol 
fraction of the first component and 1 —x that of the second, p is the partial 
pressure of the first componeiit in the mixture and P is that of the same 
(iomponent in the pure state, w'hile and P' apply similarly to the second 
component. This relation is not dependent upon Raoult's law but does 
assume that the vapors obey the gas laws. For mixtures that follow Raoult’s 
law it simplifies to 


W = —RT[x Ine a: + (l —x) In^ (1 — x)]. 

At any definite temperature this expression is iiuh'pendcnt of the pressures 
of the pure components, i.e., the energy theoretically recpiired to separate 
such a mixture into its components is independent of their boiling points. 
On the other hand, this reversible work is seen to be proportional to the 
absolute temperature at which the separation is carried out. The minimum 
work of separation at 70°F. of an equimolal mixture whi(;h follows Raoult’s 
law is 730 B.t.u. Since the heat of vaporizalaon of one-half of a mol of the 
low-boiling component alone is approximately 4000 H.t.u., it follows that 
distillation as ordinarily carried out is an extrenn'ly inefficiiait process. 
To secure high energy effieiency the heat employed should be (so far as 
possible) re-utilized, as is done, for example, in multiple-effect evaporation. 
Furthermore, since separation by distillation is more difficult as the boiling 
points approach each other, one concludes that methods other than direct* 

* Thus methyl alcohol and acetone not only have boiling points that 
differ by less than 9° but form a constant-boiling mixture. Their separation 
may, however, be effected by addition of some material very soluble in one 
but not in the other. Such a material will obviously lower the vapor pres- 
sure of the first but not the second. Caustic soda or potassium carbonate 
may be employed but tends to polymerize the acetone. Sodium thio- 
sulfate is almost equally effective and does not have this disadvantage. If 
this substance is admitted into the top of a rectifying column, the methyl 
alcohol is effectively washed down the column while the acetone distills 
over. The thiosulfate is most conveniently added as a saturated aque- 
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distillation should, if possible, be employed for separating mixtures, the 
components of which boil close together, i.e., distillation is not a reversible 
process. 
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CHAPTER XVII 


HUMIDITY, AND WET- AND DRY-BULB 
THERMOMETRY 

The amount of water vapor present in a gas is spoken of as 
the “humidity” of that gas. The design of apparatus of indus- 
trial importance for processes such as air conditioning, the drying 
of solids by gases, the drying of gases by liquids, the cooling of 
liquids by their evaporation into gases (cooling towers, spray 
ponds, etc.) depends upon a clear conception of this quantity 
and convenient units in which to express it. 

DEFINITIONS 

William Grosvenor^^^ proposed a system of units which is 
admirable for the purpose of this work, and with some modifica- 
tions it will be adopted. The basis of all calculations is one 
part by weight of dry air. While any unit may be employed, the 
pound will be used here. The followiiif definitions will be 
adhered to in this book: 

Humidity {H) is the number of pounds of water vapor carried 
by 1 lb. of dry air.* This is sometimes called absolute humidity. 

Per cent absolute humidity is the number of pounds of water 
vapor carried by 1 lb. of dry air at a definite temperature, 
divided by the number of pounds of vapor that 1 lb. of dry 
air would carry if it were saturated at the same temperature. In 
other words, it is the humidity of air at any temperature expressed 
as per cent of the humidity of saturated air at the same 
temperature. 

Per cent relative humidity is defined as lOOp/P., where p 
is the actual partial pressure of the water vapor and Pa is the 
vapor pressure of water at the same temperature.! 

* In the discussion and calculations following, the total pressure is taken 
as normal barometric, unless otherwise stated. 

t Since the per cent relative humidity is defined as 100(p/Ps) and the per 
cent absolute humidity equaj^ 100[p/(760— p) -i-Pi/(700— /^)], the factor by 
which the former must be multiplied to convert it to the latter is (760 -P«)/ 
(760 — p), where p and P, are expressed in millimeters of mercur 5 \ 

677 
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Dew point,* or saturation temperature, is the temperature 
at which a given mixture of air and water vapor is saturated 
with water vapor. In other words, it is the temperature at 
which water exerts a vapor pressure equal to the partial pressure 
of the water in the air. 

Humid heat (s) is the number of B.t.u. necessary to raise 
the temperature of 1 lb. of dry air plus such water vapor as 
it contains 1°F. Humid heat obviously increases with increasing 
vapor content of the air, and is then'fore a function of humidity. 
Since over the range of (conditions involved the specific heats 
of dry air and watc'r vapor are substantially constant, being 0.24 
and 0.45, respectively, the following eejuation is used to calculate 
the humid h(vdt: s = 0.24 +0.45//. 

Humid volume is the volume in (cubic feet of 1 lb. of dry air 
together with the water vapor it contains. It is influenced by 
temperature, pressure and humidity. 

Saturated volume is the volume in cubic f('et of 1 lb. of dry 
air when it is saturated with water vapor; that is, it is the 
humid volume at saturation, and is d(ctermined by the tempera- 
ture and pressure. It should be noted that the humid volume 
of air equals the procffict of its saturated volume at its dew point 
and the ratio of th(' absolute temperature of the air to the absolute 
temperature of its dew point. 

CONSTRUCTION OF HUMIDITY CHART 

In Fig. 188 1 the following four it(ms are plotted as ordinates 
against temperature in degrees Fahrenheit as abs(cissas: 

1. Humidity //, as pounds of water per pound of dry air, for 
air of various relative humidities. 

2. Specific volume, as cuinc feet of dry air per pound of dry air. 

Obviously this fiictor is never greater than unity. For example, air of 
50 per cent relative humidity at 100°F. has a per cent absolute humidity 
of 48.4. 

* Called “dew point” because, on cooling, condensation begins at this 
temperature. 

t This is similar to the Grosvenor^^’ chart published by The Institute of 
Chemical Engineers, except that humid heat j^s plotted against humidity, 
instead of ternpera+ure, and curves for per cent relative humidity are shown. 
Figure 183 is based on more recent data for the physical properties of air 
and water. 
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3. Saturated volume, as cubic feet of saturated mixture per 
pound of dry air. 

4. Latent heat of vaporization, r, as B.t.u. per pound of water 
vaporized. 

In addition, there are shown: 

5. Humid heat s, plotted as abscissas against the humidity 
H as ordinates, and 

6. Adiabatic humidification curves, humidity vs. temperature. 
The construction of each of these curves will now be taken up 

in the order named. This chart represents mixtures of dry air 
and water vapor, the total pressure of the mixture being taken 
as normal barometric. 


Humid He«t(BTU per Deg, F. per lb Bone Dry Air) 
024 0.25 0.26 0.?7 0.28 Q?9 030 Q3I 



30 40 50 eO 70 80 90 100 110 120 130 140 150 IbO 170 180 190 200 210 220 230 
T©mper(?iture. Deg. F. 

Fia. 1S3. — Humidity chart, ordinary range. (This chart is reproduced in larger 
scale on the folding chart facing page 720.) 

1. Humidity, H . — Taking the actual pressure of water vapor 
in the mixture as p mm. of mercury, the pressure of the dry 
air is obviously equal to 760 — p. Since the molal ratio of water 
vapor to air is p/(760 — p), the mass ratio is 

p(18.02) 


H = 


(760 -p) (28.97) 


( 1 ) 


expressed as pounds of water vapor per pound of dry air. 

The curve in Fig. 183 mark^^d “100 per cent” is calculated by 
substituting in the preceding equation the saturation pressures of 
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water vapor at various temperatures, data being taken from the 
latest steam tables. For example, the saturation pressure 
of water vapor at 100°F. is 49.1 mm. of mercury, and hence H 
at saturation at 100°F. is 49.1 (18.02)/(710.9) (28.97) or 0.0428. 
If a mixture of air and water vapor at 100®F. has a relative 
humidity of 40 per cent, the partial pressure of water vapor is 
0.4(49.1) or 19.64 mm. of mercury, and the absolute humidity 
is 19.64(18.02)/(740.4) (28.97) or 0.0165. 

2. Specific Volume (Dry Air). — ^This quantity is calculated 
from the gas laws (see pages 5 to 7). These state that 1 lb. 
mol of air (28.97 lb.) occupies 359 cu. ft. at standard conditions, 
namely, 492°F. abs. (32°F.) and normal barometer. Hence 

Specific volume = = 11.57+0.0252^ (2) 

where t is in degrees Fahrenheit. It is clear that the specific 
volume increases linearly with <, as shown in Fig. 183. Thus at 
100°F. the specific volume equals 14.09 cu. ft. per lb. of dry air. 

3. Saturated Volume and Humid Volume. — As defined, the 
saturated volume is on a basis of 1 lb. of dry air, and equals the 
fam of the specific volume of the dry air plus the volume of 
the water vapor associated with the particular saturated mixture. 
The weight of the water vapor in saturated air at 100°F. is seen 
from the 100 per cent humidity line to be 0.0428 lb., and the 
corresponding volume equals (0.0428) (359) (460 + 100) /(18. 02) 
(460+32), or 0.97 cu. ft. The saturated volume at 100°F. 
is then 14.09+0.97 = 15.06. A curve of such values is shown 
in Fig. 183. 

Since humid volume is defined as the volume of any mixture, 
expressed as cubic feet of mixture per pound of dry air, and since 
both the specific and saturate^d values arc on the basis of 1 lb. 
of dry air, the humid volume for any humidity may be obtained 
directly by interpolation between the curves for specific and 
saturated volumes. For example, air having a humidity of 
0.0165 at 100°F. has a humid volume of 14.09 plus (15.06 — 14.09) 
(0.0165/0.0428), or 14.46. An interpolation of the chart will 
check this figure. 

4. Latent Heat of Vaporization. — This value, expressed as 
B.t.u. per pound of water evaporated, is taken from the steam 



HUMIDITY, AND WET- AND DRY-BULB THERMOMETRY 581 


tables^ 2 ) and jg found to decrease as temperature rises as shown in 
Fig. 103. 

6. Humid Heat s. — From the definition of humid heat, 

5=0.24+0.45// (3) 

and it is seen that it should bo plotted vh. the actual humidity 
of the air; it is so shown in Fig. 183. For example, the value of 
s for air, having an absolute humidity of 0.0222, is 0.24 plus 
(0.45) (0.0222) or 0.250. In Fig. 183 the scale for 5 is shown 
at the top of the plot, and it should be noted that 5 is the only 
variable not plotted against temperature. 

6. Adiabatic Humidification Curves. — A process is said to be 
“adiabatic” when there is no heat interchange with the sur- 
roundings. Since in many processes of drying and humidification 
substantially thcvse conditions are found, equations for adiabatic 
evaporation are of value. 

Consider the case of steady flow of a gas through an ideally 
insulated enclosure in whi(;h the gas is brought into contact with 
water, enough feed water being added at the temperature T" 
to replace that evaporated. As an overall result, the air is cooled 
from the original tc'mperature ti to and the humidity increases 
from Hi to Hi, The overall heat balance, per pound of air, is 

{Ih -Hi) {h - r +n) = 5i(/: - ^ 2 ) . (4) * 

Now suppose that the surface of contact is infinite so that the 
air is cooled to saturation at the definite saturation temperature 
ts. The heat balance for the adiabatic saturator is 

(//. - Hi) {ts - r +r,) = siijii- U. (5) 

If the temperature of the make-up water is fixed, since Ih and 
r, are fixed by and Si depends only on //i, it is seen that 
Hi is a unique function of ti. Since Si d(H*reases with decrease 
in H\y it is ch^ar that a plot of Hi as ordinates vs. h as abscissas 
would give a curve concave upward. Such adiabatic saturation 
curves, t based on T' equal to are shown on the humidity 

♦The exact relation is {Hz — Ih) (i„2 — i’lt') =si(^i — <2), where Vj is the 
enthalpy of the vapor at H2 and and ihr' is the enthalpy of the liquid 
at T'. However, unless the final mixture is considerably superheated, 
Eq. 4 is sufficiently accurate. 

t Sometimes called curves of constant enthalpy. 
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chart and are based on the relation 


(te — t) rj 


(5a) 


The curves end at Ha and and run downward to the right with a 
decreasing slope. For convenience, a number of curves are shown 
for a number of saturation temperatures arbitrarily chosen at 
5® intervals. 

With finite contact area, the air leaves the apparatus unsatu- 
rated, but, when one writes the appropriate heat balances, one 
finds that these adiabatic saturation curves may also be used as 
‘‘path curves,” even when the final air is not saturated. The 
values read from these curves give the correct final temperatures 
and humidities of the air, provided the make-up water enters, as 
assumed, at the adiabatic saturation temperature. If the make- 
up water enters at a somewhat higher or lower temperature*, 
owing to the fact that in Eq. 4 the term t 2 — T' is ordinarily small 
relative to the latent heat, the results sliown on the curves are 
usually satisfactory approximations. Foi; prcicise calculations, 
Eq. 4 should be used. 


DETERMINATION OF HUMIDITY 

Although the water content of air may be determined accu- 
rately by chemical methods, or by measurement of its dew point, 
in much engineering work the humidity is calculated from obser- 
vations of the “wet” and “dry” bulb temperatures of the air. 
The mechanism of the process will be considered in detail, not 
only because of its intrinsic importance, but also on account 
of the light thrown on all the phenomena of evaporation of a 
liquid into a gas. 

Mechanism of Evaporation of a Liquid into a Gas. — If in 

unsaturated air there is placed a drop of water at a temperature 
slightly above the dew point of the air, vaporization will oevnr. 
Inasmuch as the water vapor is carried away from the drop by 
diffusion, the rate of evaporation will be proportional to the area 
of the drop and to the difference between the vapor pressure of 
the drop and the partial pressure of water vapor in the surround- 
ing air. Calling the surface area of the drop A, its temperature 
T, the corresponding vapor pressure P, the partial pressure of the 
aqueous vapor in the surrounding air p, the air being at <, the 
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instantaneous rate of evaporation W is given by the equation 
W^kA{P — p)j where k is the diffusion coefficient through the 
gas film on the drop. 

If the water is colder than the air heat will flow from the air 
to the drop in accordance with Newton^s law: q = hA(jt—T), 
where h is the coefficient of heat transfer through the gas film on 
the surface of the drop and q is the instantaneous rate of heat 
transfer. This will raise the temperature of the drop, increasing 
the rate of evaporation but decreasing the rate of heat flow. 
This process will continue until ultimately a condition of dynamic 
equilibrium is reached in which the heat transferred from the 
surroundings will exactly supply the heat of vaporization r«, 
of the water evaporating at the temperature t^ The correspond- 
ing heat balance is 


q - TyyW = kAryj{P^ — 'p)=hA{t — tj). (6) 

This dynamic equilibrium temperature ty, is called the wet-bulb 
temperature. 

Although the above equation for evaporation of water into 
unsaturated air is based on the assumption that the water was 
initially colder than the air, the same condition of dynamic 
(equilibrium described above will be obtained regardless of the 
initial water temperature. Thus, if the initial water tempera- 
ture is higher than that of the air, the water will be cooled, not 
only by (evaporation, but also by heat transfer from the drop to 
the air. If the air had been saturated, no evaporation would 
occur and the wet-bulb, dry-bulb and saturation temperatures 
would be the same. 

Wet- and Dry-bulb Thermometers (Hygrometers). — If a drop 

of liquid is left in a gas, it rapidly assumes the equilibrium 
temperature represented by this equation, and use is made of 
this fact to determine the water content of the air. The tempera- 
tur(^ of the air, is measured with an ordinary mercuiial ther- 
mometer, while the surface of the bulb of a second thermometer 
is kept wet by being enclosed in a cloth or wick thoroughly 
moistened with water. The unknown partial pressure of water 
vapor in the air is 


(6a) 
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Since t and tw may be observed, and since the vapor pressure 
can be read from the steam tables to correspond to the temperature 
of the wet bulb, ttuj a knowledge of the term hlkru^j called J, 
enables one to determine the amount of water in the air for any 
condition of temperature and humidity. Allowing for these 
variations* in J, the above equation is the basis of all humidity 
tables and charts. It is found to be a function of both the total 
pressure and the temperature, but the change is sufficiently 
small to be negligible for many engineering calculations. Thus, 
if temperatures are given in degrees centigrade and pressures of 
w^ater vapor in millimeters of mercury, J is practically 0.5 for 
water in air at normal barometric pressure. The difference cf 
the ‘‘dry-bulb’^ and ‘^wet-bulb’’ temperatures is sometimes 
called the wet-bulb ^^de})ression^’ or ^'psychrometric difference. 

Effect of Radiation. "-The heat transferred to the wet bulb 
by radiation from the surroundings is constant for definite 
temperature conditions, entirely independent of air velocity; 
by increasing the air velocity, the heat received by (*ondu(;tion 
and convection can be increased to such a degree as to render 
the radiation a quantity negligible in comparison. The eoeffi- 
eic'iit of heat transfer h in Eep 6 equals tlu^ sum of the coefficients 
he for conduction and convection and hr for radiation. Designat- 
ing the dimensionless ratio h/hc or {hc+hr)/hc by the symbol a, 
I]q. 6 becomes 

(6b) 

The effect of air velocity upon the radiation correction factor a 
is shown in P'ig. 184. f 

Since the surroundings are usually at the dry-bulb tempera- 
ture, radiation raises the temperature of the wet bulb. As motion 
of air over the wet bulb is increased, a decreases, as shown in 
Fig. 184, and J also decreases, asymptotically approaching a 
constant value. As would be expected, the value of J obtained 
upon calibrating hygrometers of the stationary type is always 

* The quantities affecting J will be discussed later. 

t The values of he are based on the data for flow at right angles to a single 
cylinder, shown in curve GH of Fig. 40, page 112, taking D as 0.0229 ft. 
(7 mm). The value of hr is based on the radiation equation hr —^<rprT\y., 
where T»v. is the arithmetic mean of the absolute temperatures of the sur- 
rpundinjs and the wet bulb, the emissivity p, being taken as 0.95. 
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higher than when high gas velocities are used. Since it is 
difficult to keep the air perfectly still, and since when the motion 
is slight a small change in the velocity produces a large variation 
in J, the velocity of air should be such as to produce a sub- 
stantially constant value of J. 

The humidity of air at a given point in a drier, or other appa- 
ratus in which the air velocity is high, may be obtained from 
the readings of stationary wet- and dry-bulb thermometers. 
The make-up water, necessary to compensate for that evaporated, 
should be at the wet-bulb temperature. For measuring the 



Fig. 184. Effect of air velocity upon radiation correction factor. 


humidity of stagnant air, the desired high velocity (15 to 25 ft. 
per sec.) is obtained with the sling psychr« )meter, which consists 
of thermometers mounted on a stick with a handle attached so 
that they may be swung by hand. In some cases, instead of 
swinging the thermometers, air is drawn past stationary ther- 
mometers by a fan (to avoid heating effect on the air passing 
through the fan). 

Technique of Psychrometry , — The technique of the use of a 
sling psychrometer is important. Before the psychrometer is 
swung, the temperature of the wetted bulb should be adjusted 
to a point just above the true wet-bulb temperature of the air 
being tested. If the initial temperature of the water on the bulb 
is too high, it will take a long time to cool the bulb to the wet-bulb 
point and before this point is reached the water will have evapo- 
rated to such an extent that the thermometer never reaches the 
true wet-bulb temperature (see curve 1, Fig. 185). If the initial 
temperature of the wet bulb is but slightly above that cor- 
responding to the true wet-bulb reading, the thermometer will 
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cool quickly to the wet-bulb temperature long before the water 
has evaporated to any serious extent and a long flat minimum 
in the temperature curve will be observed (see curve 2a, Fig. 185) . 
If, however, the initial temperature is considerably below that 
of the true wet-bulb reading, the thermometer will rise in tem- 



perature throughout the 
period of slinging. It is true 
that there will be a flat portion 
in the temperature curve as 
shown by curve 3 (Fig. 185), 
but the estimation of this 
point of inflection is inaccu- 
rate. For accurate work the 
instrument should be cali- 


Time 


brat(id under standardized 


Fig. 185. 


conditions. 


Determination of Humidity by Wet- and Dry-bulb Thermom- 
eter Readings. — A quantitative relation between the wet- and 
dry-bulb temperatures and the actual partial pressure of water 
in air has been previously derived (p]q. 65). 

In order to be able to plot this relation on the humidity chart, 
the term Pw — p will be converted into a term involving Hw — H, 
In Chap. XIV, page 449, it is shown that the mass-transfer coeffi- 
cient A; is a function of the partial pressure of the non condensing 
gas, i.e., k equals kilpnj where Pnf is the mean partial prcissure of 
the inert gas in the effective gas film. For the usual case there is 
little fractional variation in the partial pressure of the inert 
gas through the film, and hence little error is introduced by 
replacing the term {Pw — v)/Vnf by the term {Hu> — H){Mn/Mv), 
where Mn and My are the molecular weights of the gas and vapor, 
respectively. Making these substitutions in Eq. 65 gives 


(t — tw) Twk^ 


(6c) 


where k' represents the term kiMn/M^. 

Upon applying Eq. 6c to the recent data of Dropkin,^^^* 
the values of the radiation correction being obtained from Fig. 

* The experiments covered values of H ranging from 0.0043 to 0.0169, 
dlljdt from 0.000276 to 0.00095 and hc/kns from 0.933 to 0.975, but the 
last term was independent of the air velocity. 
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184, the mean value of hc/k's was found to be 0.945 for mass 
velocities G' ranging from 0.94 to 2.5 lb. of air per sec. per sq. ft. 
of cross section, corresponding to linear velocities of 12.5 to 
33.3 ft. per sec. reduced to 70®F. and normal barometer. At 
an air velocity of 16.7 ft. per sec. (G' of 1.25), Fig. 184 shows that 
a is 1.058 and the psychrometer equation (6c) becomes 

T%p 

which is identical in form with that of the adiabatic saturation 
curve (Eq. 5a). Hence, if the air velocity over the wet-bulb 
is 1.25 lb. per sec. per sq. ft., the humidity of the air can be 
read from the adiabatic saturation curves on the humidity chart, 
by locating the wet-bulb temperature on the saturation curve, 
drawing a line parallel to the nearest adiabatic curve and reading 
the ordinate corresponding to the dry-bulb temperature. In 
other words, at this standard air velocity the adiabatic saturation 
temperature and wet-bulb tem})erature are identical. At 
higher velocities, where the radiation correction factor is slightly 
less, the wet-bulb temperature is slightly less than tli(' adiabatic 
saturation temperature, and at lower velocities the reverse is 
true. 

This procedure is based on the best available data, which are 
unfortunately small in amount. The available data were 
obtained at low humidities where the specific and humid heats 
were practically the same. The humid heat, rather than the 
specific heat, was brought into the correlation merely for con- 
venience, since it was desired to utilize the adiabatic cooling 
curves (which properly involve humid heat) in evaluating 
the humidity from the wet- and dry-bulb temperatures. For 
accurate work the humidity should be determined by chemical 
methods. 

Although for mixtures of air and water ordinarily encountered, 
owing to the fortuitous circumstance that hc/k's is approximately 
one, there is little difference between the wet-bulb temperature 
and the adiabatic saturation temperature; for other mixtures, 
such as air and toluene vapor, where K/k's is approximately 1.8 
(see page 593), the wet-bulb temperature is much higher than 
the adiabatic saturation temperature, even when the radiation 
correction has been made. In other words, as shown in Fig. 
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186, the slope of the chord connecting the points twi and Hi, 
ti is much greater than the slope of the chord connecting the 
points H«, tg and Hi, U, If dry air is partially saturated by 



Fiq. 18G. — Humidity chart for air and toluene vapor. 

exposure to toluene in an adiabatic chamber fed with make-up 
liquid toluene at the resulting mixture will have the toluene 
humidity H 2 and temperature < 2 , as read from the adiabatic 
evaporation curve based on Eq. 5a. The corresponding tolucme 



wet-bulb temperature is seen to be lower than and hence 
the wet-bulb temperature falls during the process, finally reaching 
U where the air is saturated with toluene. For mixtures of air 
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and water vapor, owing to the fact that the wet-bulb lines and 
adiabatic curves are nearly identical, there is almost no change in 
iu as the air approaches saturation. 

Any change consisting only in a decrease of the temperature 
of the air must be represented by a horizontal line on Fig. 183 
until the saturation point is reached. Furthermore, the inclined 
curves represent adiabatic evaporation, and also make possible 
the immediate estimation of the condition of the air from its 
wet- and dry-bulb readings. Also the abvsolute amount of 
moisture picked up or given up by a unit weight of air is deter- 
mined immediately by the difference between the ordinates 
corresponding to its initial and final states. 

Figure 187 is a humidity chart similar to the one previously 
described, except that here the ranges of humidity and tempera- 
ture are far greater; it is useful in the solution of certain types of 
problem in drying (pages 662 to 666). 

ILLUSTRATIONS SHOWING THE USE OF THE HUMIDITY CHART 

Illustration 1. — Assume a drier in which 200 lb. of water is evaporated 
hourly from the material being dried; the available air has a humidity of 
0.0100 and a temperature of 75°F., and is heated to 155°F. before entering 
the drier. The air leaving the drier has a wet-bulb temperature of 100°F. 
and a dry-bulb temperature of 130°F. No other assumptions are made as 
to the material being dried, nor as to the construction and operation of the 
drier. Calculate the air consumption. 

Solution . — The air enters this drier as stated with a humidity of 0.0100. 
Its humidity on leaving the drier is obtained by following the cooling line 
starting at 100°F., the wet-bulb temperature, down to the right to 130®F., 
indicating a final humidity of 0.0356. The rise in humidity of the air going 
through the drier is therefore the difference, or 0.0256. Hence this figure 
is lb. of water picked up/lb. of dry air. Since the w^ater evaporated per hr. 
is 200 lb., the air consumption per hr. is 200 divided by 0.0256 or 7810 lb. of 
bone-dry air. 

Illustration 2. — Referring to the data in the preceding illustration, what 
w'as the volume of air before and after preheating? 

Solution . — ^The air entering the preheater had a humidity of 0.0100 and 
a temperature of 75°F. Reference to Fig. 183 indicates that its per cent 
humidity entering the preheater was 55; interpolation between the curves for 
saturated volume and specific volume at 75°F. indicates that the humid 
volume (of the mixture of water vapor and dry air) was 13.70 cu. ft. /lb. of 
dry air at the entrance to the preheater. 

The air leaving the preheater at a humidity of 0.0100 and a temperature 
of 155®F. had a per cent humidity of about 4; a similar interpolation at 
155°F. indicates that the humid volume of the air leaving the preheater was 
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15.70 cu. ft./lb. of dry air. Other things being equals the fan for forcing the 
air through the apparatus should be designed on the basis of the humid 
volume of the air entering the preheater, inasmuch as the fan should be 
placed where the air has the maximum density, because, with a given volu- 
metric capacity to the fan, the weight capacity is at a maximum when the 
air handled is coldest. Note that these calculations require no knowledge 
of the theory of the drying process itself, or of the mechanism of the drier 
under consideration. 

Illustration 3. — The water in the stock being dried in this apparatus 
entered the drier at 70°F. and the water vapor removed left the dri(;r at 
130°F. Calculate the B.t.u./hr. (a) supplied to the drier other than in 
the air entering at 155°F. and (h) that supplied by the preheater, neglecting* 
heat losses to the surroundings and that necessary to warm up the stock and 
the conveying mechanism. 

Solution . — Per pound of water evaporated the heat consumption is that 
necessary to warm the water from 70 to 130°F., or 60 B.t .u., plus that neces- 
sary to evaporate it at 130°F., or, as read from the chart, 1020 B.t.u., a total 
of 1080 B.t.u. The heat utilized for evaporation, expressed per lb. of dry 
air, is therefore, 1080X0.0256 or 27.7 B.t.u. The lu^at given up per lb. of 
dry air during its passage through the apparatus is equal to the drop in temp- 
erature (155-130°) times its humid heat 0.244, or 6.1 B.t.u. This quantity 
is less than the hejit consumption, thus demonstrating that this drier is fur- 
nish(‘d with some sort of heat supply other than that of the drying air itself, 
and the difference between these two quantities, 21.6 B.t.u., is the heat 
furnished by the heating surfacjc wnthin the drier, expressed per lb. of dry 
air. Since 7810 lb. of dry air was consumed, the B.t.u./hr. furnished by 
the heating surface within the drier was 169,000. 

Since the entering air was preheated from 75 to 155°F., a rise in tempera- 
ture of 80°, the humid heat of this air being 0,245, the heat furnished by the 
preheater was the product of these two quantities, 19.6 B.t.u., expressed per 
lb. of dry air; or the total was this times the amount of dry air per hr. == 
153,000 B.t.u. 

Other Illustrations. — Additional illustrations of the use of 
the chart will be found in the chapters on Air Conditioning and 
Drying. 


DISCUSSION OF PSYCHROMETER EQUATIONS 

Based on a heat balance in terms of the equations for the rates of heat 
transfer and mass transfer, it was shown on page 586 that the psychromeler 
equation could be written 

k'(Hw-‘H)rw—ahc{t—tw). (6c) 

The derivation implicitly assumes that the cooling of the air is differential, 
so small that the actual changes in temperature and humidity of the air are 

* These quantities sometimes are considerable. 



HUMIDITY, AND WET- AND DRY-BULB THERMOMETRY 691 


negligible. The values of (Hv,—H)/{t—tw) or ahdk'ry, are best determined 
by calibration under carefully standardized conditions. Since these ratios 
are found to be characteristic of the gas and liquid employed, it is desirable 
to inquire further into the factors influencing the rate coefficients he and k' 
for any liquid and gas. 

As shown in Chap. II, the gas in the imme- 
diate neighborhood of the surface is flowing in 
streamline motion, whereas beyond this film, 
of thickness B/, the gas is mixed bj'- the eddies 
in the turbulent stream (Fig. 188).* Exclusive {J 
of the effect of radiation, which is allowed for 
separately, the overall thermal resistance l/K .{I 
by conduction and conv(5ction is the sum of 
the conduction resistance B//\ of the film and ^ 
the convection or eddy resistance 

A similar application of the resistance con- 
cept to the mass transfer of vapor from the 
wet bulb to the gas stream (page 448) give^ 
l/fc' = (B// DmMd + ir'c) where r[ is the resist- 
ance to mass transfer thro\igh the turbulent 
portion of th(i gas stream, Dm is the molal diffu 
sivity of (ho vapor through the true gas film and Mn is the molecular 
weight of the vapor-free gas. 

Although the thermal conductivity X and vapor diffusivity Dm appear 
in the film-resistance terms, Bf/\ and Bf/DmMn, there is no reason to sup- 
pose that these properties affect the convection resistances Ve and r^. By 
definition Ve and equal A{i—t')/q and A{H' ~H) /Wj respectively. Con- 
sider the transfer of given mass of gas u> by the turbulent eddies from the 
region, where the conditions t' and H' exist, to (he main body of the gas, 
identified by i and H; for such a convection transfer q is equal to us'it —t') 
and W equals <a{H'—H) and the substitution of these quantities in the 
definitions of Tc and r[ gives 

r:,_A{H'-H)/W _A{ H^-H)M H'-H) 
re A{t-t')/q ^ 

where s' is the humid heat at the outer boundary of the gas film and the 
term r^jrcs' should be independent of velocity and other factors affecting 
turbulence. As shown in earlier chapters, the film thickness Bj would })e 
reduced upon increasing the velocity. Upon writing the ratio of he to /c', 
eliminating Tc by Eq. 7 and rearranging, one obtains 

* For exact shape of curves, see Fig. 137, p. 445. 

t Since equals 1 IK and r' equals 1 lk\, this relation may also be written 



f.c., the ratio of the heat-transfer and mass-transfer coefficients, he and fcj, 
for the eddy-diffusion zone equals the humid heat s'. 
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1 he 

_ DmMn k'\ 

Bf he . 

A's' 


( 8 ) 


This equation, together with experimentally determined wet- and dry-bulb 
temperatures, will allow the calculation of r'jBf. The considerations of 
Chap. XIV indicate that this ratio should be independent of the nature 
of the liquid on the wet bulb and only slightly affected by gas velocity as 
long as turbulent flow exists. One experimental determination therefore 
makes it possible to predict the wet-bulb conditions for other liquids. For 
this latter calculation Eq. 8 can be arranged 
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Fig. 189. 

satisfactorily with the experimental 
Another inclhod of attack would 
mental values for the heat- transfer 
k', in Eq. 


Calculated values of he/k's are given 
in column 5 of Table I together with 
the experimental values; in these cal- 
culations the value of r'/B/ for toluene 
was taken for the calculation of he/k's. 

Figure 189 is a plot of the experi- 
mentally determined value of the 
psychrometric ratio he/k's vs. the 
dimensionless ratio x= \/Dj„MnS. 
The dotted curve is based on the 
theoretical relation (Eq. 8a), using 
the empirically determined value of 
r^/Bf based on the toluene run. It is 
seen that the predicted curve agrees 
values. 

be to substitute predicted or experi- 
and mass-transfer coefficients, he and 


Nomenclature 

A =area of surface, sq. ft. 

B/ = thickness of true film of gas, ft. 

D= diameter of wet bulb, ft. 

Dm = diffusivity in molal units, lb.-mols/(hi.)(ft.). 

G' =mass velocity, lb./(sec.)(sq. ft.). 

absolute humidity, lb. of vapor/lb. of noncondensabl gas. 

* It is interesting to note that, if, as is approximately true for air and water, 
the physical properties happen to be such that the dimensionless term 
h/Di^MnS closely approaches 1, he/k's' will be substantially 1. 
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Table I. — Experimental Values of Psychrometric Ratio he/k's' = 
rv,(II^ — H) /a8(t —tu,) FOR Various Liquids and Air 


Reference: 

Liquid on wet bulb 

(5) 

(6) 

.(7) 

(8)* 

Calcu- 
lations 
from 
Eq. 8a 

Water (a; =0.962) 

1.16 

1.03 

0.95 


0 985 

Methanol (a; = 1.51) 



1 22 


1 22 

Propanol (a;=2.26) 



1.54 


1 55 

Ethyl bromide (x=2.40) 




2.21 

1.60 

Benzene (x=2.52) 

1.61 

1.65 


2.04 

1.68 

Ethyl acetate (a;=2.66) 


1.69 



1.72 

Brombenzene (a;=2.74) 




1.92 

1.75 

Toluene (a; =2. 78) 

2.00 

1.79 

1 77 

1.92 


Chlorbenzene (a; =2.88) 


1.76 

1.83 

2.12 

1.81 

Carbon tetrachloride (a; = 2.92). . . . 

2.00 

1.76 


2.08 

1.83 

w-Propyl acetate (a? =2.97) 

2.07 




1.85 

Ethyl propionate (x=2,97) 



1 .77 


1.85 

Xylene (a; =3.06) 



1.91 


1 90 

Ethylene tetrachloride (a; =3.12) . . . 


2.00 



1.92 


* The8e values are not corrected for radiation, and are not plotted in Fig. 189. 


Table II, — Experimental Values of rv >{ IIw '- H )/ s { t — tw ) fob Water 
IN Various Dry Gases (Apjohn)^“^ 


Gas 

s 

r(Hy,^H)/(t-U 

r{IIy, —H) /s {t — tj) 

CO 2 , with 10,8% air 

0.205 

0.195 

0.95 

H 2 O, with 16% air 

0.206 

0.203 

0.99 

H 2 , with 4.3% air 

2.12 

3.24 

1.53 


Hi, Hw = H at saturation and wct-bilb temporatiires, respectively; 
Hi corresponds to L, Hw to tw. 

he, /tr == coefficients of heat transfer by conduction and convection 
and by radiation, respectively, B.t.u./(hr.)(sq. ft.) 
(deg. F.); h=hc-^hr; he = q/(A)il-n. 

/ = a ratio, equal to (Pw — j))/(Jt—tw) —ahe/kry,. 
k, ki, k', A:' = coefficients of mass transfer of vapor, defined by the equa- 
tions; dW/dA =kiPy,-p) =k,(Py,-v)lpnf =k'{Hy,-H) 

Mn, molecular weights of noncondensable gas and pure vapor, 
respectively. 

P; Pu»= vapor pressures of liquid, at saturation and wet-bulb tem- 
peratures, respectively. 
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P» Pn=partial pressure of vapor and noncondensable gas, respec- 
tively. 

Pnf = logarithmic-mean partial pressure of non condensable gas. 

Pr =einissivity for radiant heat, dimensionless. 
q =rate of transfer of sensible heat, B.t.ii./hr. 
r, Tat ruf=latent heat of vaporization, B.t.u./lb., at L and respec- 
tively. 

Tc, rp= thermal and mass-transfer resistances in turbulent portion 
of gas phase lying outside the true film, respectively, 
defined by the equations: q = {t—i')/rc and W = {IP — 
H)/r:. 

s=humid heat, he;at capacity of mixture, expressed in B.t.u./ 
(deg. F.) (lb. of dry air). 

Ty T' = temperature of water and of feed water, respectively, deg. F. 
U Ui iu, = temperatures of dry bulb, at saturation temperature and of 
wet bulb, respectively, deg. F. 

W =rate of evaporation, lb. /hr. 

X = dimensionless ratio, 'K/DmMnS. 

a(alpha) = radiation correction factor, equal to (/lc^-/^r)//^c, dimension- 
less. 

0(theta) =time, hr. 

X (lam bda) = thermal conductivity of mixture of gas and vapor, B.l.u./ 
(hr.)(sq. ft.) (deg. F./ft.). 

Ai(mu) = viscosity of mixture of gas and vjipor, lb./(hr.)(f1.). 

<T(sigma) =8tefan-Boltzniann constant. 

CO (omega) —mass of gas-vapor mixture transferred by convection. 
Subscripts 1 and 2 refer to specific conditions. 
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CHAPTER XVIII 


AIR CONDITIONING 

The equilibrium relationship in a system comprised of water, 
water vapor and air, and the temperatures reigning in such a 
system, form the basis of certain types of apparatus much 
employed in industrial work. The more important are incluaed 
under the descriptive terms humidifiers, dehumidifiicrs and 
waier coolers. 


GENERAL CONSIDERATIONS 

When it is desired to increase the humidity of air or other 
gas, live steam may be blown into it. However, this increases 
the temperature and introduces any impurities present in the 
steam. Where considerable heat is being developed in a room 
owing to the operation of machinery, the humidity may be 
increased and the temperature decreased by spraying in finely 
divided water, but this does not provide for ventilation. It is 
generally more satisfactory to bring the iiir into direct contact 
with liquid water in an apparatus designed to give the desired 
humidity and temperature, distributing this conditioned air 
through ducts to the desired points, or to provide a portable 
“unit conditioner” which is iastalled directly in the room. 

Visualize an enclosure such as a packed tower, spray chamber 
or other device in which unsaturated air is brought into direct 
contact with water. The surface of the liquid is separated from 
the main body of the gas by what amounts to a stagnant film of 
gas (page 591). All available data indicate that, at the interface 
between the liquid surface and gas film, equilibrium is closely 
approached; consequently the gas at the interface has the 
ab.solute humidity Hi read from the saturation curve of Fig. 183 
at the interfacial temperature 

If at a given cross section of the device U is such that Hi 
exceeds the humidity H of the main body of the air (i.e., if U 
exceeds the dew point or condensation temperature of the water 

b% 
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vapor in the air), water will evaporate and the humidity of the 
gas will increase, regardless of the air temperature, and hence 
humidification is occurring at this cross section of the apparatus. 

The direction of flow of heat depends on the temperature 
difference existing between the air and water. Thus, if the sur- 
face of the water is warmer than the main body of the air 
heat will flow from water to air, increasing the temperature of the 
air, whereas, if the surface of the water is colder than the air, 
heat will flow in the reverse direction, cooling the air. 

The direction of change of water temperature depends on the 
heat balance. Thus, if the surface of the water is warmer than 
the wet-bulb temperature of the air, the water is cooled, while, 
if it is colder, the reverse is true. If U is at the wet-bulb tempera- 
ture, where the heat transferred from air to water is exactly 
balanced by that consumed in evaporation, the water tempera- 
ture remains unchanged. 

Humidifiers. — In a humidifier where surface is provided either 
by the use of a watc^r spray or by allowing water to flow by gravity 
over suitable packing, a relatively large amount of water must be 
circulated in order to maintain the wet surface. At ordinary 
temp(‘ratures the rate of evaporation from such a surface is small 
and hence only a small percentage of the water circulated is 
evaporated. Consequently, the unevaporated water is recircu- 
lated by means of a pump, and make-up water is added to 
compc’iisate for that evaporated. 

Ill the winter, the recirculated water may be pumped through 
a steam-heated water heater. However, in the summer, when 
it is desired to cool the air, the recirculated water is not heated; 
hence the water attains the wet-bulb temperature of the air, 
and the air may be cooled to within a fraction of 1° of the wet- 
bulb temperature. Where the water temperature remains con- 
stant, the mean temperature difference between air and water 
is the same for parallel flow, cross flow and counterflow. With 
parallel flow the kinetic energy of the spray assists in causing 
the air to flow through the apparatus. Packed or plate towers 
(pages 548 and 551) may also be used, but, because of the expense 
of their construction and operation, plate towers are seldom 
employed, although three plates will give nearly saturated air. 
For pressure operation towers containing open packings are 
used. 
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Figure 190 shows a typical spray chamber as used for humidifi- 
cation. The air enters through the inlet dampers and passes 
through the preheating coils into the spray chamber. In 
order to eliminate droplets of liquid from the gas, the air leaving 
the spray chamber passes through the eliminators or baffles, 
which may be kept wet by flooding nozzles. The air then passes 
into subsequent apparatus, sometimes through reheating coils 
as shown. Usually such apparatus is automatic in action, the 
control depending on the readings of wet- and dry-bulb thermom- 
eters, or upon the ‘‘dew point of the exit air (see page 637). 



Fia. 190. — Sturtevaiit horizontal spray-type humidifier or air washer. 

Humidifiers are used widely in air conditioning, especially to 
humidify air for “conditioning rooms'^ in which certain materials, 
such as textiles, foods or tobaccos, are allowed to regain moisture 
removed at some previous step in the process, or where the mois- 
ture in the stock must be kept at a predetermined figure. 

Dehumidifiers. — It is sometimes necessary to remove moisture 
from air. Where complete removal is not required, it is usually 
most satisfactory to dehumidify by cooling and condensation 
rather than by adsorption or chemical absorption (page 436). 
When air is brought into contact with water (or a cooled surface) 
having a temperature below the dew point of the air, H i is less 
than H and consequently water vapor diffuses from the main body 
of the gas through the gas film to liquefy at the interface, thn^^i 
dehumidifying the air. Since the interface is colder than the 
air, heat is transferred from the main body of the air to the 
interface, and both the sensible and the latent heat are trans- 
ferred through the condensate film and absorbed by the main 
body of the water or by the refrigerant. Since the tempera- 
tures of both air and water are changing, counterflow is desirable, 
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an arrangement obtainable in a packed tower and approached 
with a number of spray chambers in scries.* The cooling 
can be brought about by ordinary pipe coolers, but in such a case 
the heat-transfer coefficient is small, thus requiring a large amount 
of an expensive type of cooling surface. Instead of using a pipe 
cooler directly, sometimes the result can be accomplished more 
cheaply by the use of two pieces of apparatus: first, a spray 
chamber, or packed tower, in which cold water is brought into 
direct contact with the air; second, a tubular cooler in which the 
water is cooled by refrigerated brine or a suitable liquid evaporat- 
ing at low temperature. The first of these is very cheap, and the 
second, while of an expensive type, need not be large, because of 
the relatively high coefficient of heat transfer from water to 
refrigerant in the pipe cooler. 

In other cases the water is sprayed directly on the refrigerated 
surfaces located in the spray chamber. The water nozzles for 
dehumidifying spray chambers are designed to furnish a larg(i 
volume of water to absorb the sensible and latent heat from the 
air, whiles in humidifying chamlxTs a large evaporating surface? 
is required and a more finely divided spray is used. The super- 
ficial air velocities employed in spray-type dehumidifiers are of the 
order of 400 to 550 ft. per min., compared with 500 to 700 ft. 
per min. in spray humidifiers. 

Dehumidifiers are widely used in air conditioning of buildings 
and railway cars. They are also used in connection with driers 
in which air is dehumidified before recirculation. Dehumidifiers 
may also be used to salvage waste heat; thus hot moist air in a 
paper mill may be dehumidified to furnish warm water for 
process purposes. 

Water Coolers. — When air comes in contact with water 
warmer than the wet-bulb temperature of the air, the water is 
cooled by evaporation. If this unsaturated air is cooler than 
the water, the latter is cooled not only by evaporation but also 
by the transfer of sensible heat to the air. 

Water coolers are employed in engineering practice where 
cooling water is scarce. The forms ordinarily used are cooling 
towers and spray ponds. Figure 191 shows one type of water 
cooler. 

* Where the refrigeration is obtained by a liquid evaporating at constant 
temperature, there is no advantage in employing counterflow. 
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To recapitulate, the humidity increases in a humidifier, 
decreases in a dehumidifier and increases in a water cooler; the 
water temperature is practically constant in an adiabatic humidi- 
fier, rises in a dehumidifier and falls in a water cooler; the air 



Fig. 191. — Wheeler cooling tower. 


temperature falls in the first and second and usually rises, but 
may fall, in the third. 


METHOD OF CALCULATION 

The humidity chart discussed in the preceding chapter is used 
for determining th(^ relation between the initial and final tem- 
peratures and humidities of the air. Knowing these terminal 
conditions, by means of material and energy balances one 
can readily determine the stoichiometric relations between the 
amount of air handled, the change in humidity and the water 
evaporated or condensed. 
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The size of an apparatus for a given capacity and operating 
conditions may be calculated by applying judiciously three rate 
equations: one for the rate of transfer of sensible heat between 
the air and the water surface, another for the rate of diffusion 
of water vapor between the air and this same water surface, 
and the third for the rate of heat transfer between the interface 
and the main body of the water. 

The heat effect due to evaporation or condensation is disre^. 
garded in the first equation, except as it influences the interfacial 
temperature and hence the average temperature difference 
b('tween water and air. Both of these processes, heat transfer 
and diffusion, take place simultaneously and the coefficients of 
the first two eejuations are tied together by a very simple relation. 
The ne(!essary coefficients for these equations are determined 
experimentally for each type of apparatus. 

Nomenclature 

A = wotted transfer surf^M•o, sq. ft. 

tt —wetted transfer surface per unit volume of apparatus, sq. 
ft./eu. ft. 

Z)ni=molal diffusivity, lb. inols/(hr.)(ft.). 

A = tower diameter, ft. 

€ = base of natural logarithms, 2.718. 

(7=mass velocity of air, lb./(lir.)(sq. ft. of cross section). 

//= absolute humidity of air, lb. of water vapor/lb. of dry air. 

Hi, II Tj /fu- = lnimidity of saturated air; corresponds to Uf Hr to 
and Hw to 

/icu = individual coefficient of sensible heat transfer through gas 
film, B.t.u./(hr.) (cu. ft.) (deg. F. temp. diff. across 
gas film). 

= individual coefficient of total heat transfer through liquid 
film, B.t.u./(hr.)(cu. ft.) (deg. F. temp. diff. across 
liquid film). 

/c'a = individual coefficients of vapor diffusion, lb. /(hr.) (cu. ft.) 

(unit humidity difference between main body of gas 
and interface) 

iii'a =overall coefficient of vapor diffusion, lb./(hr.)(cu. ft.) (unit 
overall humidity difference, H — Hr). 

AfTO=mean molecular weight of gas-vapor mixture 
r=latent heat of vaporization, B.t.u./lb. 
aS’ = cross-sectional area of apparatus, sq. ft. 
s=humid heat =0.24-}- 0.45/f, B.t.u./(deg. F.)(lb. of dry air). 
T=bulk temperature of main body of water, deg™ F (not 
absolute). 
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t =bulk temperature of main body of air, dry-bulb temperature, 
deg. F. 

temperature of dew point, deg. F. 
ti = temperature at interface between water and air films, deg. F. 
wet-bulb temperature of the air, deg‘. F. 
t/cFtt = overall coefficient of sensible heat transfer from air to water, 
B.t.u./(hr.)(cu. ft.) (deg. F. overall temp. diff.). 

V = tower volume, cu. ft., equals SZ. 

w=mii8s rate; of flow of dry air through apparatus, lb. /hr. 

X =lb. of water sprayed/ (hr.)(sq. ft. of cross section of chamber). 
Z = length of spray chamber or height of tower, ft. 

/i=absohite viscosity, lb. /(hr.) (ft.). 

Subscript 1 refers to conditions of both liquid and gas at the gas inlet, and 
subscript 2 refers to conditions at the outlet. 

Basic Equations for Steady Flow. — Consider a tower in which 
the air to be treated enters at the bottom and leaves at the top, 
while the water enters at the top and leaves at the bottom. 
At any given cross section the main body of the air has a dry-bulb 
temperature t and absolute humidity Hj ainj^ the mass rate of 
flow of air is w lb. per hr. At this same s('ction the mass rate of 
flow of liquid water is L lb. per hr.; the main body of the water 
is at T and the interface between air and water is at the tempera- 
ture ti. Designate the conditions at the air entrance end by 
the subscrii)t 1, and those at the other end by the subscript 2. 

The overall water balance is 

Li — L 2 — w{Hi — 7 / 2 ) ( 1 ) 

Neglecting heat exchange with the surroundings, the overall heat 
balance may be written in several alternate forms:* 


L 2 ( Ti — T 2 ) = wsiih — Ti) +w{Hi — Ihyr, — — Ti) (2a) 

Li{Ti — T 2 ) = wsi{t\ — T 2 ) +w{H^ — H 2 )rT^—ws 2 (ti — T 2 ) . (26) 
Li(Ti — ti)—L 2 (T 2 — ti) =ws 2 (ti — t 2 )+w{Hi — H 2 )rt, (2c) 
Li(Ti-t2)-L2(T2-t2) =wsi(ti — t2)+w(Hi — H2)rt,. (2d) 

Now focus attention on what happens in a differential height 
dZ, corresponding to the differential volume dF, having cross 
section S\ dV equals S dZ. The corresponding water and heat 

* These four alte?rriate forms are obtained )\y using T], To, ii and /j as 
datum temperatures, respectively. In all cases the specific heat of liquid 
water is taken as 1. 
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balances are: 

— dL=—wdH (la) 

— L dT= —ws dt — wr dH. (2a') 

The differential interfacial area dA is equal to the product of the 
wetted surface a per unit volume of tower and the volume dV 
of the differential section, f.c., dA equals a dV. The rate of 
transfer of sensible heat between the main body of the air at t 
and the water surface at is then 

— wsdt = (ho) (a dV)(t~- Q . (3) 


The rate of diffusion of water vapor between the main body of the 
gas (having the absolute humidity H) and the interface (having 
the absolute humidity Hi) is then given by the mass-transfer 
equation (page 447) 

-w dH = {k'a)(dV){H-Hi). (4) 


The rate of heat transfer from the interface (at ti) to the main 
body of the water (at T) is then 

-L dT = {hL){a dV){ti-T). (5) 

These five differential equations, and data regarding the necCvS- 
sary coefficients in the rate equations, are the general solution 
to the problem of direct contact between air and water in a 
steadily operated apparatus. Upon dividing Eq. 4 by Eq. 3, 
one obtains the significant relation 



Since it was shown on pages 590 to 593 that for air and water the 
physical properties were such that the dimensionless ratio 
ho/k's was substantially 1, Eq. 6 may be written as 


dt {t — Q 


(6a) 


Adiabatic Humidifiers. — In an adiabatic humidifier the heat 
transferred from air to water tends to heat the water but th(^ 
evaporation tends to cool it. Where the unevaporated water is 
recirculated, it attains the wet-biJb temperature where these two 
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effects balance and the water temperature remains unchanged, 
i.e., dT is zero. The heat balance then takes the form 


j j. WSl((i — t2) 


which is the same as that given on page 581. If the temperature 
Tz of the make-up water is substantially the same as the adiabatic 
saturation temperature lay one may employ the curves for 
adiabatic evaporation plotted in Fig. 183, page 579. 

Since no heat is transferred to the main body of the water, 
it is unnecessary to use Eq. 5, and, since the rate coefficients of 
hlqs. 3 and 4 are tied together, one may choose either equation. 
Selecting Eq. 3 and recalling that ti is substantially constant at 
tu,y integration gives 


1 (^1 h(j(iV 

^it2 — tu,d WS 

A similar intc'gration of Eq. 4 gives 

, {Hu^y-Ih)__k'aV 

\Hl-H2) w 


(3a) 


(4a) 


The rate coefficients are discussed on page 606. 

It is interesting to note that the fractional humidification 
(actual humidification Hz — Hxj divided by that obtainable with 
an infinite apparatus, Hw — Ih) takes the form* 


(II.- Hx) 


k'aV 

= l-e ^ 


(46) 


which is analogous to the Murphree rectification efficiency (page 
566) for a bubble plate, when' gas-phase resistance is controlling. 
Equation 3a takes a similar form 


(^1 — ^2) 


huo 

= 1 — e ’ 


(3b) 


* Equations 46 and 36 are obtained from Eqs. 4a and 3a, respectively, by 
assuming that the water remains at the wet-bulb temperature throughout 
ihe process. 
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The fractional cooling or humidification given by a bubble plate 
is of the order of 0.8. * 

Adiabatic Dehumidification. — Consider a given cross section 
where the main body of the air is unsaturated, .such as the jwint 
having coordinates H\ and h in Fig. 192. If the surface tempera- 
ture of the water is less than that of the main body of the air, 
the conditions at the air-water interface will be represented by a 
point Ht, ti on the saturation curve. Since Hi is less than Hi, 
water vapor will flow from the main body of the gas through the 
gas film, and will liquefy at the interface, thus dehumidifying 



Fig. 192. — Dchumidification diagram. 

the air. Since is less than the air will be cooled and the 
sensible heat so transferred will flow through the same gas film. 
Since both the sensible and latent heats are transferred to the 
water, the temperature of the latter will rise. 

In consequence, as the w^ater flows through the apparatus the 
temperature U of the interface will rise, moving to higher positions 
on the saturation curve, or as the air flows through the apparatus 
it encounters water at lower temperatures. At eacdi cross section 
Eq. 6a applies, f.e., dH/dt^iH — H^/ijL—i^y which means that 
the instantaneous slope of the path is dependent on the pn^vailing 
ratio of the vertical distance, H — to the horizontal distance, 

* Occasionally the performance of a humidifier is rated in terms of the 
“height of a transfer unit” (H.t.u.), where Z is the effective length or height 
of the apparatus, and the number (n) of “transfer units” is arbitrarily 
defined as the ratio of the decrease in air temperature to the logarithmic- 
mean temperature difference from air to water: H.t.u. =Z/w. Inspection 
of Eq. 3a shows that H.t.u. also equals ws/hgaS or Gs/haa^ where G is the 
mass velocity of the air based on the total cross section S. 
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t—ti. The situation is indicated diagrammatically in Fig. 192, 
and it is seen that the path curve will be convex upward. Given 
data for the rate coefficients ha and /il, since for air and water 
fc' may be taken equal to Ag/s, the necessary size of apparatus 
for given operating conditions can be calculated by graphical 
integration of the equations. An approximate solution may be 
obtained by substituting finite increments for the differential 
terms in the basic equations, thus making stepwise calculations, 
with intermediate calculations of assuming that dHIdt is 
constant over short finite intervals at a value equal to the value 
of (see Fig. 192). 

If the gas temperatures are above that of the surroundings, the 
apparatus should not be insulated, unless it is being operated to 
preheat the water. However, for air conditioning in the summer, 
where the air is being cooled below outdoor temperatures, the 
apparatus should bo insulated. 

If the air entering is saturated, it tends to remain saturated 
as it cools, but with substantial temperature differences there is a 
marked tendency toward formation of fog in the gas film. Com- 
putations for the dehumidification of saturated air are often 
made by the approximate method given on page 606 for water 
(ioolcrs. 

Water Coolers. — If at a given cross section the temperature 
of the water surface is above the wet-bulb temperature of the 
main body of the air, the water will be cooled even if the air is 
hotter. However, it is desirable to have the air colder than 
the water so that the water will be cooled both by its own 
evaporation and by transfer of heat to the colder air. Packed 
towers are often used for two reasons: first, because counterflow 
is desirable to give high average values of the driving forces 
{T-Uj U-t and Hi-H), and, second, because high coefficients 
Hlci for the liquid film are obtainable since the liquid film is 
being continually deformed as the water flows over the packing. 
The general problem is solved by applying the basic relations 
given on pages 601 to 602. However, for packed towers one 
sometimes employs an approximate method based on the 
assumption that hhCL is so high that 1% equals T , thus eliminating 
the use of Eq. 5. In such cases the individual coefficient fc' 
multiplied by {Hi — H) is replaced by an overall coefficient K 
multiplied by the “overall driving force” Ht-H, and Eq. 4 
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becomes 

w dH=Ka dViHT-H). (7) 

Similarly Eq. 3 is written 

ws dt^Uaa dViT — t) (8) 

where Uo is the overall coefficient of sensible heat transfer based 
on the ^‘overall temperature difference/^ T — t. There is no 
reason why Ug/Ko should equal s; tests show that this ratio may 
substantially exce(id the humid h(\at. The approximate equa- 
tions (7 and 8) are then used over finite increments employing 
arithmetic-mean values of the driving forces. It should be noted 
that the water temperature, and hence Htj varies throughout 
the apparatus. In designing a water cooler, the initial and final 
water temperature's T 2 and Ti and the rate of input L 2 of the water 
are known, as is the initial temperature h and humidity III of 
the e'litering air. Furthermore, data for the coefficients Uod and 
iC'a are available for towers of certain types. Hence, with 
Eqs. 2, 7 and 8 and the humidity chart, it is jwssible to calculate 
the amount of air requirc'd, the volume of the apparatus and 
the temperature and humidity of the air leaving the water cooler. 
As a first ai)proximation, th(' temperature of the air leaving the 
apparatus may be tak(‘n as 5 to 10®F. below that of the entc'riiig 
hot water. This trial value must later be checked against values 
required by the equations used. 

Discussion of Capacity Coefficients. — The following points 
should be kept clearly in mind: 

1. The coefficient had is obtained experimentally and is 
expressed as B.t.u. {as sensible heat only) per hour per °F. average 
individual temperature difference per cubic foot. Although 
hoa can be determined by experiment, it consists of two factors, 
neither of which can conveniently be determined separately. 
The exact values of haa and Uad cannot, in general, be pre- 
dicted for apparatus for humidification, dehumidification and 
the like, but the qualitative effect of changing certain variables, 
such as velocity of gas or liquid, may be predicted in certain 
cases. 

2. Since the term a represents the square feet of wetted surface 
per cubic foot of apparatus, it will vary widely with the type 
pr design of the apparatus. Even in a definite type of apparatus, 
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gas velocity or rate of liquor circulation or both nearly always 
affect the active surface per unit of volume. 

3. In addition to this, as brought out repeatedly in the chapter 
on Flow of Heat, changes in velocity and viscosity have marked 
effects on certain film coefficients of heat transfer. 

All these facts make the prediction of values of the coefficients 
extremely difficult, and hence for accurate design it is necessary 
to determine the coefficients for the particular conditions under 
consideration. However, by having a clear insight into the 
nature of the variables involved, the amount of experimental 
work required may be reduced to a minimum. While the 
designing of apparatus of these types in the absence of preliminary 
experimental work is undesirable, yet the problem sometimes 
arises, and here one must interpret the results of experiments in 
similar apparatus with care and employ suitable factors of 
safety. 

RATE COEFFICIENTS 

Horizontal Spray Chambers. — ^Tests on a number of spray-type 
humidifiers show that the heat-transfer coefficient hoa varies 
but slightly with gas velocity over the usual range of from 1200 
to 3000 lb. per lir. per sq. ft. of cross section, but increases 
rapidly with increase in the rate at which water is recirculated 
through the nozzles. Tests^^^ on a chamber 4 ft. long and 56 sq. 
ft. in cross section, with parallel flow of air and water, are 
correlated by the equation 

/i<;a=0.0078(x)i-5 

where x represents the pounds of water sprayed per hour per 
square' foot of cross section. The number of nozzles per square 
foot of cross section ranged from 0.8 to 1.6, the water rate per 
nozzle from 180 to 510 lb. per hr., the wate^r pressure on the 
nozzles from 3 to 15 lb. per sq. in., the air velocity G from 1200 
to 2400 lb. per hr. per sq. ft. of cross section and hoa from 20 to 
160. 

Tests on a humidif 5 dng chamber 10 ft. long, with four nozzles 
per square foot and with water sprayed from both ends, gave 
hija of 170 at G of 3000. 

Packed Towers. — Tests^^) a slat-packed cooling tower 

interpreted by the approximate method, gave 
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Ka = 0.0525G and Uaa = 0.0173G 


where G varied from 1020 to 2280 lb. of air per hr. per sq. ft. 
of cross section, and the water rate was 3180 lb. per hr. per 
sq. ft. of cross section. 

Wetted-wall Towers. — Data on the evaporation of water and 
a number of pure organic liquids, flowing by gravity down the 
inside wall of a vertical 1-in. pipe, into a turbulent air stream at 
the same temperature, are correlated^®^ by the dimensionless 
equation 


K^Dt 

DmMn 


•"■a'w 


Values of the diffusivity Dm are shown on page 460. For water 
this reduces to 


K' = (0.025 +0.0000550G"®" 

where t is the temperature of the air, expressed in degrees 
Fahrenheit. 

Analogy between Absorption and Mass Transfer. — By means 
of this analogy, data on the evaporation of pure liquids into 
air and data on the dehumidification of air by contact with 
sulfuric acid were brought into fair agreement with heat-transfer 
data from gas to solid. By this procedure the ordinates of Fig. 
40, page 112, arc taken as {k^Mm/MnG){ti/DmMm)^ instead of 
{h/CpG){C,n/k)^. 


ILLUSTRATIVE PROBLEMS 

niustration 1. Humidifier. — It is desired to cool 22,000 cu. ft. of air/min. 
from 95 to 75°F., using a horizontal spray chamber which sprays the recircu- 
lated water against the air flow. The temperature of the make-up water 
is 80°F., the dew point of the initial air is 58°F. and the barometer is normal. 
Calculate (a) number of spray nozzles required, and dimensions of chamber 
to house the sprays; (6) gal. of water recirculated /min., and theoretical 
horsepower for spray nozzles; (c) gal. of make-up water /min. 

Data and Notes . — For a humidifier, hoa may be taken as 90 provided 
there are 12 lb. of water per min. per spray, two sprays per sq. ft. of cross 
section and the banks about 8 ft. apart (in the direction of flow of air). 
The water pressure on nozzles may be taken as 20 lb. gauge for new sprays 
when the rate of flow is 12 lb. per min. per spray. 

Solution . — From Fig. 183, page 579, it is seen that the humidity of air 
saturated at 68°F. is 0.0100, the wet-bulb temperature is 70°F., and the 
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humidity attained during adiabatic cooling to 75°F. in contact with water 
is 0.0147. 

The humid volume at 95 ®F. is seen (by interpolation between the value 
of 14.82 cu. ft. for saturated air and 13.96 cu. ft. for dry air) to be 14.20 cu. 
ft. mixture/lb. of dry air. Then w equals 22,000/14120 = 1550 lb. of dry 
air /min. The sensible heat removed by cooling the air, having initial 
humid heat of 0.2445, from 95 to 75 is (1550) (95 -75) (0.2445) or 7600 
B.t.u. per min. Since the recirculated water attains the wet-bulb tempera- 
ture (70°F.), the temperature difference between air and water is 95—70 
or 25°F. at the entrance and 75 —70 or 5°F. at the exit. From Eq. 3a it is 
seen that 

hpaV 
ws ** 
or 

F = [ln (25/5)l(1550)(0.2445)(60)/(90) =409 cu. ft. 


Since the value of haa used was determined for one nozzle per 4 cu. ft. and 
for two nozzles per square foot of cross section, the theoretical number of 
nozzles equals 102, the square feet of cross section is about 51 and the 
length of spray chamber is about 8 ft. For 102 of these nozzles in one bank, 
the water rate is (102)(12)/8.33 or 147 U. S. gal. /min. 

According to Eq. 1 the make-up water equals (1550) (0.0147 — 0.0100) or 
7.3 lb. /min. It is obvious that the mixing of 7 lb. of water at 80°F. with 
1224 lb. at 70®F. would not appreciably raise the temperature above 70°F. 

The theoretical horsepower dissipated in the nozzles equals 


(1224) (20) (144) 
(62.3)(33,()()6) 


or 1.72 hp. 


It can easily be showm that the dissipation of tliis power will not cause 
appreciable rise in water temperature.* The calculated values are: 

o. 102 nozzles in one bank housed by a spray chamber 8 ft. long and about 
7 by 7.5 ft. in section. 

h. Water recirculated at rate of 147 gal. /min., the pump theoretically 
requiring 1.72 hp. for the resistance caused by the nozzles alone. 

c. About 1 gal. of make-up water required per ruin. 

A safety factor should be included on the size of the spray chamber and 
number of nozzles to allow for decrease in effectiveness of sprays with time. 
The volume given above (409 cu. ft.) is that of the spray chamber alone; 
obviously, the actual apparatus must include air dampers at the entrance 
and water eliminators at the exit. Suitable strainers should be provided 
on the water line leading to the sprays. For use in winter heating, coils 
should be provided. 

Illustration 2. Dehumidifier. — It is desired to design a coke-packed 
tower to dehumidify continuously 2000 cu. ft. /minute of air saturated at 

* In calculating the actual horsepower of the motor for the pump, one 
must allow for the friction losses and lift in the piping system as well as for 

the nozzle friction and the combined efficiency of motor and pump. 
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80®F. and 1 atmosphere to produce saturated air at 55°F. Cooling water 
is available at 50°F. What shall be the height and diameter of the tower? 

Data and Notes. — A tower packed with 3-in. coke^®^ has been found to 
give of 250 when L/S is 1150 and G is 1200 lb./(hr.)(sq. ft.). 

Solution. — Since Uod depends on both G and L/S^ it is safe to employ the 
given Uoa if G and L/S are equal to, or exceed, the values given. The 
humid volume of the entering air is 14.08 cu. ft. /lb.; hence w will be 2000 X 
60/14.08 = 8530 lb. dry air /hr. The cross section S will then be ^^200 = 
7.11 sq. ft., which calls for a tower diameter Dt of \/7. 11/0.785 or 3.01 ft. 

The inlet water rate L 2 will be 1150(7.11) or 8180 lb. /hr. The overall 
heat balance (Ecp 2a) is 8180(Ti -50) =8530(0.25) (80- T,) -8530(0.24^) 
(55 — Ti) +8530(0.01305) (1051.5), whence the outlet water temperature Ti 
is found to be 70.8°F.* The overall temperature differences (t — T) from 
air to water are (80—66.5) or 13.5®F. at the bottom and (55—50) or 5°F. 
at the top. The arithmetic-mean temperature difference, 9.25°F., will be 
employed as an approximation. The e(juation for the transh^r of sensible 
heat from air to water is (8530) (0.247) (80— 55) = 250(7. IIZ) (9.25), whence 
the height is found to hv. 3.2 ft. 

Note. — If the entering air had been unsaturated, it would have been 
necfissary to solv(i for the outlet humidity that would be obtaincid when 
cooling the air to 55°F. This would require the us(' of Eq. 7, together with 
the numerical value of K'a^ whicdi for this case is known to be 12(X). 

Illustration 3 . Water Cooler. — A slat-packed cooling tower is to be 
designed to cool 3000 gal. /min. of condenser water from 110 to 85®F. by 
means of air flowing up through the tower. With fonjed draft, it is esti- 
mated that the velocity of the entering air will b(j 500 cu. ft. /(min.) (sq. ft.). 
Under the worst conditions the available air will be saturated at 80°F. 

Using the data given below, and neglecting heat losses to the surroundings, 
calculate; (a) cu. ft. of air/min. entering the tower; {b) height and ground 
area of tower; (c) temperature and humidity of exit air. 

Data. — For similar towers handling 3180 lb. of water /(hr.) (sq. ft. of 
ground area), it is found that /C'o =0.0525Cr, and Ug/N' =0.SS. 

Solution. — Since the coefficients were determined for 3180 lb. water/ 
(sq. ft. of total cross section), the ground area of the tower equals (60) 
(3000) (8.33) /3 180 =472 sq. ft. The volumetric capacity of the fan equals 
(472) (500) =236,000 cu. ft. /min. at 80°F. Since the humid volume of the 
entering air is 14.1 cu. ft. /lb. of dry air, G equals 

(472)(500)(00)/(14.1) = 1,000,000 lb. dry air per hr. 

(It will be noted this corresponds to about % lb. of dry air /lb. of water fed.) 

On the basis of 1 lb. of water, an approximate heat balance is 

(0.667) (sav.) («2 -80) + (0.667) -0.0220) (1046) = (1) (1 10 -85). (A) 

* If the use of the given air and water velocities had called for an outlet 
water temperature above that of the entering air, it would have been 
necessary to increase the water rate. 
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The equation for the transfer of sensible heat to the air (Eq. 8) is 
(1 ,000,000) (w) («2 -80) = 

Since the mass velocity G of dry air is (60) 16,700/472 = 2120 lb. dry air/ 
(hr.) (sq. ft. of total cross section), K'a equals (0.0525)(2120) = 1 11.6, and 
f/(7a = (0.33) (11 1.6) =36.8. 

Hence the preceding equation becomes 

(1,000,000) (.Sav ) (^ 2 -80) = (36.8) (F) (1 1 5 -/a) /2. (B) 

The equation for the diffusion of water vapor into the air (Eq. 7) is 

(1,000,000) (//j -0.0220) = (1 1 2) ( V) + 0.0260 - 0.0220 ^ ^ 

(1,000,000)(//2-0.0220) = (Hg) (F)( 0^0624 

Since 

oo2i_j_nAr/0^>22 + //2\* 

Sav. =0.24 +0.46 f 2 ) » 

there are three equations (A^ By and O and three unknowns: F, //a and U. 
If Eq. B is divided by E(j. Cy V is eliminated, and hence values of and Hi 
must satisfy (A) and (B/C). As a first trial, ii is usually taken as 5°F. less 
than the tempcirature of the entering water. The values of I* and Hi which 
satisfy the above conditions are 

/2 = 107"F. 

Hi =0.0512 or 95 per cent saturated. 

Substituting these values in Eq. T, and later in hap B as a che(+ of the arith- 
metic, F =47,000 cu. ft. Hence the height of the tower equals 

(47,000)/ (472) =99 5 ft. 

Note . — This cooling tower was designed for the “worst conditions” of 
th(^ air, nanuily, saturated at SO^F. When the air is not saturated, or cooler 
than 80°F. or both, the water will be cooled to a temperature lower than 
85°F. Since the calculated height of 99.5 ft. is excessive, the designer would 
probably compromise by using a shorter tower, thereby sacrificing somewhat 
the cooling of the water. 
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CHAPTER XIX 


DRYING 

PARTI. METHODS OF DRYING 

Introduction. — Although the term “drying” may have a 
peculiar significance in a few specialized industries, in general 
engineering practice it may be taken to mean the removal of 
water from a system or structure, when the amount of water 
l)resent is comparatively small. For purposes of study the sub- 
ject matter may be classified from a number of different points 
of view. 

The material to be dried may be either a gas, a liquid or a 
solid. If a gas, the water may be carried simply as vapor, or in 
addition it may be present in the form of a spray or fog. If a 
liquid, water is removed by drying only when present in small 
amounts; otherwise the process is described as evaporation or 
distillation. Thus fusel oil, alcohol or acetone may be “dried” 
by removing the watcir therefrom. In solids the amount of water 
may vary from a mere trace to the large amount present in fresh 
fruit or in a glue jelly. 

As the moisture leaves a wet solid there is often a tendency 
for the structure to diminish in volume or shrink. If great care 
is not taken, this shrinkage will not be uniform, and cracking 
or warping results, which deteriorates the product. Examples of 
this action arc found in timber and unburned pottery. Or, if a 
material is dried under tension and lateral shrinkage is prevented, 
the structure loses its strength. Such is the case when paper is 
dried on certain machines as compared to that slowly dried in a 
loft. Many materials such as eggs, fruit or milk must be dried 
rapidly at as low a temperature as is practical, in order to pre- 
serve their characteristic flavor and the other valuable proper- 
ties they possess. Some substances deteriorate when allowed to 
remain for a considerable length of time in a wet condition. 
Material such as glue, starch and sugar cannot be heated while 
wet owing to the solvent action of the water upon them. Many 
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substances containing water of crystallization cannot be dried 
under ordinary conditions because of a loss of all or a portion 
of this water. These widely varying conditions may be cared for 
in drier design by considering the rate of drying, condition of the 
drying medium and the nature of the exposed surface. Each 
of these factors is complex and will be discussed in detail later. 

Methods of Drying. — The available methods of drying are: 

1. Deposition of the moisture as either water or ice. 

2. Decomposition of the water. 

3. Chemical precipitation. 

4. Absorption. 

5. Adsorption. 

6. Mechanical separation. 

7. Vaporization. 

The completeness with which dryness can be effected by any 
process depends upon the factors controlling the equilibrium 
conditions then obtaining. These will be considered as each 
method is discussed. 

1. Deposition of the Moisture as Water or Ice. — When con- 
densation takes place in a gas, it is obviously the reverse of vapori- 
zation and depends upon the same fundamental considerations. 
The clumsy term “dehumidification'’ has come into general use 
for operations of this character and the subject has been treated 
together with humidification processes. The Gayley dry blast 
for smelting iron is an example of the large-scale application 
of this idea. 

Water may be removed from liquids by converting it into ice 
and in this form separating it from the portion having a lower 
freezing point. The alcoholic content of a liquid possessing a 
delicate flavor can in this way be readily increased. Fruit juices 
are concentrated by cooling with agitation and subsequently sepa- 
rating the ice crystals by passing through a centrifugal machine. 

The amount of moisture remaining in air dried by cooling 
depends upon the temperature to which it is cooled. Also in the 
case of a liquid it depends upon the temperature reached, but is 
limited when a eutectic mixture is formed. 

2. Decomposition of the Water. — When a small amount of 
water is held in either a gas or a liquid, it may be removed by 
decomposing it and separating the products formed. Thus 
ether is dried by placing it in contact with metallic sodium. 
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The caustic soda formed clings to the surface of the metal and, if 
separated, will eventually settle out. Certain circumstances 
allow of using other water-decomposing agents such as the car- 
bides and nitrides. Here the completeness' of the process is 
largely a function of mechanical agitation of the liquid and the 
reacting substance. The vapor pressure of water with which 
the substances formed are in equilibrium is so small as to be 
negligible. 

3. Chemical Precipitation. — Somewhat larger amounts of 
water may be advantageously withdrawn in the form of a chemi- 
cally combined precipitate. Thus lime forms calcium hydroxide ; 
anhydrous sulfate of copper or sodium takes on water of crystal- 
lization and separates from the liquid. The amount of water 
remaining in the liquid is controlled by the vapor pressure of the 
hydroxide or the crystalline substance formed. Phosphorus 
pentoxidc^ and calcium chloride may be used for drying gases, and 
for drying liquids in which they are insoluble; again the com- 
I)l(iteness of drying is limited by the vapor pressure of the result- 
ing hydrated substance'. 

4. Absorption. — In some technical processes water is removed 
from a matc'rial by the (japillary action of porous bodies. Thus 
the cream of clay and water used for casting pottery is deprived 
of the greater part of its water by i)lacing it in molds of plaster 
of Paris. The capillary character of this mold withdraws the 
water from the liquid clay mixture and deposits upon itself a 
layer of solid clay, the thickness of which is controlled by the time 
of standing. Certain types of candi(^s, such as gumdrops, are 
dried mainly by contact with the starch molds in which they 
are cast. The drying effect of sponges, towels and materials of 
this kind is due to this same action. 

6. Adsorption. — The wonderful ability of certain substances 
to adsorb moisture makes possible the application of this process 
to drying gases, and to some extent also liquids (see pages 424 
to 513). 

6. Mechanical Separation. — Some materials are of a spongy 
nature and hold by capillarity large quantities of moisture which 
may be expelled by pressure alone. When such is the case, it is 
evidently desirable to get rid of as large a percentage as possible 
by such means before passing to other more expensive methods. 
This may be readily accomplished in many cases (textiles, wool, 
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grain and the like) by centrifugal force (see page 336). Or a 
positive pressure may be exerted by a screw as is shown in Fig. 
193, or by passing the material between a pair of rolls. 

7. Vaporization. — By far the most important processes for 
drying liquids and solids depend upon first vaporizing the water 
and in this form separating it from the structure of which it 
formed a part. If air or some inert gas is used to carry away the 
water vapor formed, the process is called air drj-ng. If the 



Fig. 193. — Screw press. 


vapor is passed to a condenser, a pump being employed to with- 
draw the air from the apparatus, the process is spoken of as 
vacuum drying. By far the greater proportion of this chaptc^r 
is devoted to drying by means of vaporization. 

PART n. GENERAL PRINCIPLES OF DRYING BY VAPORIZATION 

INTO A GAS 

General Considerations. — ^Every solid and liquid substance 
exerts at any definite temperature a perfectly definite vapor 
pressure. If the substance is a mixture, each component exerts 
its own particular and definite vapor pressure. These separate 
or partial pressures are additive and together make up the total 
vapor pressure of the substance. If the component parts of a 
mixture are mutually soluble, the partial pressure of each com- 
ponent will be thereby somewhat decreased. The vapor pressure 
of liquids increases as the temperature rises and obviously there 
will be some definite temperature at which this vapor pressure 
equals the pressure of the atmosphere. At this point the vapor 
of the liquid will continue to form, and not only diffuse but actu- 
ally push back the atmosphere into space, maintaining as total 
pressure the atmospheric pressure then existing. The liquid is 
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then said to boil and this temperature is called its boiling point* 
As the pressure of the atmosphere varies, clearly the boiling point 
of a liquid will vary also. 

These elementary conceptions are so essential to a ready 
understanding of the discussion which follows that the reader is 
referred to pages 365 to 372 for further exposition of them. 

As the science of drying developed, there were adopted a 
number of expressions which at times vary in their meaning from 
that which normally attaches to them. A full discussion of these 
definitions is given in the chapter entitled Humidity and Wet- and 
Dry-bulb Thermometry (see pages 577 to 594). 

Mechanism of Air Drying of Solid Materials 

The discussion of the mechanism of vaporization of liquids 
suspended in air (pages 582 to 585) has shown the influence of the 
temperature, humidity and air velocity upon the rate of vaporiza- 
tion. It will now be shown that, when water is admixed with 
other materials, the composition and form of the mixture pro- 
foundly modify the evaporative rate. In order to determine the 
effect of these new variables, they will first be studied under 
constant drying conditions. 

Most solid mat(^rials to be dried exist in either sheet or lump 
form with the water* from which they are to be freed dis- 
seminated throughout the mass. The mechanism of removal of 
this water is somewhat complicated, but must be thoroughly 
understood in order to appreciate the factors controlling the 
drying of such materials. 

For the sake of definiteness, consider the drying of a sheet 
material freely and equally exposed to the drying air on both sides 
of the sheet. The sheet will be assumed so large in comparison 
with its thickness that the drying from the edge of the sheet 
may be neglected, as compared with the drying from the faces of 
the sheet. It will be assumed that, initially, the water is uni- 
formly distributed throughout the thickness of the sheet. As 
soon as the sheet comes into contact with the drying air, evapora- 
tion will start at the surface, and the concentration of water on 
the surface will therefore diminish. This will cause a difference 
in concentration between the interior of the sheet, which is still 

* Although water is the liquid used in this discussion, it should be remem- 
bered that a similar treatment applies to other liquids. 
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wet, and the surface, which has been partially dried by evapora- 
tion. In consequence of this concentration difference, there will 
be a flow of liquid water hy diffusion from the interior of the sheet 
to the surface.* These two processes, i.e.y evaporation from the 
surface and diffusion through the sheet from the interior to 
the surface, will go on simultaneously until the drying operation 
is suspended or the sheet has come into equilibrium with the dry- 
ing air. In some cases, resistance to surface evaporation is 
the controlling factor in drying, while in others the resistance to 
diffusion of the water from the interior to the surface limits the 
rate of drying. In any case, it is essential to keep in mind the 
part played by each of these processes in order intelligently to 
control the drying operation. 

Diffusion of Liquid Limiting Factor. — The importance of these 
two processes will be appreciated from the following illustra- 
tions. Wet, gn^en wood must be dried prior to use. During the 
drying it shrinks. If the surface evaporation is excessively 
rapid, the surface becomes very dry while the interior is still 
impregnat(‘d with moisture, z.c., there is set up a large gradient 
in moisture concentration from the interior toward the surface. 
The surface shrinks owing to the evaporation of its moisture, and 
is put under high tension because^ of the incompressible character 
of the wet interior. If the surface shrinkage is excessive, this 
results in rupture of the surface with the production of cracks 
or checks which ruin the lumber for finer uses. In drying such 
lumber it is therefore essential to avoid setting up too large a 
concentration gradient between the surface and the interior, and 
this is done by raising the humidity of the air to make the rate 
of surface evaporation commensurate with the rate of diffusion of 
water. Exactly the same applies to the drying of articles molded 
from wet clay in the ceramic industry. 

Surface Evaporation as Limiting Factor. — In the drying of 
paper, chrome leather and similar materials, the sheets possess 
a finely fibrous structure which distributes the moisture through 
them by capillary action, thus securing very rapid diffusion of 
moisture from one point of the sheet to another. This means 
that it is almost impossible to remove moisture from the surface 

* With porous materials evaporation may occur within the solid. In a 
porous material containing grains of diverse sizes, the movement of water 
may be controlled by capillarity and not by concentration gradients. 
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of the sheet without having it immediately replaced by capillary 
diffusion from the center. The drying of such sheets is, there- 
fore, essentially a phenomenon of surface evaporation. 

Mechanism of Surface Evaporation. — In any case, the phe- 
nomenon of surface evaporation is a diffusion of water vapor from 
the surface of the sheet through the air film to the surrounding 
air, into which further dissemination is affected by convection. 
This film (page 34) is relatively thick when the motion of the 
gas is slight, but with high velocity of the gas past the solid 
surface the thickness of this film rapidly decreases, the film 
never, however, disappearing. In the case of the evaporation of 
water from a wetted solid surface into air, the inner layer of the 
air film in contact with the solid is maintained saturated with 
moisture as long as the moisture concentration of the surface of 
the sheet is sufficient. According to the law of diffusion, the rate 
of vapor diffusion (weight per unit of time) varies directly as the 
cross-sectional area of path taken at right angles to the direc- 
tion in which the gas is diffusing, directly as the difference of the 
partial pressure of the vapor at the tw^o points in question, and 
inversely as the length of path. The thickness of the air film 
is not known; it is, how^ever, a function of velocdly, decreasing 
with increasing velocity; the diffusion therefore increases as 
the velocity goes up. The evaporation of water is accompanied 
by a d(*finite and large absorption of heat. This heat supply 
must, in general, come from the surrounding air by conduction 
through the air film, and is proportional to the temperature 
difference. As pointed out else^vhere, so long as the sheet remains 
sufficiently wet, it assumes the wet-bulb temperature* of the air, 
so that, for given conditions of the drying air, the driving force 
causing diffusion remains constant. As the water content of 
the sheet decreases, the concentration of water on the surface 
eventually becomes so small that the rate of evaporation 
decreases, and hence the temperature on the surface of the sheet 
starts to rise. 

Effect of Vapor-pressure Lowering. — Since the rate of drying 
is proportional to the difference* between the vapor pressure of 
the liquid and its partial pressure in the surrounding space, it 

* This is not the case where radiant heat is employed, or where the stock 
is in direct contact with the heating surface. However, the above discussion 
deals with air drying. 
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follows that material which is appreciably soluble in the liquid 
with a consequent vapor-pressure lowering in the liquid will 
dry more slowly than one which is insoluble. Thus sand carry- 
ing a definite weight of water will dry more rapidly than common 
salt of the same water content, other things being equal. 

Effect of Adsorption. — It is well known that certain materials 
contain definite, and sometimes appreciable, percentages of mois- 
ture when exposed indefinitely to air of a given temperature 



Fig. 194. — Humidity-moisture equilibrium curves for textiles. 


and humidity. This water is probably adsorbed; in any event 
it represents a true dynamic equilibrium. Figure 194* shows the 
per cent equilibrium moisture of textiles plotted against the per 
cent relative humidity of air at various temperatures. For all 
hydroscopic materials investigated the shapes of the curves are 
similar to those shown in Fig. 194 and the per cent equilibrium 
moisture for a given per cent relative humidity always decreases 
as the temperature rises. At the per cent relative humidities 
ordinarily encountered the percentage of adsorbed water is 
appreciable in the case of certain amorphous organic substances, 
such as textiles, wood, leather, paper, flour and the like. Only 
the moisture in excess of that adsorbed, namely, the total minus 
the equilibrium moisture, is subject to removal. For more 
complete drying, high temperature or very dry air is necessary. 

* Data from M. T. Schloebing, Jr., Bull. soc. mcour. ind. not. (1893). 
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PART in. DRYING APPARATUS AND AUXILIARY EQUIPMENT 

The two fundamental factors controlling the rate and com- 
pleteness of drying, namely, the supply of heat and the removal 
of the vapor formed, have been presented* as a basis for drier 
design and operation, but without regard to the mechanical 
means for making these factors effective. Unless the source of 
heat is the sun and the removal agency is the natural air cur- 
rents, it is clear that an enclosing structure must be provided 
and that the material to be dried must be moved into and out of 
this structure. A discussion of the driers now commercially 
available will therefore be presented from the point of view, first, 
of the method of moving the material and air in the drying 
enclosure, and, s(^cond,t of the method of sui)plying heat for the 
dr3dng operation. 

Intermittent vs. Continuous Driers. — In most forms of 
driers, the operation can be either intermittent or continuous; 
that is, the charge may be placed in the enclosure and allowed 
to remain there until dried, then removed and replaced by a 
fresh charge; or the charge may pass through the enclosure, 
entering one end wet and coming out the other end dry. 

The advantages attaching to an intermittent drier are economy 
in construction, simplicity in operation and opportunity for varia- 
tion of the drying conditions. It is easy to build and inexpensive 
to maintain, and for experimental work or small installations it 
has these points to recommend it. On the other hand, in almost 
every industry, continuity of operation offers marked advantages 
in routing material in process through the plant, and in lower 
labor costs in transporting and working the same. But in air 
drying, continuous operation has two additional advantages 
so great that intermittent drying is justified only when the 
amount to be handled is small or when the most exact control of 
the drying conditions is required. 

In the first place, the heat economy of an intermittent drier 
is very poor. While the thermal efficiency at the beginning of 
the operation is high, the hot dry gases quickly taking up a large 
amount of water from the wet stock, the rate of evaporation 
rapidly decreases as the water content of the stock falls. The 

* See pp. 371 to 372. 

t See pp. 640 to 641. 
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result is that the heat content of the circulating air is utilized to a 
small and decreasing extent as the drying proceeds. Second, an 
intermittent drier is irregular in its action, producing as a rule 
nonuniform product. The material in immediate contact with 
the hot dry air as it enters loses its moisture more rapidly than 
that in contact with the cooler and more humid air leaving the 
apparatus. This results in either removing the product while 
a portion is but partly dry or in reducing the capacity of the drier 
by retaining a part of the material after it is completely dry. In 
any case continual attention on the part of the man in charge is 
demanded, necessitating an operator of the grade and with the 
wage scale of an inspector. Even then a continual error of judg- 
ment is introduced, which, with continuous operation and auto- 
matic control, is eliminated. 

It is noneth('less possible by the use of an intermittent drier 
to secure' morei exact (control of the drying conditions throughout 
the drying schedule than in any other way. On this account 
such a clrif'r is recomme'iided for thf)se cases in which the drying 
rate must be continuously varied throughout the drying period, 
as in drying lumber, to inx'vent casehardening and the result- 
ing evils of cracking, warping and the like (see pages 618 and 
624). 


Descriptive Ceassipication of Driers 

For the purpose of discussing the mc'thod of moving the 
material to be dried and the air for drying, the following classi- 
fication of driers is made: 


A. Intermittent driers 


B. Continuous driers 


(Loft 

/Compartment, Chamber, Cabinet 
iTnnnn] (Parallel current 
/ Countercurrent 


1 Drum j Atmospheric pressure 
t Vacuum 

{ Parallel current 
Countercurrent 
Reversed current* 

Vacuum 

i Hot air 

( Atmosphere press. < Superheated 
( steam 

/ Vacuum 

“A combination of parallel and counterflow. 


\ Rotary . 


\Spray driers < 
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A. Intermittent Driers 

Since the rate of drying is proportional to the area exposed 
per unit of weight, it is advantageous so to dispose the material 
that all sides will be effective in evaporation. This is usually 
accomplished by hanging sheet material from hooks or bars 
and by supporting lump or granular material upon perforated 
trays or shelves. These trays may be either placed on supports 
in the drying chamber or held in a framework on a truck which 
can be run into the chamber. The latter nu'thod has the 
advantage of being easier to load and unload, the entire truck 
being mechanically turned on its side for the latter operation. 
Frequently transportation through the plant may be effected 
while the material is loaded for the drying operation. 

Loft Driers. — ^The simplest form of drying chamber is a room 
or ‘Toft’^ containing steam coils arrang('d in various ways within 
it. Such have b(‘en used in the past for drying writing paper, 
leather, fiber board and products of this type. These drit^rs are 
bad from many standpoints. First, it is impossible to secaire 
uniform distribution of heated air. There will always l)e air 
pockets and channels where the velocity will be either negligible 
or excessive. This makes uniformity of product impossible 
unless all the material is allowed to remain until the slowest 
drying is finished, greatly reducing the capacity of the drier. 
If that which is dry is removed and a fresh charge introduced, 
the drying of that nearly complete will be interfered with by 
the excessive moisture contemt of the air passing over the wet 
stock. The labor cost of constant inspection and the floor 
space required are factors not to be overlooked. 

Cabinet, Compartment and Chamber Driers. — However, 
where a material must be dried very slowly to produce the best 
results, as in fine writing paper and heavy sole leather, a drier 
of this type produces a high grade of product. The above dis- 
advantages may be overcome at a low cost by building the 
drier in small compartments or chambers arranged around 
a central exhaust, and causing the air to be circulated in 
accordance with the principle of the ring furnace (see page 
209). This will secure practical continuity of operation, excel- 
lent distribution of the heat and drying air, and a lower 
labor cost. 
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When the material is lumpy or granular, or if it cannot be 
supported by hooks or bars, trays or racks are employed, and 
these are placed as a rule in a smaller space usually spoken of as a 
cabinet or compartment. For small self-contained installations, 
chamber driers as shown in Fig. 195 are very satisfactory and can 
be readily installed and operated. However, their overall 
efficiency is poor compared with that of a continuous drier. 

Lumber must be dried in accordance with a definite time 
schedule, the temperature being the maximum and the humidity 



Fig. 196. — Gordon tray drier. 


the minimum that the stock will bear without injury, to secure 
rapid diffusion with a limited concentration gradient through the 
stock. The drying conditions vary with the species and with the 
thickness of the stock, a characteristic schedule being given in 
Fig. 196.* The air temperature is marked T, the dew point D, 
and the per cent relative humidity H. 

The maintenance of this schedule is most easily effected by 
intermittent operation of the chamber or kiln employed. One 
type of kiln is shown in Fig. 197. The kiln is enclosed and the 
drying air recirculated by natural convection, the lumber 
being slanted to utilize the increase in density of the air with 
evaporation to facilitate the movement. The air leaving the 
pile is partially dehumidified by the water spray F and then 
reheated by the steam pipes H, The drying conditions are con- 

* H. D. TiEMANN, “The Kiln Drying of Lumber,” J. B. Lippincott Com- 
pany, Philadelphia, 1917. 
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trolled by two thermometers inserted below and above the steam 
coils, the former showing the dew point and the latter the dry- 
bulb temperature of the drying air. 

The two dotted curves in Fig. 196 show the moisture content 
of the wood at the points where the air enters the pile and leaves 
it. The horizontal distance between these two curves is the 
“lag” in drying caused by the increase in the moisture content 



Drying Conditions Suitable for One Inch Red Gum, Black Gum and Black Walnut 
Fig. 196. — Drying schedule for wood {Tiemann). 

of the air as it passes through the pile. This emphasizes the 
inadequacy of natural circulation in such a case. Higher air 
velocity, or periodical reversal of its direction of flow, would dry 
th(^ whole pile at the fastest rate allowable. 

Attention is called to the care exercised in the design of this 
kiln to prevent air circulation other than through the pile and 
to secure uniform distribution of the air through the stock. 

Drying in Vacuum. — In the driers so far described, air is used 
to carry away the water vapor from the drying material. When 
the nature of the product is such that it cannot be maintained 
hot in contact with air, or when drying at a low temperature is 
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imperative, or when it is desired to condense and recover the 
liquid volatilized, vacuum driers are employed. These are either 
shelf or drum driers enclosed in an airtight vessel strong enough 
to sustain an external pressure of 15 lb. per sq. in., or a rotary 
drier in which may be maintained a diminished pressure. The 
\"apor formed is led to a suitable condenser, and the air and any 



Fig. 197. — Diagram of the Tiemann water-spray humidity-regulated dry kiln 
(cross-sectional eh^vation) . 


fixed gases entering with the material to be dried are exhausted 
by a pump. Direct-heated shelf driers are of simple construc- 
tion, the heat being introduced by means of steam coils and 
plates on whieii the trays are supported. They cannot easily 
be made continuous. 

B, Continuous Driers 

Tunnel Driers. — It is evident that, if the hooks, bars or 
trays on which the material is supported are moved through 
the drying space, the operation becomes continuous. The 
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space will then be made long in relation to its cross section and 
the apparatus is spoken of as a tunnel drier (Fig. 198). Instead 
of moving the stock by supports placed on trucks, it may be pro- 
pelled on an endless belt or moving platform, or other type of 
traveling conveyor (Fig. 199). 



In the case frequently encountered where the drying rate 
increases with increase in air velocity it is desirable to increase 
the air velocity without changing the ratio of the rates of supply 
of air and stock. Tliis can be done in an apparatus of the type 
shown in Fig. 200, in which the air may be recirculated across 
the trucks and over the air ndieaters by means of the fans within 
the drier. Such an apparatus can be operated as a constant- 
t(anperature drier if desired. 

Th(^ heatc'd drying air may be made to pass in the same 
direction as the stock, parallel flow, or it may pass in a direction 



opposite to that of the stock, countercurrent flow. It is obvious 
that for efficiemt use of the heat and moisture-carrying capacity 
of the air the countercurrent m(‘ihod is in every way superior 
and should be used. When, however, it becomes necessary to 
have the stock leave the drier with a definite amount of moisture, 
or when so-called ‘'casehardening'' of the material is liable to 
occur, parallel flow gives a more satisfactory control of the tern- 
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perature and humidity obtaining throughout the operation. 
Whenever allowable, heating elements (usually steam pipes) 
should be distributed through the space so as to keep the air at 
such a temperature that a satisfactory rate of evaporation may 
be obtained without overheating the product or causing undue 
loss of heat in the discharged material. Tunnel driers are 
increasing in popularity as they are not expensive to construct 
and are satisfactory in operation and product. 



Fig. 200. — Tunnel drier with internal recirculation and reheatiiiK of air. 

Drum Driers for Solids. — When the material to bo dried is in 
the form of a continuous web, as, for example, paper or cloth, it is 
generally dried by passing it over steam-heated cylinders or 
drums — either by itself or held to the drum by an endless felt. 
The temperature of the sheet may be maintained near the boiling 
point of water and, since in passing over successive drums it is 
lieated on alternate sides, very rapid evaporation is effected. In 
order to increase the capacity of such a system, sometimes a 
blast of warm air is directed on the stock. In a series of drums 
of the same diameter running at uniform speed, the linear 
velocity at a point near the wet end is the same as that at the 
dry end. If the material tends to shrink in drying, it must 
evidently suffer mechanical elongation of the sheet equal to the 
natural contraction of the material. Thus paper dried on a 
rapidly driven continuous machine has less tensile strength than 
the same stock dried slowly in a loft where it is free to shrink as 
the water leaves it. Apparently the difficulty could be met by 
rotating succeeding drums at a decreased rate of speed, or by 
making the drums with a successively smaller diameter. 
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Drum Driers for Liquids. — Many finely divided materials are 
of such character that, when supplied in the form of a thick cream 
or mush, they cling to the surface of a heated drum (Fig. 201) and 
are dried while the drum makes one revolution. ' Since the surface 
of the dnim is the only source of heat, it is clear that it should be 
maintained at as high a temperature as the material being dried 
will tolerate. The thickness of the layer of material is regulated 
by a scraping knife or “doctor’^ on the feed side, and the dry 



Fig. 201. — Atmospheric drum drier for liquids. 


product is removed from the surface of the drum by a similar 
mechanism. 

For a very large output of material the surface may be hori- 
zontal and the drier takes the form of a rotating disk or plate on 
which the material is fed through a slit from above. The dis- 
charge is effected by scraping the surface toward either the 
center or the periphery of the disk, or by a ‘‘ doctor which lifts 
the layer to a platform from which it is removed by a screw con- 
veyor. These driers may be enclosed to prevent dusting or con- 
tamination of the air with poisonous materials. 

When a low temperature is necessary, and yet rapid drying 
must be effected, drum driers are placed within heavy walls and a 
vacuum maintained. 
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Since the rate of evaporation is dependent upon the rate uf 
heat flow through the drying layer, it is evident that, if a low tem- 
perature is to exist on the hc^ating surface, the vapor pressure of 
the evaporated liquid in the surrounding space must be kept low. 
By maintaining a very low air pressure in the dri(^r, an efficient 
condenser and a thin film of material on the drum, material such 
as whole milk may ho dried at a very low temperature and yet 
with considerable rapidity. If the matc^rial will tolerate a high 
temperature, it is clear tliat exceedingly rapid drying can be 
effected by using high-pressure steam and maintaining a high 
vac.uum. 

The construction of a continuous drum or rotary vacMum 
drier is a complicated matter, as provision must be made for 
vsupplying the feed material and taking away the dry product 
without breaking tlu^ vacuum. 

Rotary Driers. — The method of transporting material through 
a cylindrical reaction chamber by rotating th(‘ chamber on its 
horizontal axis with th(‘ discharge end slightly low(‘r than th(j 
feed end is admiralty adapted to the design of driers for handling 
all granular, crystalline' or lumpy material which de)e's ne)t uneler 
this motion run together or redl itsedf into largea* unit piece's. If 
the mate'rial is not injure'd })y be'ing in direct cemtact with the 
pre)elucts of combustion of fue'l, flue gases may be leel dire'ctly 
through the cylinder anel very rapiel e'vape)ration re'alizeel. 

Lifting plates or shelves may be fastened te) the inside of the 
cylinder, or shell, running thremgh its e'litire length parallel to the 
axis and exte*nding raelially towarel the e*e'nt('r. Hie rotation 
of the cylinde'r ce)ntinually e'le'vat-es the mate'rial and throws it 
through the curre'nt e)f hot gas or air, the' indiTiatie)n e)f the shell 
moving the charge forward. 

A sim])le form of sue*h a rotary elrie'r consists e)f a single shell 
made of heavy ste'el plate supiierteel on stee'l tires riveted to it, 
wdiich rest on rollers he*lel in suitable lie'arings, very much as a 
cement kiln or a tube mill. It is driveai by a gear fastened 
to the shell which engage's a pinion ke'yeel to a elriving shaft. 
The discharge end of the drie'r is placed in elireed contact with 
a furnace, and the flue gases are drawn through the elrier eitheir by 
a stack or by a fan. A fan is pre'feirable to a stack because in the 
latter the gases must be so hot in order to maintain the draft 
that much heat is carried out of the apparatus, and, so far as dry- 



DRYING 


631 


ing is concerned, is unused. An exhaust fan permits excellent 
control of the supply of heated gases and therefore produces a 
more uniform product. The installation should be so arranged 
that, in case the drier for any reason stops, th(i flue gases may be 
by-passed to a stack and excessive heating avoided. If it is 
desired to calcine the product as well as dry it, the shell may be 
lined with fire brick and both operations may be carried on in 
the same apparatus. 

Counter flow . — In an arrangement of this kind the hot dry 
gases from the furnace meet the charge as it leavcjs the drier, 
rapidly taking up any moisture tliat still remains in it. These 
gas(\s leave the dri(‘r w'hen in contact with tlie cold and wet charge, 
thus fully utilizing their heat and moisture-carrying capacity. 
This is as it should be. But then* may be two disadvantages to 
this countercurrent arrangement. Fir at, the charge may be 
heated excessively, and possibly ignited or otherwise injured 
(as, for exami)le, coal) ; and, even if it does not suffcT from the high 
temperature, heat is (;arried aw'ay with the hot charge and lost. 
Sccondy there is a minimum of heat at the feed end where the 
gn^atest amount is needed for prelieating the entering cold charge 
and effecting })rompt evaporation. Thus a material originally 
lumpy may carry so much moisture that a v('ry slight increase 
in water content through condensation from the air wull reduce 
it to a pa-st(* or make it ball together. In countercurrent flow 
the air can become so saturated with moisture* in the middle oi 
evaporating zone* that it will dejiosit water when it strikes the cole 
incoming charge. It is in this case necessary to sacrifice the heat 
economy of the* ap[)aratus to make it operative, if at the same 
time it is to remain ‘Toolproof.^' The difficulty may be met by 
feeding the drier at the furnace end, z.c., by the use of parallel 
flow\ The fr(*sh charge now comes in contact with the hot dry 
gas and later condensation upon it through a fall in temperature 
is avoided. If in countercurrent flow the above condition is 
met, it may be remedied either by increasing tin* flow of air 
through the diicr or by cutting down the rate of feed. 

Parallel Flow , — It is sometimes desirable to r(*duce the mois- 
ture content of a material from a high to a low but definite con- 
tent, and not to dry below this value. In this case parallel flow 
offers marked advantages, in that it is possible so to regulate the 
amount of entering flue gas that, on account of the resulting 
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humidity and temperature of the exit gases, the moisture content 
of the charge cannot fall below the predetermined amount. 

Reversed Current — A combination of the good points of both 
systems of flow is obtained by passing the flue gases along the 
outside of the shell parallel to the charge, bringing them back 
in the inside countercurrent to and in contact with the charge. 
Although the coeflicient of heat transfer from the gas to the 
shell and through this to the charge is smaller than that directly 
from gas to the charge, nevertheless, owing to the great tempera- 
ture difference at the feed end of the shell, the gas is here materi- 
ally cooled and the charge heated. The gases meeting the 



Fig. 202. — Ruggles-ColcH reversed -current drier. 


finish(‘d charge at the discharge end are still dry, but so reduced 
in temperature that no ill effects are suffered. It should be noted 
that even in this type of drier the loss in heat through the dis- 
charge of product at a high temperature is frequently very large 
and should not be overlooked. 

When the drier is placed in the flue from the furnace, the flue- 
gas velocities arc, in ordinary practice, low, resulting in a low 
coefficient of heat transfer to the shell. This objection may be 
met by constructing the flue so as to be concentric with the shell, 
at such a distance from it that the velocity of the furnace gases 
along its surface is relatively high (sec page 112). This will 
reduce the resistance to heat flow as far as possible, and further- 
more reduce the area and hence the heat loss from the outside of 
the flue. Or, two concentric cylinders may be employed, feeding 
the charge into the space between the shells and passing the flue 
gases down through the center of the drier parallel to the charge, 
and back between the shells countercurrent to it (Fig. 202). 
Heat loss is reduced by placing the hottest gases on the inside, 
but obviously a greater heat transfer would be obtained from 
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gases outside a single shell, owing to the much greater area 
exposed, provided the gas velocity be kept high by proper flue 
construction as above indicated. This also results in cheaper 
and more substantial shell construction. 

Notes on Rotary Driers , — Rotary direct-fired driers, both 
single and double pass as above described, are suitable for drying 
all materials occurring in aggregates which are not injured by 
contact with flue gas or by the relatively high temperature of 
these gases coming dire(;t from the furnace. Such materials are 
ores, coal, cement rock, phosphate pebbles and many products 
of this kind. Where contamination with dust must be avoided, 
hot air may be used instead of flue gases. 

The capacity of such driers is limited by that velocity of the 
gas in contact with the charge which is allowable without blowing 
the stock from the drier. This allowable velocity must be deter- 
mined for each specific material to be dried. Great advantage 
results from using entering gas at high temperature, since this 
enables each pound of gas to pick up a much larger amount of 
water vapor, thereby reducing the necessary gas consumption, 
and therefore greatly increasing the capacity without exceeding 
the allowable gas velocity. For materials uninjured by heat the 
temperatun^ of the gas is limited by the danger of warping and 
corroding the shell. Entering gas at 14()0°F. can be employed 
without danger in this regard, especially if the temperature of the 
shell at the point of gas entrance is kept down by contact 
with the wet charge as in parallel-current and reverse-current 
operation. 

Such driers cannot be operated with sticky materials. Mate- 
rials sticky while wet, but nonsticky and reasonably absorbent 
when dry, can be successfully handled in such rotary driers by 
shunting a portion of the dry discharged material back to the 
feed end of the drier and mixing it there with the wet material 
in such proportion as to absorb its moisture sufficiently to render 
it nonsticky. The mixture then passes through the drier with- 
out “balling up^' or sticking to the sides. The amount of dry 
discharge that must be returned for admixture with the wet 
stock is determined experimentally for each individual case. 

In drying certain other materials such as fuller^s earth for 
decolorization purposes, kaolin, ocher and products used for pig- 
ments, it is not permissible to use direct firing. In this case a 
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single-pass indirect-fired drier is employed. But such a drier 
may be fitted with flues or ducts on the outside shell through 
which the flue gases return, and thus become a double-pass 
drier. These ducts function as the shelves or lifting plates to 
distribute the charge through the drying space. When a rela- 
tively low and well-regulated temperature must be maintained 
as in drying brewers^ grains, cottonsecnl, cattle foods and othc^r 
organic material, a bank of steam coils may r(^j)la(^e th(^ furnace, 
the drying taking place solely at the expense of th(^ heat in the air. 
Or, steam pipes may be set in a hoadca* at the low('r end of the 
drier and may be carried its entire length parallel to the axis of 
rotation. The condensed water is draiiu'd into th(^ header and by 
hollow trunnions is periodically exp(‘lled. For drying sand and 
mabirials used in glass and pottery, or otlua* products which 
would be injured by the i)resenc-e of rust, stearn-heated rotary 
driers may be lined with wood. 

Spray Driers. — It is sometimes desirable to evaporate a large 
amount of water and yet qui(*kly produce a dry product. This 
reciuires very rapid vaporization, ne(^essitating the exposure of 
the largest possibh? surface at the high(\sf, allowable tcmpcTature. 
When the material is not injured tlien'hy, th(' liquid, i)r(‘f(Tably 
superheated, is si)ray(‘(l under high j)ressur(' directly into a rotary 
drier together with the flame its(df from an oil burner or the other 
source of heat employed in the drier. In places of radial shelves 
th(' drier should l^e fitted with loos(‘ chains hanging horizontally. 
Thes(' keep the surfaces of the drier cl(\‘ir of adhering material. 
Th(i product may be so fine as to necessitati' an air separator for 
its total recovery (see page 314). Strong solutions of inorganic 
salts may be dried in tins manner. 

If the material is partly organic, as, for ('xampk^, the con(;en- 
trated liquor from the soda or sulfate i)ioc(‘ss for making cellu- 
lose pulp, th(‘ rotary dric'r may also func'tion as a furnace, and the 
material may not only be (‘vaporated and dried but also calcined 
in the one operation. 

Driers have been proposcul in which the material (solution or 
emulsion) is sprayed into a chamber through which superheated 
steam is recirculated, as in Fig. 203. The lu^at transfer does not 
here take place under favorable conditir)ns and ther(;fore the us(j 
of su(;h an apparatus is limited to th(» drying of liquids sensitive 
to air when hot. 
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Superheated Vapor. — Superheated vapor as a means of 
carrying heat adapts itself admirably to the drying of material 
which cannot come into contact with air and which is itself a 
poor heat conductor. Thus, where wool or leather has been 
degreased by treatment with naphtha, it is hard to dry because 



Fia. 203.— Buhl spray-type drier. 


of the difficulty in getting the heat necessary for the vaporization 
of the solvent into the material by direct contact with steam 
pipes or other heating surface. By circulating a current of 
superheated naphtha vapor through the mass, the liquid naphtha 
is volatilized and carried out of the drier. An amount of vapor 
equal to the liquid vaporized is continuously drawn off to a 
condenser, and the material is left practically free from all 
naphtha vapor. This method of drying seems capable of wide 
application when the material is not so difficult to handle as the 
above, but where the liquid is to be recovered. 
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Auxiliary Operations and Equipment 

Most driers utilize air drawn from the room, which is usually 
warmer than the outdoor temperature. However, the drier in 
reality utilizes outdoor air, because artificial heat must be 
employed to bring the outdoor air up to room temperature, and 
any air taken from the room by the drier must be replaced from 
outside. In cold weather this means an excessively large heat 
consumption to bring the outdoor air up to the drier temperature. 
While the air thus secured is very dry, the advantage due thereto 
is not sufficient to compensate for the large heat consumption 
necessary to warm it. 

Recuperation of Heat. — In order to avoid this difficulty, three 
remedies are available. The least satisfactory is the utilization 
of the waste heat in the exhaust air by a recuperator” for pre- 
heating the incoming air. This method has the advantage of 
conserving the low humidity of the outside air without sacrificing 
heat efficiency, but, owing to the v(Ty low coefficient of heat 
transfer from gas through metal to air (page 112), the size of the 
‘‘recuperator” is excessive. Furthermore, the water condensed 
from the moist waste air may cause rapid corrosion of the 
cooling surface. 

Recirculation of Air. — The second device involves the use of a 
closed air circuit in the drier, the wet exhaust air being dehumidi- 
fied by cooling, cither by means of cooling pipes or by water 
sprays, this cooled air then being reheated and recirculated to 
•the drier. When the waste air from the drier is nearly saturated, 
this system is highly satisfactory; when, however, the air traveling 
through the drier picks up but little moisture — a condition 
encountered toward the end of intermittent drying operations — 
the quantity of air which must be cooled and reheated is so large 
that the heat efficiency is very low. Under such conditions 
resort is best made to a third method, namely, the removal 
from the waste air of a portion which is thoroughly cooled and 
dehumidified. This dry fraction is then mixed with the 
remainder of the wet air, reducing its humidity to the desired 
point by dilution. By this device it is possible to realize good 
heat economy. 

Automatic Control of Air Temperature. — The maintenance of 
automatic control of temperature and humidity is of great impor- 
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tance in drying operations. This is done by the utilization of 
thermostatic regulators, devices which consist of a sensitive ele- 
ment exposed to the temperature it is desired to control, and 
which produce some sort of physical effect that can be utilized to 
regulate the heat supply. Some regulators employ as the sensi- 
tive element a metal, the expansion of which operates the 
mechanism; others use the expansion of a liquid; others use the 
change in resistivity of an electrical conductor, and so on. Some 
operate through direct mechanical devices while others function 
electrically. Regulators can be obtained on the market which are 
simple in construction and maintenance and which will easily 
control the temperature within 5°F. Indeed, control within 
1° is realized in commercial practice, though generally the closer 
the control, the more complicated the mechanism and the 
more attention it will require. To avoid localized variations in 
the conditions of the air, it is important to insure perfect mixing 
of the air before it reaches the sensitive element of the regulator. 

Automatic Control of Humidity. — Thermostatic regulators 
operate sohdy to maintain a definite temperature. They can, 
however, be employed to maintain any desired humidity by 
utilizing them as w(‘t- and dry-bulb thermometers. If the 
sensitive* element of a regulator is covered with a wick, kept moist, 
and exposed to air at a sufficiently high velocity, the element 
assumes the w^et-bulb temperature. Any variation in the wet- 
bulb temperature will cause? the regulating mechanism to 
function. 

If, for example, it is desired to supply a drier wdth air of 30 
per cent humidity at 100°F., it can be aute)matically done as 
follows: The outdoor air employed is passed through a bank of 
steam coils, and in addition a steam jet blowing live steam into 
the air, preferably just as it enters the heating coils, is provided. 
The valve controlling the steam supply to the heating coils is 
operated by a thermostatic regulator, the element of which is 
placed at the entrance to the drier and set to function at 100®F. 
The live-steam supply to the jet is controlled by a second valve 
operated by a second sensitive element placed beside the first, 
but this second element is surrounded by a wick kept wet and 
its regulator is set to function at 75®F. If the air entering the 
drier is too cold, the first thermostatic regulator will increase 
the steam supply in the heating coils, thereby raising the tempera- 
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ture of the air. If the wet-bulb temperature of the air entering 
the drier is too high, the second thermal regulator will reduce the 
steam supply to the jet, thereby reducing the moisture content 
of the air and, in consequence, its wet-bulb temperature. 

A still more satisfactory method of controlling the humidity 
of the air entering this drier is to mix the relatively dry outdoor 
air with the humid waste air from the drier itself. In such a case, 
the wet-bulb regulator controls the damper in the duct leading the 
recirculated air to the air entrance of the drier; the dry-bulb 
regulator controls, as before, the steam coils in the air-feed duct. 
If the dry-bulb temperature of the air entering the drier is too 
lew, the regulator turns on more steam. If the w(it-bulb tem- 
perature is too high, the regulator closes the damper in the wet- 
air return pipe, thus giving a larger proportion of dry outside air. 

A device frequently employed for humidity control in driers 
operating with a clos(id air circuit is to control the temperature 
to which the recirculated air is cooled. Where the recirculated 
air is at its dew point after passing through the dehumidifying 
apparatus, the tc'inpeTature of the air determirms its moisture 
content. Thus, in the Tiemanii drier page 624, humidity 
control is obtained by two regulators: the first controlling the 
dry-bulb temj)erature (dew point, in this case) of the recirculated 
air as it leaves the spray coolers; and the second the dry-bulb 
temi)erature of this same air after being heated by its pjissage 
through the steam pipes just previous to coming in contact with 
the wood. While giving excellent humidity control, it must be 
borne in mind, as shown above, that this method involves low 
heat efficiency unless the air discarded from the drier is nearly 
saturated. 

Air Circulation. — One of the most important points in the 
design of drying apparatus and the control of drying operations 
is the provision for adequate and uniform air velocity past the 
material. Especially in the drying of thin sheets and fine grains 
or lumps, a reasonably high velocity is desirabh' to secure most 
rapid evaporation. In the case of thicker sheets and larger 
lumps, high velocity does not help so mucdi because, as will be 
shown on page 653, the major resistance to evaporation in such 
cases is in the diffusion of the moisture from the interior of the 
material to the surface. Even in tnese cases, however, uniformity 
of air distribution past the surface is essential to secure uniform 
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drying. This requires the avoidance in design of sharp bends, 
especially at those points where the air enters the drjdng appa- 
ratus, of inequalities in cross section and the like. 

Where the total amount of air required for drying is small, 
but the velocity past the material must be relatively large, it is 
highly desirable to use transverst circulation of the air over the 
material, so that the air flows through the apparatus in a spiral 
path, as illustrated on page 677. Such circulation involves 
additional fans, but secures both rapidity and uniformity of 
evaporation. 

In the drying of sheet materials the air must of necessity flow 
parallel to the sheets. The air impinging against the edges of the 
sheets dries those edges far more rapidly than the middle, result- 
ing in warping of the sheets due to unequal shrinkage. This can 
be avoided by protecting these edges from the air. For example, 
the sheets may lx? support('d on wire gauze fastened to a frame 
made of wood or angh' iron, the sides of which s('rve as prote(‘tion 
for the edges of the sheet. 

For the circulation of air through a drier, the pressure drop is 
usually substantial while the volume of air required is small. 
It is consequently advisable to utilize centrifugal fans designed 
for thes(' conditions. For the transverse circulation of air within 
the drier itself, in order to secure high air velocity past the mate- 
rial being dried, a very large volumetric capacity is desirable. In 
order to limit the power consumption and the initial cost of the 
fan, the recirculation should be carried out in such a way as 
to introduce a negligible resistance to the air flow, thus making it 
possible to employ the so-called ‘S'olumetric^^ type of fan, f.c., a 
fan with propeller blades which drive the air in a direction 
parallel to the axis of the fan. Such fans can be used only 
against very small pressure heads but under these conditions 
handle large volumes at good efficiency and with low initial cost. 

PART IV. DESIGN OF DRIERS 

Steps to Be Taken in the Design of Air Driers. — The steps 
taken in the design of apparatus in which a solid is dried by 
means of air are eight in number and may be taken in the follow- 
ing order: 

1. Choose the type of drying apparatus and the drying com 
ditions to be employed, using the highest safe temperature. 
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2. Sketch diagrammatically the apparatus chosen, indicating 
amounts, moisture contents and temperatures of the material 
entering and leaving the apparatus, and the temperatures and 
humidities of the air entering and leaving and, where possible, at 
other points in the drier. 

3. From a knowledge of the capacity desired, calculate 
the air required to carry away the water vapor. Complete 
details of this stop are given on pages 589 to 590. 

4. Calculate the necessary heat supply, making suitable 
allowance for heat necessary to vaporize the water, heat carried 
out in stock and conveyors and heat losses to the surroundings 
(pages 589 to 590). 

5. Choose suitable methods and devices for controlling the 
temperatures and humidities of the air at the various points in 
the equipment (pages 636 to 638), and indicate these in the 
sketch. 

6. Calculate the time necessary for the escape of the mois- 
ture, and the cross section and length of the drier. 

7. Calculate the necessary heating surface, and arrange it so 
as to maintain the desired drying conditions. 

8. Calculate the pressure drop and fan horsepower necessary 
to maintain the circulation of air. 

Characteristics of Drying Apparatus. — The following classifi- 
cation of driers is based upon th(‘ methods used in supplying 
the heat to the charge, these methods d('peiiding mainly upon the 
sensitiveness to heat of the material being dried. This classifi- 
cation is useful in choosing the type of apparatus and the drying 
conditions to be employed (Step 1) and will be used later as 8 
basis for the design of various tyi)es of driers. 

1. Steam Heated Drum and Tray Driers. — The charge is in 
direct contact with the surface of a solid heating element^ and all 
heat is received directly therefrom; the temperature of the heating sur- 
face is insufficient to injure the charge. This type is suitable for 
thick liquids or pastes which become dusty when dry (pigments), 
or for similar material requiring very rapid evaporation (milk). 
Low temperature can be secured by the use of vacuum. 

2. Direct-fired Rotary"^ Driers. — The drier is heated directly by 
hot furnace flue gases. This is suitable for granular, lumpy, 
nondusting materials insensitive to heat. 

* Tunnel driers could be employed. 
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A, Direct contact of flue gas with charge, 

a. Flow countercurrent. 

b. Flow parallel current. 

c. Flow reverse current. 

B, Indirect contact of flue gas with charge, 

а. Flow countercurrent. 

б. Flow reverse current. 

3. Air Driers for Sensitive Materials, 

A. Adiabatic driers giving maximum allowable wet-bulb 
temperature — suitable for materials sensitive to heat 
when wet but not when dry (glue, sugar, etc.). 

B. Constant-temperature drier s^ operated at maximum allow- 
able air temperature — suitable for materials sensitive to 
heat wlien dry but not when wet (textiles, rubber, 
etc.). 

C. Controlled humidity driers — suitable for materials sensi- 
tive to humidity conditions. 

a. Decomposition results if humidity falls outside 
definite upper and lower limits: hydrated crystals 
and materials from which adsorbed water must not be 
completely removed, e.g.j soda lime. Controlled 
humidity drier with highest evaporation rate con- 
sist(*nt with the humidity limits. 

b. Material injured by excessivi* rate of drying f.c., 
by excessive humidity difiFertince: lumber, heavy 
leather, fine paper, ceramics, plastic films, etc. 
Controlled humidity drier operated to limit properly 
the evaf)oration rate. Intermittent driers sometimes 
are preferable because of more exact control and 
because the temperature and humidity conditions 
necessary for maximum safe drying capacity are 
incompatible with continuous operation. 

Definitions. — Referring to the list of steps to be taken in 
designing driers, it will be seen that some of the steps cannot be 
taken intelligently without a thorough knowledge of the mech- 
anism of drying, and hence the problem of determining the proper 
dr 5 nng time (Step 6) will be discussed first. 

Before taking this up, it is advisable to define the units in 
which percentage moisture is to be expressed in order to facilitate 
calculations in drier design, and to define ‘‘dr 3 dng conditions.” 
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Dry vs. Wet Basis. — The analytical laboratory usually reports 
percentage total moisture on the wei basis, ^.e., material contain- 
ing 10 per cent moisture contains 90 units of weight of bone-dry 
stock and 10 units of weight of moisture. However, in the calcu- 
lations which follow, it is preferable to calculate percentage water 
on the dry basis. Thus the material referred to above would 
contain 11.1 per cent of water on the dry basis, namely, 11.1 lb. of 
moisture per 100 lb. of bone-dry stock. The latter method 
reduces all moisture data to a common basis and hence has an 
advantage over the former method. For example, the water to 
be evaporated per ton of product to reduce the moisture content 
from 60 to 20 per cent of water (wet basis) is 2000 (0.80) (®%o — 
^%o) or 2000 lb. Throughout the following pages it will he assumed 
that all moisture data are expressed on the dry basis; the pounds of 
total water per pound of hone-dry stock will he designated hy the 
symbol T. 

Equilibrium Water or ‘‘Regain.’’ — As shown on page 620, cer- 
tain materials hold definite and appreciable percentages of mois- 
ture when k('pt exposed to air of a given relative humidity. 
This adsorbed wat(T is called the ‘‘equilibrium^^ moisture, and 
in industry, the “regain.’^ The pounds of equilibrium moisture 
per pound of bone-dry stock will be called the equilibrium mois- 
ture and designated by the symbol E. 

Free Moisture. — The total moisture T less the equilibrium 
moisture E is defined as the free moisture or free water IT, and 
it will be seen that this difference, T—E^ is one of the important 
factors controlling the rate of drying. 

Drying Conditions. — The rate of evaporation of moisture 
from a material is determined by the temperature and humidity 
of the air with which it is in contact, by the character of its 
exposure to that air, by the velocity of the air passing it and by 
any radiant heat it may receive, i.e., by the condition of its sur- 
roundings. These external conditions arc called the drying 
conditions to which the material is exposed. 

Rate of Air Drying of Solids Under Constant 
Drying Conditions 

First, differential equations will be derived for the air drying 
of solids under constant drying conditions. In some cases the 
equations so derived may be used for commercial driers without 
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introducing serious error. In other cases, it will be shown how 
these equations must be modified for variable drying conditions. 

Assume that initial moisture concentration is uniform and 
sufficiently high so that the surface of the slab is thoroughly 
wet at the start. As soon as the sheet is brought into contact 
with the warmer air, the water on the surface begins to evaporate 
and the vapor flows through the air film into the surrounding air 
and is carried out of the drier by the air stream. This decrease 
in water concentration at the surface causes liquid water to flow 
from the interior of the sheet toward ruc surface, depleting the 



total water content of the sheet. So long as the surface remains 
sufficiently wet, evaporation proceeds at constant rate, since 
during this period the surface behaves as a wet-bulb psychrometer 
and the heat transferred from the warmer air and surroundings 
to the surface is quantitatively consumed in evaporating water 
at the temperature of the surface of the sheet. This period 
corresponds to the curve BD of Fig. 204. 

If the drjdng operation is continued, the surface concentration 
of liquid eventually becomes so low that the surface no longer 
behaves as thoroughly wet, and hence the evaporative rate 
decreases and the so-called ^'falling-rate'' period has begun. 
Since the rate of evaporation is now less than before, the rate of 
heat consumption likewise decreases, but the rate of heat input 
is momentarily unchanged. The surplus heat must therefore be 
absorbed by the sheet, raising the temperature of the surface. 
Although this increase in temperature increases the difference 
in partial pressure of water vapor across the air film, the surface 
concentration of water is still decreasing, and the rate of drying 
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continues to decrease. The moisture content at which the rate 
of drying starts to decrease is called the critical water content Tc, 
and is usually expressed as weight of total water per unit weight 
of bone-dry stock. 

During the falling-rate period water may continue to evaporate 
only at the surface, or may evaporate in the interior of a suffi- 
ciently porous material. Depending upon the thickness of the 
slab, and upon other factors such as the rate of evaporation during 
the constant-rate period and the ease with which liquid water 
flows through the interior, the rate curve in the falling-rate period 
may have various shapes. Thus plotting the instantaneous 
rate of evaporation per unit surface dw/ A dS vs. T, the weight 
ratio of total water to dry stock, the curve may be convex upward, 
linear or concave upward. In any event, as the drying proceeds, 
the rate curve eventually approaches a zero ordinate at the point 
E, which corresponds to the water content E in equilibrium with 
the air. 

If in the falling-rate period the “rate^^ —dT/dSis linear^^^ in 
T—Ey as indicated in Fig. 204, t.e., —dT/d6=K(T—E), calcula- 
tion of the total drying time for fixed drying conditions is simple. 
Integration between limits of T=Tc and 0 = 0 to T and Bp gives 

where W is the free water and is equal to T—E, This equation 
shows that the time in the falling-rate period is proportional to 
the fractional reduction in free water, i.e., a given time is required 
to halve the existing value of W, regardless of its magnitude. 

For example, upon drying a certain material under constant 
drying conditions, it is found that 2 hr. are required to reduce the 
free^-moisture concentration from 20 to 10 per cent, no constant- 
rate period being encountered. How much longer would be 
required to reduce the free water to 4 per cent? Upon applying 
Eq. 1 to each portion of the run, K is eliminated by dividing 
one equation by the other, giving 0/2= log (10/4) /log (20/10) = 
1.32, i,e.y an additional time 0 of 2.64 hr. is required. 

Since the rate at the beginning of the falling-rate period equals 
that in the constant-rate period, one may write KWe = (TFo — We)/ 
Bey or 
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. _Wo-Wc 
' KWc ' 


Hence the total time 2d to dry from To to T is 



Wo-Wc 


Wc 





( 2 ) 

( 3 ) 


Also, the ratio of the drying time in the two periods is inde- 
pendent of K: 


Be 


Wo-Wc 

Wc 


( 4 ) 


and depends only on the numerical values of the TF-terms. For 
example, if Wo is 2, Wc is 1 and TF is 0.1, 

d.^_2.3 log (1/0.1) 

d. ~(2-i)/(T) 

Thus, although the falling-rate period removed only 0.9 times as 
much water as the constant-rate period, it was 2.3 times as long. 
If the final water content had been 0.01, Bf/Bq would have been 
4.6. 

The Constant-rate Period. — The rate of evaporation in this 
period is fixed by the drying conditions (;hosen. Thus in terms 
of the nomenclature of page 682 the magnitude of the air velocity 
and the angle of incidence of the air stream upon the surface fix 
both the coefficient of heat transfer K by conduction and convec- 
tion from the air to the surface of the sheet, and the rate coeffi- 
cient /fc' for the transfer of the water vapor from the surface of the 
sheet to the main body of the air. The humidity of the air is also 
fixed arbitrarily. Assuming that the sheet initially has the 
uniform temperature <«, these terms are related by the heat 
balance 

{A/A^){K{t - U) - ea)]/X. = - H) = a (5) 

where a is the constant rate of evaporation per unit wetted 
surface. 

Assuming equilibrium at the interface, is the humidity of 
saturated air at the temperature U of the surface of the shoet. 
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Where all the surface is wetted, A equals A^y and, if the tempera- 
tures i of the air and t* of the surroundings are the same, U is 
the wet-bulb temperature; if the air velocity is high, K is large 
compared with Ky and U approaches the true wet-bulb tempera- 
ture tyo of the air. In any event the heat balance requires that 
U be constant during the constant-rate period. 

When small samples are dried in the laboratory, it is sometimes 
the practice to waterproof the edges. If the dry surface A— Ay„ 

is a substantial fraction of 
the total surface, a heat bal- 
ance .shows that the sheet 
will attain a temperature 
above that of the wet-bulb 
of the air, and, as shown in 
Fig. 205,^''^^ a higher rate of 
evaporation will be obtained 
than when drying large thin 
sheets of the same material. 
When material supported in 
trays is dried, heat conduc- 
tion through the bottom and 
sides of the tray will increase 
the heat supply and raise the temperature of the wetted surface, 
thus increasing the rate of drying. 

The following table shows the evaporative rates in the 
constant-rate period when drying various materials in a pan over 



Ratio Dry to Wetted Surface 


Fig. 205. — Effect of waterproofing edges 
of blocks on rate of drying during constant- 
rate period. 


Table I. — Rates of Evaporation from Various Materials^**^ 


Material 

Water 

Whiting pigment 

Brass filings 

Brass turnings. . . 
Sand (five sizes) . 
Clays 


Gm./(Hr.)(Sq. Cm. 
Wet Face) 

. 0 27 
. . . 0.21 
... 0.24 
... 0.24 
. . . 0.20-0.24 
... 0.23-0.27 


which air at 130°F. and of low humidity was blown at a velocity 
of approximately 11 ft. per sec. Since the ratio of dry to wetted 
surfaces was 1.65, the rates were higher than would have been 
obtained with Au, equal to A, but the various materials, including 
water, gave nearly the same evaporation rates, a. 
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In a laboratory drier containing only one sample, the effect 

of radiation may be much more marked than in a commercial 

drier where only a few samples are exposed to the radiation from 

the surroundings. j . , , , . , 

Clearly the rate of drying |^o.05 — ^ 

per unit surface in the constant- * 

0 04 X • " -15 C yn 

rate period may be increased ‘ 

(1) by using warmer and less » 

humid air, thus increasing t — U §5^-02 

(Fig. 206),^^®^ (2)byusingradia- ^g0.0l — 

tion and metallic conduction in I I I I I I 

addition to heat transfer from We? Bulb Depressto'^lg. O* 

the air itself, and (3) by increas- 206.-Effect of increasing wet- 

ing the air velocity, thus bulb depression in increasing rate of 
. . , 1 , / /-iTi* drying in constant-rate period. 

increasing he and k (Fig. 207). 

For fixed drying conditions it is seen that the rate of dr 3 ring 
per unit surface is independent of the thickness of the sheet and 
is not affected by shrinkage. Let Q be the weight of bone-dry 
stock in the slu^et. Assuming the stock initially has the uniform 

temperature the constant- 


rate time Be may be cal- 
culated from heat-transfer 
considerations: 

Q{To-'Te)K 

A[he{t-l)+hr{t'^t.)] 

( 6 ) 

The Falling-rate Period — 

^04 05 aft * Vo 20 30 4 () SOW * ' 100 Visualize a run under fixed 
Air Velocity. Meters per Second drying Conditions with a 

"material having but little 
humidity difference, in constant-rate porOsity. If the drying COn- 

ttat m the 

Ay,/ A =0.6, with air at 40°c. having a constant-rate period the rate 
Z o' evapclion per unit eur- 

water in a wetted-wall tower (see refer- face is small, when the SUPface 
enoe3, p. 612). Concentration falls below the 

critical value, the falling-rate period begins but the liquid 
will be able to flow from the interior to the surface (or to 
a plane near the surface) and will evaporate at that plane 
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throughout the falling-rate period. If the rate in the con- 
stant-rate period is made sufficiently high by using more 
drastic drying conditions, when the falling-rate period ensues, 
the liquid will no longer be able to flow to the surface at the high 
rate demanded by the drying conditions. In this event evapora- 
tion will occur beneath the surface at a plane which retreats 
farther and farther into the solid as the run proceeds. The 
liquid from the central part of the slab flows to the plane of 
vaporization, and the resulting vapor diffuses out through 
the pores in the solid and through the gas film into the surround- 
ing air.^^^ 



Fia. 208. — Left-hand ourvoC*) of U vs. T indicates evaporation at or near 
surface d^iring the falling-rate period; right-hand curved-*) of U vs. T indicates 
retreat of the plane of vaporization during the falling-rate period. 


It is instructive to measure the temperature at the mid-plane 
of the slab as the run progresses. If the overall coefficient of 
heat transfer V from air to mid-plane decreases substantially 
as the run progresses, it is clear that the thermal resistance of 
the interior is increasing owing to the retreat of the plane of 
vaporization. * Figure 208 shows data for the drying of a brick 
clay^®^ under conditions where the coefficient of heat transfer 
showed no substantial decrease in the falling-rate period, while 
the data for the sulfite-pulp block^^^ show subsurface evaporation. 

Figure 209 shows data^®^ for the drying of slabs of paper pulp 
with air of the same temperature, humidity and velocity. In. 
the falling-rate period subsurface evaporation occurred in the 
more porous sample, which was similar to blotting paper, but 
evaporation occurred at the surfar a of the less porous pulp, which 
was similar to writing paper. 

* Ordinarily one may neglect the sensible heat picked up by the slab 
compared with the beat conaumed in vaporizing water. 
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With quite porous solids capillarity plays an important part/®^ 
and with a nonhygroscopic material containing grains of non- 
uniform size the movement of water is controlled by capillarity 
and not by concentration gradients. With porous materials 
where drastic drying conditions are used, subsurface evaporation 



Fig. 209. — In the falling-rate periods, the curves of U vs. T indicate retreat of 
the plane of vaporization for the porous sample and vaporization at or near the 
surface for the less porous sample. 


will be encountered and it is desirable to ventilate the solids. 
In some cases it is practical to blow the air through a bed of the 
solid, or rotary driers (page 630) may be used. 

Evaporation at the Surface during Falling-rate Period. — When 
the drying conditions are such that the water diffuses to the sur- 
face before evaporating, drying equations may be developed 
from the diffusion laws and certain assumptions. 


If thfi fjilliiig-rate period has been preceded by a constant-rate period 
such that the moisture-distribution curve 
will have approached the parabolic form, 

Cm — c ^ (.r— L)J 

Cm—C, 


L2 


(7) 



wherein c is tlie concentration at the 
distance x from one face, Cm is the con- 
centration at the mid-plane and L is 
the half-thickness of the sheet (sec Fig. 

210). Differentiation of this equation 
and substitutions of x equal to zero and 
2L, respectively, give the concentration gradients at the surfaces: 

_ 


tr|H 

Cebzizd 


Fia. 210. 


dxj. 


(7a) 


The average concentration Cav. at any time equals ( 1 c dx. Eliminating 
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e by means of Eq. 7, this integration gives c^y.—Cm — 


(Cm Ca) 

3 » 


hence one 


may write 


Cav. “C* — 


2(C}» c«) 


( 75 ) 


The diffusion law, > combined with (7a) and (75), gives 

the rate of diffusion of liquid from the interior of the surface: 




Cavj C* 

/3D) ' 


.Cav. —Ca 


( 8 ) 


where r* is the resistance to liquid diffusion in the interior of the solid and 
equals L/SD. 

At the critical water content, the rate of drying (c^v. — c«)/r, equals the 
rate a in the constant-rate period. Noting that c equals Tp and that r* 
equals LISD^ this gives 

i'Fc Tac)pO_l . 

otL 3* 


It should be remembered that Eqs. 8 and 8a for the falling-rate period 
depend on the assumptions that the constant-rate period was long enough 
for the parabolic concentration gradient to be established in the slab, 
and that the concentration gradient remains parabolic during the falling- 
rate period. However, they may be used as approximations even where 
there is no constant-rate period and the error will not be serious in the usual 
case where a large fraction of the original water is removed. 

Assume that in the falling-rate period the instantaneous rate of evapora- 
tion per unit surface is proportional to the difference between the surface 
concentration c, and the concentration Ce corresponding to equilibrium with 
the main body of the air flowing past the surface: 


J. dT_Ca—Cs 

^^de~ r. 


( 9 ) 


where r, is the resistance to surface evaporation. 
Comparison of (8) and (9) gives the relation 

T-T,n 

T.-E r.’ 


(9a) 


Hence, with any given value of the resistance ratio r,/r„ the difference 
between T and Ta bears a constant relation to the difference between T, 
and E; both these potential differences decrease as the run proceeds, their 
ratio remaining constant. 

Since the rate of evaporation at the beginning of the falling-rate period 
equals that in the constant-rate period, one may write {Ttc—E)p/ra — 
a^k' (Hm — H ) , which gives 


r* = 


{T.c-E)p_ (Tac-E)p 


( 96 ) 
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Solving Eqs. 8 and 9 for the driving forces and adding to 
eliminate c, give 


dT de 
T-E Hn+r.) 


=Kde. 


( 10 ) 


W^here K is called the drying coefficient and represents the term 
l/(L)(ri+rs). Equation 10 shows that a plot of —dTfd& 
Vs. T — E should be linear, as illustrated by curve DF of Fig. 204. 



Fig. 211. — Somilogarithmic plot of data for drying of slabs of rlayc*^) during the 

falling-rate iieriod. 


Upon neglecting shrinkage and assuming Vi and constant, 
integration between limits of 0 = 0 and T=Ti, and 9 and T, gives 


In 


T,-E 

T-E 


9 

L(r^+rs) 


==K9. 


( 11 ) 


It is to be noted that K is the slope of the line obtained when 
plotting T—E on a logarithmic scale vs. the falling-rate time 
plotted to a uniform scale, as in Fig. 211. The values of K are 
based on 9 expressed in hours. 

Case 1. Both Resistances Important . — Equation 11 applies, 
but it is instructive to eliminate r^ and r„, giving 

1 e \ L piT^-E)" 

7',-E=H3I> « 

T-E 


(11a) 
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Where runs have been made with various constant drying condi- 
tions, a, L and E are the only variables. As can be seen from 
Eq. 11a, a plot of \/KL^ vs. {T ^t—E) j aL should give a straight 
line having a slope of p and at zero abscissa the intercept on the 
1/iiCL 2-scale should equal 1/3D. 

Figure 212 shows falling-rate data for slabs of whiting^^; dried 
with air at constant velocity. The half-thickness varied from 
0.315 to 1.91 cm., and the wet-bulb depression i—tv, ranged from 



L(« ^ <u.) 


Fio. 212. — Graphical determination 
of D for slabs of whiting; values of K 
were determined from slopes of the lines 
obtained upon plotting the data^*) for 
the falling-rate periods as In W vs, 6, 


10 to 16°C. Since a equals 
h(t — ts)/\ and since for this 
material E is negligible, 
(Tac—E)/aL is proportional to 
(1/L)(< — Since tsc closely 
approaches the wet-bulb tem- 
perature ty, of the air, these 
data are plotted in Fig. 212 as 
1/KI? vs. It is 

seen that a good straight line 
is obtained, as called for by 
Kq. 11a; the intercept 1/3D 
equals 0.44, whence Z> = 0.76 
cm. 2 per hr. 

If the air velocity were 
varied, a would be propor- 
tional to the nth power of 
the mass velocity G of the 
air, and Fig. 212 could be 


modified by plotting IfKI/ vs. {Tac—E)p/L{t—tsc)G^- 

Alternatively one can calculate a from existing data on k' 
(page 608), estimate T^c by extrapolating the equilibrium curve 
of E to 100 per cent relative humidity and calculate D from 
Eq. 11a.* 

Case 2. Resistance to Surface-evaporation Controlling . — In this 
case Eq. 11 reduces to 


Ti-E_ 

T-E r^L 


* Values of D may also be obtained from constant-rate data by the use of 
Fig. 216, as explained on p. 656. 
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Eliminating r. by means of (96), one obtains 


In 


Ti-E 

T-E 


L(pXTsc-E)^ 



(116)* 


where K is the drying coefficient. For a given fractional decrease 
in T — Ej it is seen that the time increases directly with the^rsf 
power of the thickness and is inversely proportional to A;' and 
— Hence the drying time would be reduced by increasing 
the air velocity or by increasing the wet-bulb depression, z.c., 
by increasing the air temperature or by lowering the absolute 
humidity. When the internal resistance to diffusion of liquid 
is negligible, Eq. 116 applies even where there is no constant- 
rate period. 

Case 3. Resistance to Liquid-diffusion Controlling . — If the 
resistance r, to surface evaporation is negligible compared with 
the resistance r,- to liquid diffusion, where r»=L/3D, Eq. 11 
reduces to 


In 


Ti-E 

T-E 




(Ilf) 


In this case factors affecting the surface resistance, such as air 
velocity and humidity difference, should have no effect on the 
drying coefficient Kj except insofar as affecting the temperature 
of the stock and the corresponding dififusivity D. In general, 
D increases with increase in temperature, because of decrease 
in viscosity of the liquid. One encounters this case in drying 
very thick materials, or materials having low diffusivities.f 
It is seen that the time required for a given fractional decrease 
in T — E is proportional to the square of the thickness. This 
equation gives a fairly satisfactory correlation of data on the 
drying of clay,^^^^ soap^®^*^^^^ and wood.^®^*^*^^ 

In deriving Eq. 11c it was assumed that the parabolic moisture 
gradient had been established in the constant-rate period. For 
the case where the constant-rate period is negligible, an equation 
has been derived^*^'^^^*^^^^'^^^^ from the diffusion equation: 

*By definition the coefficient of surface evaporation j9 equals k' 
iH.c^H)/(pKT.c-E). 

t See also p. 618. 
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LpdT 


D d^c 


dx^ 


The boundary conditions are c equals c. 

Assuming D con- 


at both x=0 and at a: = 2L ; at = 0, c equals Co. 
stant and neglecting shrinkage, a solution is 


Wo 


i +i. 
^9 


25^-1 

+A ‘ J 


where equals Dd/L-. A plot of In (TF/TTo) as ordinates vs. X 
shows a curve concave upward until W /Wo falls to 0.6, and is 
linear below this point. The corresponding rate curve —dW/dX 
plotted against W is concave upward until W falls to 0.6lTo 

and thereafter is linear. So long 
as the final W lies between 0.4 
and 0.01, the time calculated from 
Eq. 11c differs less than 10 per 
cent from that calculated from 
Eq. lid. 

Other Cases.- - For some mater- 
ials, particularly when dried at 
high rat(\s, the j)larie of vapor- 
ization gradually n^treats within 
the solid during the falling-rate 
period, and the rate curves are 
not necessarily linear in W; hence K (in Eq. 10) varies with W. 
The problem can be handled by fitting straight lines to 
approximate the several sections of the rate curve (Fig. 213), 
giving —dW /d6 = a/pL for the constant-rate period (if any), 
—dW/dd = Ci+KiW for the first section of the falling-rate period, 
’-dW/dd = C 2 +K 2 W for the second section, e^tc. The effect of 
humidity and air velocity, upon the factors K and C may be 
determined, and the resulting relations may then be integrated 
to allow for changes in the humidity of the air as it flows 
through the continuous drier. It is generally found that air 
/elocity affects Ki and Ci more than K 2 and C 2 . 

The Critical Moisture Tc . — As previously indicated, the falling- 
rate period begins as soon as the surface concentration c, falls 
below a critical value c«c. It has been suggested^ that 



It is interesting to note that this is the same equation derived on page 
165 for the cooling of a slab when the thermal resistance at the surfs ce is 
negligible. 
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0.30 


0.25 h 


0.20 


0.05 


may be estimated by extrapolating the plot of equilibrium water 
E to 100 per cent relative humidity and multiplying the 
value of E^c so obtained by p, the weight of dry stock per unit 
total volume: Cac = EcP. Since the value of E at high humidity 
varies widely with the material, this procedure would predict 
considerable variation in Csc from one material to another. 
While directly measured values of Csc are meager, the indications 
are that they are greater for the 
more hygroscopic materials. 

The critical moisture content is 
not, as is generally supposed, merely 
a property of the material being 
dried. Consider what happens dur- 
ing the constant-rate period of the 
drying of a slab of homogeneous 
material having initially a uniform 
moisture concentration co. If the 
drying conditions require a small 
value of a, and if the liquid will 
flow to the surface owing to a small 
concentration gradient, Tc will 
be but little greater than c«/p, 
making Tc relatively small. How- 
ever, if the air velocity and wet-bulb 
depression arc increased sufficiently, a very high value of a 
will be obtained, and now such a steep gradient at the sur- 
face is required that virtually no water will have been removed 
from the surface before Csc is reached; hence T'c will be but little 
less than the original water To; the constant-rate period will be 
over before the second weighing is taken. While neither of 
these extremes is usually encountered, both can be approached — 
the first by slowly drying a thin sheet and the second by rapidly 
drying a tliick sheet. An intermediate case is illustrated in Fig. 
214. It can be seen that the value of Tc is proportional to the 
average ordinate of the curve of c vs. x at the end of the constant- 
rate period where Cs equals c«c. Since in the constant-ral,e period 
the concentration gradient at the surface is proportional to a, 
it is clear that Tc will increase with increase in thickness. If the 
initial concentration is less than Cac, no constant-rate period will 
be obtained. 



L L 3L 

4 2 4 

Position in Slab 
Fig. 214. 
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For those materials in which the movement of liquid follows the diffusion 
law dc/dd—D d^ddx^, and for which evaporation occurs at the surface, one 
may derive a quantitative relation between T and the factors that control 
it.^^®^ Consider a large slab of total thickness 2L dried from both sides at a 
constant rate a, expressed as weight of water evaporated per unit time per 
unit surface. The sheet originally has a uniform moisture concentration 
and is at the temperature Lc at the start. Take the origin of x at one face. 
M the mid-plane, across which no water diffuses, dc/dx is zero. At the 
surface a;=0. dc/dx equals ol/D\ similarly, at the other surface, x=2L and 

— ^ Assuming D to be constant and neglecting shrinkage, a solution 

is given by the dimensionless converging series:^^'*^ 


(To-n) D p 

olL 


__ ^x-LY^ 1 2 V(- 

1 2L^ 6“^ ri 




nirix^Ly 


which is presented graphically in Fig. 215 , where K* is equal to {To — Tx)Zf 
z equals Dp/oJj and X equals (T(i — T)z^T)d/L^ — {7'o — T)pD/oJj. For 
certain purposes it is convenient to replot curve 1 of Fig. 215 as X/Yg vs. 
giving the curve shown in Fig. 210 , which applies only at the surface. 

For (!\aTn])le, consid(*r the drying of clay slabs having a diffusivity D of 
0.4 cm. 2/hr., a density p of 1.55 gm. of bone-dry stock/c.c. of total volume 
and an initial uniform water concentration correspcmding to 7\ of 0.27 gm. 
of water /gm. of bone-dry stock. The drying conditions are such that a is 
0.2 gm. water evaporated /(hr.) (sq. cm.). In order to predict 7V, one 
should employ the surfaces moisture T^e prevailing at the end of the constant- 
rate period. The surface c.oncentration, corresponding to equilibrium with 
substantially saturated air at the wet^bulb temperatun^, is 0.05. Let the 
original half-thickness L be 0.4 cm. The abscissa in J<"ig. 216, (To — 7V) 
(i»(p)/a(L), equals (0.27-0.05)(0.4)(1.55)/(0.2)(0.4) or 1.71, and the 
corresponding ordinate (To — Tc)/(To — T«f) = (To — 7'c)/(0.22) equals 0.8, 
whence 7’o — Tc equals 0. 1 76 and Tr is 0.094. The drying time in the con- 
stant-rate period would be (0.176)(0.4)(1.55)/(0.2) or 0.545 hr. 

If the sheet had been five times as thick, the critical moisture would have 
been 0.215 and the corresponding constant-rate drying time would have 
been 0.86 hr. 

A study of Fig. 216 shows that in the straight section ABC the following 
equation applies: 




Hence for given values of To, T«, p and D the critical water will be only a 
small fraction of the original value when aL is small, corresponding to either 
a slow drying rate or a thin sheet, whereas with rapid drying or thick sheets 
Tc will be nearly as large as To. 



V = (To-Tx) Dp 
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Fig. — Theoretical distribution of moisture during constant-rate period, 

based on £q. 12. 



Fig. 216. — Moisture concentration at surface during constant-rate period, based 
on curve 1 of Fig. 215. In the range ABC Eq. 12a applies. 
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Drying of Solids by Air under Variable Drying 
Conditions 

In the preceding paragraphs differential equations have been 
derived for the drying of solids by air. These have been 
integrated for any definite set of constant drying conditions, i.e., 
by assuming the drying coefficients to be constant for the constant 
drying conditions. 

The coefficient of diffusion D of liquid water through the stock 
increases as the temperature of the stock is raised. However, 
where the resistance to liquid diffusion is controlling, Eq. 11c 
may be applied directly to the design of a continuous drier, using 
an average value of K determined for the temperature range to 
be encountered in the continuous drier. The coefficient of sur- 
face evaporation jS* varies directly as the humidity difference 
Ha'- If and directly as some function of the mass velocity of the 
air. In a continuous drier the humidity of the air vari(\s as the air 
flows through the drier, and in consequenc^e ^ varies. The prob- 
lem is readily solved by combining the differential e(|uation with 
a water balance, giving new integrals for variable drying 
conditions. 

Design of Driers. — Referring to the list of steps to be taken 
in the designing of a drier (see page 639), it is seen that the only 
one presenting any major difficulties is the sixth one, that of 
determining the drying time. 

Having considered the factors upon which drying depends, 
and the mechanical methods in use for handling material to be 
dried, it is now desirable to indicate how the fundamental con- 
cepts of drying may be applied to the design of siiitable apparatus 
for any given purpose. 

Although a knowledge of the physical constants and other 
properties of a material is essential to an intelligent attack of the 
subject, it is seldom that these alone are sufficient to enable one 
to determine the dimensions and conditions for the most efficient 
operation. It is necessary, therefore, for an intelligent design, to 
obtain by experimentation upon the material in question the 
characteristic data on the rates of drying and critical moisture 
contents for various sets of constant drying conditions. It 
fs entirely possible to obtain these data by experimentation on a 

*It will be recalled that ^ represents the term k*{Htc—H)/{p){Tac—E). 
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laboratory scale, although the larger the scale on which the work 
is done, the less liable the result will be to error from the omission 
of factors, present in commercial operation but not in the labora- 
tory. In these experiments, it is necessary to have operating 
conditions duplicated as nearly as possible. For example, if 
the exposure is to be in a rotary drier, the experimental apparatus 
should be of this type. The size of lump material, thickness 
of sheet and its physical condition as to percentage of water and 
temperature should be the same as that which will form the feed 
of the drier to be designed. 

The equations given in the following discussion are to be used, 
therefore, for but two purposes: cither the design of commercial 
apparatus for the drying of a specific material on the basis of 
coefficients determined from experiments upon the material itself, 
or to enable one to predict quantitativcjly the results of changes 
in either operation or construction of a given drying apparatus 
handling a definite material. The coefficients in the latter case 
are determined by studying the actual performance of the appara- 
tus, or the problem is solved by a ratio calculation, in which 
case the coefficients cancel. 

Th(i subsequent treatment of drier design follows the apparatus 
classification based on the method of supplying the heat (see 
pages 640 to 641). 

1. Design of Steam-heated Drum and Tray Driers 

The design of driers of this type may be considered conveni- 
ently as a problem in heat transfer. As emphasized in the 
chapter on Flow of Heat, one must consider the various resist- 
ances met by the heat in flowing from one medium to another. 
In this case there are three resistances: from condensing vapor to 
metal wall, that of the wall itself, and from the metal wall to the 
air in the room. This last resistance really includes three resist- 
ances: contact resistance from metal to stock, resistance of stock 
itself and resistance from stock to air. Where it is desired to 
measure the individual resistances, skin temperatures must be 
taken. 

The surface temperature of a material may be obtained by 
placing a thermocouple upon the surface, the element having 
previously been heated to approximately the temperature of the 
material. By noting whether the element rises or falls in tern-* 



660 


PRINCIPLES OF CHEMICAL ENGINEERING 


perature, it is possible to determine whether the material is 
hotter or colder than the couple; a few trials will enable one 
to have the couple at substantially the same temperature as the 
sheet To prevent radiation the element should be mounted 
flush with the inner surface of an insulating pad, and the whole 
pressed upon the surface to be measured. It must not be kept in 
contact with this surface for any great length of time because 



Time in Minutes 


the pad will prevent evaporation 
and will therefore cause a local 
rise in the surface temperature of 
the sheet. 

a. Drum Driers for Solids. — 

Textiles arc frequently dried by 
passing them over a series of 
hollow metal drums provided with 
means for supplying steam and 
removing condensate and air. 

The first resistance (from steam 
to metal) depends on the per- 
centage of non condensable gas in 
the steam (this should be small in 
good practice), the velocity of the 
steam, the fraction of the total 
internal heat-transfer surface that 
is submerged in condensate, etc. 

The second resistance (that of 


Fio. 217.(1^)— Drying of twine on the wall itself) depends on the 
steam-heated drum. .1 • i i x 1 1 i 

thickness and thermal conduc- 


tivity of the metal used. Where very thick cast-iron rolls are 
employed, this resistance may be an appreciable percentage of 
the total resistance. 

The third resistance (from drum to the stock, through the 
stock, and into the air) is usually the greatest of the three resist- 
ances. Hence it is clear that design should be based on results 
of experiments for the type of drier and material in question, 
conditions in the experiments being as similar as possible to those 
to be used in production. In a certain drier of this type hand- 
ling wood pulp, the third resistance was about 76 per cent of the 
total resistance to heat flow. The overall coefficient was about 
24 B.t.u./(hr.) (deg. F.) (sq. ft. of outer surface). 
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As the thickness of the stock is doubled, the water to be evapo- 
rated is doubled and the heat has to travel twice as far. It would 
therefore be anticipated that the drying time would vary with 
the square of the thickness of the stock. The drying time would 
also increase with increase in the fraction of water removed. 
Figures 217 and 218 show data^^^^ for the drying of twine in contact 
with a steam-heated drum, correlated by use of Eq. 11c, page 
653. 



(Dioime+er of Twine)” 

Fig. 218. — D’-yiiig of twine; effect of thickiM Ss (see Eq. 11c, p. 653). 

b. Drum Driers for Liquids. — When solutions or suspensions 
are concentrated or reduced to a solid on a steam-heated drum, 
the film of material in immediate contact with the drum becomes 
dry in a very short time, and this dry inner layer serves as 
an insulation to separate the more moist layers from the heating 
surface. The process then reduces to a conduction of heat 
through the dry layer into that portion which still remains wet. 
When the rate of heat flow^ is great, the temperature of the sheet 
will approach the boiling temperature of the liquid at the pressure 
used. Hence it follows that the use of vacuum in the chamber 
housing the drum will lower the surface temperature and thus 
increase the rate of heat flow and consequently the evaporative 
rate. 

c. Tray Driers.— Where the material to be dried is placed 
on trays, the heat may be supplied solely from the air, and in 
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this case special drying equations are available (see Rate of Air 
Drying, pp. 642 to 657). Where the trays are supplied with heat 
other than as described above, as when the trays are placed on 
hollow shelves or pipes supplied with steam, the problem is con- 
veniently treated from the heat-transfer point of view. The 
resistances here met are similar to those discussed under Drum 
Driers for Solids. It should be noted that a very important 
factor is the thickness of the material on the trays. 

2. Design of Direct-fired Rotary Driers 

The temperature of the charge in a drier of this type changes 
with the time of exposure to the drying air, as indicated quali- 
tatively by the full-line curve FABC in Fig. 219. During the 



Time of Exposure of Charge in Drger 
Fkj. 219. 


preliminary period, FA, the charge is heating up but evaporation 
is negligible. Evaporation then takes place in the zone AB^ 
accompanied by a slight temperature rise. Finally the charge 
is superheated and the last trac(j of moisture expelled in th(' 
period BC. If a completely dried product is not desired, the 
operation is stopped before the point C is readied. 

The exact determination of this curve would be difficult, but 
it is a satisfactory approximation to assumti constancy of tempera- 
ture during the evaporative period, i.e., to assume that the tem- 
perature of the charge follows the dotted straight lines FDEC 
rather than the full curve in the plot. The important point is, 
therefore, the estimation of the temperature of evaporation, DE. 

Direct-fired driers always employ high-temperature gases 
and in consequence develop a high rate of evaporation. The tem- 
perature of the charge therefore approaches the boiling point. 
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and changes but slightly during the period of evaporation (see 
humidity chart, page 588). From inspection of the chart it is 
obvious that, for material so wet that the surface is saturated, the 
temperature of the charge during the evaporative period when 
exposed to gases 300°F. and above will be from 1 10 to 160°F. For 
lower moisture content, however, the charge temperature increases 
asymptotically to the boiling point, i.e., to approximately 180 to 
210°F. The difference in temperature between the charge 
and hot gases is so great that any reasonable error in estimat- 
ing the temperature of evaporation will not invalidate the 
calculations. 

The design of such driers resolves itself therefore into a simple 
calculation of heat transfer, the process being assumed to take 
place in three separate stages: the preheating, the drying and the 
superheating of the charge. In the equation for heat transfer, 
q = hA Atj it is not convenient to determine the surface exposure 
Aj and hence the term hA is treated as a single coefficient. The 
value of hA is proportional to the volume V of the drier for 
apparatus of the same type. Obviously the coefficient hA must 
be determined for each material and type of apparatus, from the 
performance of actual driers, preferably on the full scale. 

Illustration 1. — A rotary drier is constructed of a steel shell 4 ft. 6 in. 
inside diameter and 20 ft. long, and rotates at 4 r.p.m. It is drying 12,000 lb. 
hourly of a wet ore carrying 16 per cent moisture The dry ore has a specific 
heat of 0.18 and is discharged at 240°F. The ore occupies roughly 20 per 
cent, of the volume of the drier. The flue gas flows countiircurreiit to the ore, 
enters at 1065°F. and leaves at 160°F. Its Orsat analysis is 3.2 per cent CO 2 , 
17.3 per cent O 2 and negligible CO. Its dew point at entrance to the drier is 
76®F. ( 7 >ii 20=22.8 mm.). The temperature of the surroundings may be 
assumed 70°F. as a bastj, and the barometer is normal. Assume the drier to 
be thoroughly lagged. 

Calculate the dry gas in lb. mols passing/hr., the linear gas velocity 
at the cold end, the heat consumed in evaporation and the heat lost in the 
dry ore. Design an ore cooler of a type similar to the drier to recover 85 per 
cent of the heat now lost in the product by preheating the air for the furnace. 

Solution . — The heat utilized by the drier is that involved in heating the 
ore from 70 to 240°F. and in converting water at 70®F. into water vapor at 
160°F. The first is obviously (12,000) (0.84) (0.18) (240—70) or 309,000 
B.t.u./hr. and the second 1092 B.t.u./lb. of water; for 1920 lb. of water, 
it is 2,098,000 B.t.u./hr., making 2,407,000 B.t.u./hr. in all. This heat is 
furnished by the cooling of the flue gases from 1065 to 160°F. 

Basis: 100 mols of dry flue gas: 

This contains [22.8/(760 -22.8)]100 =3.09 mols of water vapor. 
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Gas 

Mols 

(1066 -60) (Jl/Cp).v. 

(160 -60) (iWCp).v. 

Diff- 

erence 

B.t.u. 

CO 2 

3.2 

11,050 

910 

10,140 

32,500 

O 2 

17.3 

7,620 

704 

6,916 

120,000 

N* 

79.5 

7,240 

696 

6,544 

520,000 

H 2 O 

3.09 

8,640 

811 

7,829 

24,200 

Total. 

103.09 




696,700 


Neglecting radhition loss, tins (herefore requires 2,407,000 (100)/607,0(K) = 
346 lb. mols of dry flue gas/hr. or 357 lb. mols of wet flue gas. The evapora- 
tion is 106.6 mols of water /hr., making a total of 464 mols of gas/hr. 
leaving the drier at 160°F., or 210,000 cu. ft /hr. giving a velocity of 3.66 
ft. /sec. 

In order to use these data in the design of similar apparatus, the heat 
transfer must be estimated. Base this figure on the unknown but relatively 
constant surface area A of (diarge exposed in the present drier. Evaporation 
may be assumed to take place at 200°F. On this assumption, the heat 
transfer takes place in three stages. Firsty (130) (1) (1920) 4- (130) (0.18) 
(10,080) =486,000 B.t.u. is needed to raise the 12,000 lb. of wet ore from 
70 to 200®; second (1920) (974) =1,870,000 B.t.u, disappear in the evapora- 
tion of 1920 lb. of water at 200°F.; finally (10,080) (40) (0.18) =72,600 B.t.u. 
is used to superheat the ore from 200 to 240°F. Neghicting the changes of 
specific heats of the components of the flue gases with temperature, the gases 
used (346 lb. mols gas) losci (3.46) (697,000) /905 = 2660 B.t.u. /deg. fall in 
temperature. In the last stage therefore, tliey drop only 72,600/2660 = 
27.3° to 1038°F. The drop in the second stage is not so directly estimated 
because the gases are cooled not only by the evaporation of the water, but 
also by the dilution with the water vapor produced. Call the gas tempera- 
ture at the end of the second stage f°F. Then from a heat balance in tlie 
evaporating zone, 2660 (1,038— t) =1,870,000 + 1920 (0.48) (t— 200), whence 
t =300°F. 



Hot 

end 

Temperature of gases . . . 

1065 

Temperature of charge . . 

240 

Temperature difference 

825 


End of 

Start of 

Cold 

evaporation 

evaporation 

1 end 

1038 

300 

160 

200 

200 

70 

838 

100 

90 


Average Af for each stage 
of process 


832 347^ 95 


* This log mean, though not strictly applicable to this case on account of the dilution 
effect, is used as an approximation. 
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For each section of the drier corresponding to each of the three stages of 
the process one may write q=hA{Nt)^^,, where the subscripts 1, 2 and 3 
correspond to the first, second and third stages of the drying operation. 
Obviously, the total exposed area in the drier, 

A =Ai-{-A2-{-A3. 

For each section q and (AOuv. are given; hence, 

For superheating zone, /lAi ^ =87 B.t.u./(hr.) (deg. F.) 

For evaporating zone, hAi = - f-. - = ™ = 5390. 

T’ U 4 • 1. A 486,00fk r 1 

For preheating zone, hAs ■ • = — — =5120. 

(ACav ^3 yo 

The main resistance to the flow of heat in all three zones is that of the gas 
film. This coefficient (h) varies as the mass velocity of the gases, which 
velocity is approximately constant for this problem. Adding, 

hA , -\-hA2-\-hA^ - 10,600. 

The mols of air to be used in the cooler are found by using the nitrogen 
content of the flue gas, since this came from llie air, i.e., 

mols of air =354(79.5/79.1) =356. 

The heat to be recovered in the cooler is 85 per cent of 309,000 B.t.u. or 
738 B.t.u. /rnol of air heated. Since 1 mol of air at 70®F. has a beat content 
(above 32°F.) of 243 B.t.u., at its point of exit from the cooler it will have 738 
more, or a total of 981 B.t.u., corresponding to 176°F. as read from Fig. 1, 
page 10. 



D.!g. F. 

Difference 

Temperature of air entering cooler 

70 


Temperature of ore leaving cooler* 

95.5 


Temperature of ore entering cooler 

240 

fi4 

Temperature of air leaving cooler 

176 


Hence logarithmic-mean temperature difference, °F . . 


41.8 


* Ore cooled 86 per cent of (240 — 70). 


The value of hA for the cooler is therefore determined by the equation 


hA = 


7 

(A^av ) 


(0.85) (309,000) __ 
“(41.8) 


Since the original drier gave a total value of hA of 10,600, and since the value 
of this quantity is obviously proportional to the volume of the drier, the 
cooler should be 6290/10,600 the size of the drier, or 60 per cent. To keep 
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the air velocity practically the same, the diameter should be the same, but 
the cylinder six-tenths the length. 

This drier gives trouble in operation, in that the temperature of the dis- 
charging material fluctuates widely. When the rate of feed decreases 
slightly, the discharge is excciodingly hot; with an increased rate of feed, the 
material is incompletely dried. The difficulty lies in the fact that the 
superheating zone, after evaporation is completed, is too short, and the gas 
temperature at that point too high. To secAire a larger factor of safety in 
operation, the superheating zone should be longer and the gas temperature 
lower. This can be accomplished by resort to the ‘^double-pass" principle 
(see page 632). 

3. Design of Air Driers for Sensitive Materials 

Introduction. — It should be recalled that under constant 
drying conditions the drying operation in general occurs in two 
stages: a constant-rate period, wherein 

dW 

(13) 

and a falling-rate period, wherein 

-dW/dd=f(W), (14) 

At the critical point where W equals TFr, both equations apply, 
and hence B{Hs — H)=f{Wc). In the constant-rate period the 
rate is independent of Wy while in the falling-rate period the 
rate is a function of the frec-water content. In any continuous 
drier, drying conditions may vary from point to point in the 
apparatus, but, since they remain constant at any given point, 
these differential equations apply at each such point. They 
must therefore be applied differentially and integrated for the 
drier as a whole. 

Wherever there is a constant-rate period, Eq. 13 is combined 
wdth the w’ater balance and integrated from the original water 
content Wo to the critical value Wc. Lot m be the weight ratio 
of bone-dry air to bone-dry stock employed in the continuous 
drier. The water balance is then given by the simple relation 

-^dW=±mdHy (15) 

the sign depending on the direction of flow of air and stock. 
If the desired final water content is equal to or greater than 
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Wc, the problem is solved by using the relation 


m_ _ r dH 

m + J H.-H' 


(16) 


In general, it is necessary to dry to a final value of W below Wc- 
The falling-rate period must therefore be treated separately. 

For the general case, t.e., where both surface evaporation and 
interior diffusion should be taken into account, integration of 
Eq. 14 is complicated. Usually satisfactory approximate 
equations may be developed. 

Where the resistance to interior diffusion is controlling, it is 
usually allowable to neglect variation in X in a given drier, and 
Eq. (11c) may be employed directly to calculate the falling-rate 
time. 

Where the resistance to surface evaporation is the controlling 
factor, the important variable is the humidity, and Eq. (10) 
can be integrated as shown below. Discussion is therefore 
limited to modifications of Eq. (10). For continuous apparatus 
where the r(\sistance to surface evaporation is controlling, the 
general differential equations applicable to driers of adiabatic, 
constant temperature or controlled-humidity type will bo derived. 
Two such equations will be esta})lished, one for countercurrent 
flow of air and the other for parallel flow. These equations will 
then be integrated for the special cases given. Finally, a 
discussion of intermittent driers will be added. 

In any drier in which the stock is dried by means of air, and 
where surface evaporation is the controlling resistance, the 
differential equation, as shown on pag(' 653, is 


dW_ ^ m J{G) {Hs -H)W 
dd Ij L 


where, at any time 0 in the falling-rate period, W is the free 
water on the dry basis, L is half the thickness of the stock, P 
is the experimentally determined coefficient of surface evapora- 
tion for the definite drying conditions and particular material. 
As indicated by the equation, ^ equals /(G) (//,-ff), where G is 
the mass velocity of the air past the stock and //*-// is the 
humidity difference, also called AH. It will be recalled that 
//, is the humidity of saturated air at the temperature of the 
surface of the sheet and H is the humidity of the drying air. 
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Counterflow. — Since driers are usually designed to give con- 
stant mass velocity of the gases, the term f(G) remains constant 
throughout the drier. In order to allow for the variation in 
the humidity H of the air passing through the drier, one may 
make a moisture balance between the water lost by the stock 
and that picked up by the air. The subscript 0 will be used to 
designate the condition of both air and stock at the end where 
the stock enters, and the pounds of free water per pound of bone- 
dry stock and the humidity of the air will be called W and //, 
respectively, at any section y ft. distant from the feed end and 
and 7 / 2 , respectively, at the discharge end. The moisture 
balance between the feed end and any section y ft. distant 
gives WQ — W=m{HQ — H), or 


fj-jj iW,-W) 
” m 


(18) 


where m represents the pounds of bone-dry air per pound of bone- 
dry stock. It should be noted that this moisture balance is 
based on the assumption of constant equilibrium moisture of 
the stock passing through the drier, a restriction removed later. 
Elimination of H from the water balance and Eq. 17 gives 

(19) 


Parallel Flow. — Calling the pounds of free water per pound of 
dry stock at the feed end TTo and the humidity of the air entering 
at the same end 77o, a moisture balance* gives {Wq — W) = 
m(H — Ho), which, when combined with (17), gives 

-^=^-^lm{H.-Ho)-Wo+WKW). ( 20 ) 

The general equations (19 and 20) just derived apply to all 
countercurrent and parallel-flow driers, respectively, which 
operate at temperatures so low that the resistance to surface 
evaporation is the controlling factor, however the heat may he 
applied to the driers. To integrate them, however, the exact 
method of heat supply must be taken into account. 

Adiabatic Counterflow Driers.— The salient characteristic 
of adiabatic driers is constancy of wet-bulb temperature, i.e., 

* This equation also assumes ^ to be constant. 
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ta^twy and consequently These driers are therefore 

used for materials sensitive to heat while still wet, as the stock 
temperature is automatically controlled (e.gf., glue, sugar, heavy 
leather, vegetables, etc.) 

Since in any given drier of this type ffo and TTo are con- 
stant, Eq. 19 may be written as 

dW _f(G) dd 
iW){M-W) Lm ' 

in which 

M = m{H^-Ho) + Wo. (21) 


Integrating from IFc to W 2 gives 

f(WMM--W2)\_f(G)Mie2 - e.) 

^(TF 2 )W-TF.)y“ Lm 


(21a) 


If the total weight of dry stock exposed in the drier is called Q, 
and the weight of dry stock fed per unit time is called F, it is 
obvious that 


Q/F = e2 (22) 

where $2 is the total drying time. 

This type of drier, simple in construction and operation, can 
be used to control the humidity and temperature of the air with 
which the dried stock is in contact, and hence to control the 
moisture content of the product (c.g., water of crystallization, 
textile products, etc.) and yet simultaneously secure rapid 
evaporation due to the high initial temperature of the drying air. 

Adiabatic Parallel Flow. — Since in any given drier of this type 
m, Hwy Ho and Wo are constant, Eq. 20 may be written as 

dW _f{G)dd 
lW){N+W) Lm 

in which 

N = m{H^-Ho)-Wo. (23) 


Integration from Wc to W 2 y and from dc to 62 gCves 

, f{Wc){N+W2)\_f{G)N{d2-d;) 

^^^"(W(iV+TFc)/ Lm 


(24) 


Constant-temperature Driers. — Materials injured by heat 
after they have become dry are usually dried in constant-tem- 
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perature driers. This is necessary in the case of materials exist- 
ing in large lumps or thick sheets (for example, raw rubber), 
because, when the drying operation is even partially complete, 
the surface of the sheet or lump is relatively dry, the remaining 
moisture existing only in the interior. While the interior is 
therefore cold, the surface is practically at the temperature of 
the dr 3 dng air and therefore is liable to injury. In present 
commercial practice, these driers are also frequently used for 
materials such as salts with water of crystallization, tc^xtiles 
and the like, which, as will be shown later, are more advanta- 
geously handled in other apparatus. 

The drying capacity of any drier, in which the air temperature 
is kept at a constant k'vel by supplying heat in the necessary 
quantity in the drying compartnfK‘nt itself, is found by the use of 
the integral of Eq. 17 : 


r”'* dW 

Jw/{W){AfD 'L 


(25) 


This integral involv(\s, howevcT, not on(‘ but two variables, W 
and AH, and, unlik(' the cas(^ of adiabatic dri(Ts, it is impracticable 
to express All algebraically in terms of W, Nonetheless All can 
be found as follows: For various values of W, between Wc and 
Wa, calculate H from the water balane(' (Eq. 15). Knowing the 
operating temperature t and the humidity II, just calculat('d, Hy, 
can bo read din^ctly from the humidity chart. AH is Hy, minus 
II, Knowing AH for various values of W, it is possible to plot 
^/(W) (AH) against W, and the area under this curve is the 
integral retpiired. 

When the air temperature is high (above 200°F.), the value 
of AH usually changes but little during the drying operation. In 
such a case one may use an arithmetic mc^an (AII)^^ of the values 
of AH at the terminals of the zone in which W falls from Wc to 
W 2 , giving 


We_f(G)(e,-ec)(AH) 
W 2 ~ L ' 


(26) 


Illustration 2. — A drier is to be designed to dry a lump material, producing 
1400 lb. of product /hr. The wet feed will be loaded on trucks carrying 
trays made of large-mesh wire screen. The drier will hold two parallel 
lines of these trucks, and will contain propeller-type fans to recirculate air 
crosswise over the trays and over steam coils located within the drier. The 
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trucks will be 5J^ ft. long overall, and will carry seven trays, each 5 ft. 
long by 4 ft. wide and 10 in. deep. Each tray when loaded will contain 3 lb. 
of dried product/sq. ft. of tray surface, i.c., each tray will hold 60 lb. of 
dried product. The wet stock contains 116 per cent water on the dry basis, 
and the final product is to contain 10 per cent water, dry basis. The dryer 
is to be designed to operate at 170®F. with air entering the preheater at 
70°F. with a relative humidity of 80 per cent. 

In order to obtain information on the drying characteristics of the mate- 
rial, a loaded tray of the wet stock was placed in a drier of the same type 
as that wdiich it is planned to (construct. The weight was obtained at fre- 
quent intervals, and the following data w’^ere tabulated: 


Time, 

min. 

% water, 
dry basis 

Time, 

min. 

0 

116.0 

211 

17 

111.7 

226 

36 

106.0 

242 

58 

100.0 

255 

80 

93.5 

277 

97 

88.9 

287 

125 

81.0 

302 

144 

75.5 

313 

160 

71.2 

345 

176 

66.6 

362 

194 

61.8 

390 


% water, 
dry basis 

Time, 

min. 

% water, 
dry basis 

57 4 

415 

28.6 

53 6 

438 

26.4 

49 6 

465 i 

24.8 

46.6 

506 

22.8 

42 8 

541 

22.2 

41 0 

601 

15.4 

38 6 

615 

14.6 

37.1 

635 

13.5 

33.3 

785 

11.4 

31 4 
29.2 

822 

10.2 


This test was run at 95*^ P\ at a relative humidity of 7 per cent. The air 
velocity over the tray w'as the same as that to be used in the proposed dryer. 

The following data arc available on the equilibrium moisture E of the 
stock. 




20 

30 

40 


Mi 

70 





3.2 

4.1 

4.8 

5.4 

6.1 

7.2 

8.8 

10.7 


It will be assumed that the critical moisture, expressed as 100(7'^—^/), is 
independent of the air temperature and humidity, and that at any free 
moisture content the rate of drying is proportional to the humidity differ- 
ence, Hw—H. 

Calculate the required length of the drier, assuming that the air leaves 
at 170°F. with a relative humidity of 60 per cent, (o) for countercurrent 
movement of air and trucks, and (h) for parallel flow. 

lOOdT* 

Solution , — From the test data the values of ^ — were calculated 

and are shown plotted vs. T in Fig. 220. 
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lOOT, 
% water 
116-58. 

64.. .. 

47.. .. 

40.. .. 

34.5.. 

26. . . . 
17 3 . 


_100<i7’ 
de ’ 

%/miii. 

0.279 

0.237 

0.202 

0.163 

0.115 

0.084 

0.0515 


The plots of air hmnidity and wot,-bulh humidity vs. per cent water in the 
solid (dry basis) are also j^iveii in Fij?. 220 for both cases. These plots 
together witli one of equilibrium water (per cent water, dry basis) are 
sufficient to calculate the data given in the two tables })elow. 


T 

H 

% RH at 
170°F. 

E 


T-E 

Rate at 
95°F., at 
this 

Rate at 
170°F., 

1/Rate 






T-E, 

%/min. 

%/min. 



Countercurrent Flow 


10 

0.0126 

5 

1.1 

0 0190 

8 9 

0.027 

0.0625 

16.0 

25 

0.0393 

15 

2.7 

0.0159 

22.3 

0 073 

0.142 

7.05 

40 

0.0666 

24 

3.6 

0.0133 

36.4 

0.139 

0.226 

4 42 

55 

0.0933 

32 

4 2 

0.0118 

50.8 

0.234 

0.335 

2 98 

70 

0.120 

40 

4 8 

0.0102 

65.2 

0.279 

0.346 

2.89 

85 

0.147 

47 

5.2 

0.0089 

79 8 

0.279 

0 302 

3.31 

100 

0.174 

53 

5.6 

0 0083 

94.4 

0.279 

0.282 

3.54 

116 

0.203 

60 

6.1 

0.0071 

109.9 

0.279 

0 241 

4.15 


Parallel Flow 


10 

0.203 

60 

6.1 

0 0071 

3.9 

0 012 

0.0104 

96.1 

25 

0.175 

53 

5.6 

0.0081 

19.4 

0.062 

0.061 

16.4 

40 

0.148 

48 

5.2 

0 0090 

34.8 

0.131 

0 144 

6.95 

55 

0.121 

40 

4.8 

0.0100 

50.2 

0.228 

0.278 

3.65 

70 

0.095 

33 

4.3 

0.0118 

65.7 

0.279 

0.400 

2.5 

85 

0.068 

24 

3.6 

0.0133 

81.4 

0 279 

0.468 

2.14 

100 

0.041 

16 

2.8 

0.0159 

97.2 

0.279 

0.529 

1.89 

116 

0.0126 

5 

1.1 

0.0190 

114.9 

0.279 

0.645 

1.55 


The values in column 7 of the upper part of the table are read from the rate 
curve of Fig. 220, and are the rates of drying at 95 °F., expressed in %/min., 
at the values of T—E shown in column 6. Since in the laboratory run 
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Fio 221 —The areas under the curves determine the drying times for parts (o) 
and (6) of Illustration 2. 
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with 95°F. air the value of H^—H was 0.0082, the rates at 170°F. will be 
in proportion to the values of Hw—H at 170°F., shown in column 5. Hence 
the values in column 8 are obtained by multiplying the values in column 7 
by those in column 5 and dividing by 0.0082. The values in the last column 


are — 


de 

lOOdT' 


and are the reciprocals of the values in column 8. 


The total 


time is then calculated by plotting — ^qq^ Y t as ordinates vs. 100 T, as in Fig. 221 , 


and determining as the area under the curve. This gives 8.5 hr. for the 
counterflow drier and 18.7 hr. for the parallel-flow case. Since the rate of 
travel of stock through the drier is to be (1400)/(2X7X60/5.5) or 9.15 
ft. /hr., the length of the counterflow drier must be 8.5X9.15 or 78 ft.; simi- 
larly, the parallel-flow drier would be 171 ft. long. 


Controlled Humidity Driers. — Crystals containing water of 
crystallization must bo dried without efflorescence because, once 
the crystal water is lost, oven in part, the form of the crystal is 
destroyed and the water recovered very slowly. Certain mate- 
rials containing adsor))ed water deteriorate permanently if that 
water is removed beyond a certain point (c.g., soda lime for gas 
absorption). Finally certain materials must be dried to avoid 
injury (e.g.j paper, etc.). In all these cases there exist definite 
limits of humidity and temperature which must not be exceeded 
in the dr 3 dng process, i.e., humidity must be controlled. The 
mechanisms for securing this control are described on page 637. 
The equations for the design of such driers are identical with 
those used for constant-temperature driers, the one difference 
being that one must use the temperature corresponding to each 
value of the humidity limitations of the particular material being 
dried. 


Illustration 3. Controlled Humidity Drier (Counterflow Drying of 
Crystals). — The deierminalion of the humidity limits that must be observed 
will be clear from the following illustration: 

Crystals of Na 2 HP 04 l2H20 lose water of crystallization if subjected to 
conditions of temperature and humidity corresponding to any point below 
AB* in Fig. 222. The same crystals will deliquesce, i.c., dissolve to form a 
solution, at any condition above the line CB. Therefore, drying conditions 
must be so chosen that the drying air will at all times be represented by some 
point in the field A BC. In practice it will be necessary to design the drier to 
operate above AB, along some such line as DE, chosen to secure a satisfactory 
factor of safety against efflorescence, and below the line EF, this latter being 
suflBciently low to maintain a reasonable evaporative rate. Furthermore, 

* For the construction of these curves see pp. 681 to 682. 
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the crystals must be cooled and stored prior to packing, in air the humidity of 
which lies in the same field. It is obvious from the plot that the temperature 
of the crystals leaving the drying zone theoretically must not exceed 97®F. 
and for safety should be below 86°F. This latter temperature gives, how- 
ever, a humidity difference and hence a drying rate so low that it is agreed 
not to allow the air to rise above 85 per cent humidity. Therefore it must 
not rise above 79°F. If, for example, air at 70®F. and of 80 per cent humid- 
ity is to be used, design the drier to operate with a countercurrent stream of 



so 50 70 DO 

Tcmp.°F. 

Fiu. 222. — Diagram for Illustration 3. 

air, entering at the point (7, and rising in temperature as its humidity 
increases along the curve GE, the air being discharged at 79°F. with a 
humidity of 85 per cent. In this way one will at all times maintain the 
highest drying temperature and evaporative rate consistent with safety. 

Assume that it is required to produce hourly 200 lb. of crystals of appar- 
ent specific gravity 0.9, containing not over 0.5 per cent moisture (wet basis) 
from wet crystals carrying 5 per cent of free water, wet basis. The critical 
water Wc exceeds 0.05, so there will bo no constant-rate period. In the drier 
the crystals rest in a layer 1 in. deep in perforated trays set to give 1 in. 
clear space between the trays. Between these trays air passes at a rate of 
25 lb./(sq. ft. of clear cross section) (min.). For the sake of illustration, 
assume that under these conditions experiments show that a drying coeffioi- 
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ent, f{G)/L, equal to 3.0,* ciui be realized and that the material contains no 
“equilibrium moisture.” 

Solution . — Two hundred pounds of product containing 0.5 per cent mois- 
ture corresponds to an hourly evaporation of 9.48 lb. of water. F equals 
3.32 lb. of dry stock/min. The air enters the drier with a humidity of 0.0125 
and leaves with a humidity of 0.0188; hence each 100 lb. of air picks up 
0.63 lb. of water, requiring for the above amount 1505 lb. of air /hr., or 25.1 
lb. /min. The net cross section of the drier is therefore 1 sq. ft., and the 
gross cross section is 2 sq. ft., neglecting the thickness of the trays. 

The length of the drier depends upon the number of pounds of dry stock, 
0, which must be in it at any time to produce 200 lb. of product/hr. This 
quantity is given by Eq. 26. Since de is zero, this becomes 

1 . Wo_f(G)iAH)^ 

W 2 LF 

provided AH varies only slightly throughout the drier. 

The water on the wet crystals exists as a saturated solution and during 
drying will not be at the wet-bulb temperature, but, owing to vapor pressure 
lowering, at a somewhat higher temperature than this vith a percentage 
humidity of about 98. From the humidity chart it will be seen that air 
entering the drier at 70°F. and //« =0.0125 has a wet-bulb temperature of 
66°F. and a humidity at the wet-bulb temperature of 0.01345. By inter- 
polation on the cooling line the value of H is 0.01336, giving AH or Ha — H 
equal to 0.00086. Similarly at 75°F’. AH equals 0.00077, and at 80°F., 
0.00062. The change in value of AH with temperature is therefore not so 
great but that an average value (AH^^,) of 0.00075 may be employed in the 
above equation. 

By substitution Q (dry basis) is found f to be 3465 lb., corresponding to 
about 3480 lb. product in the drier at any time. This product weighs 
56.1 Ib./cu. ft. and has a volume therefore of 62.1 cu. ft. Since the net cross 
section of crystals is 1 sq. ft., the length of the drier must be 62.1 ft. 

Such a drier provides for sufficient air at the proper velocity flowing 
countercurrent to the stock; its dimensions are, however, impractical. The 
same conditions may be maintained by constructing the drier as shown in 
Fig. 223. If trucks 5 ft. high, 3 ft. wide and 2 ft. 8 in. long are used, each 
truck will contain thirty shelves. Each truck will then hold 

(30) (3) (2.67) (1/12) =20 cu. ft. of crystals; 

hence about three trucks are needed to hold 62 cu. ft. of crystals. In order to 
provide a suitable factor of safety, six trucks should be used. 

The enclosure AB is the tunnel with inside dimensions about 5 ft. high 
by 4 ft. wide by about 16 ft. long. Through this space are propelled six 
trucks, each supporting thirty shelves. The air has, in addition to its motion 


* f(G)/L =3.0 f when using time in minutes and AH as in this illustration. 

(3.0) (0.00075) (Q) 


iOQincr / (0.05/0.9 5) \_( 
\ 2.3 logic (0.005/0.995)7 


3.32 


whence 0=3465. 
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counter to the trucks, a rapid transverse circulation across the trucks as 
indicated by arrows. This transverse movement is reversed in successive 
compartments to secure uniformity in drying. Short-circuiting of the air 
is prevented by the horizontal partitions D, leather flaps E being used as 
seals at the lines of contact. Heating elements must be provided in the 



Fig. 223, — Tunnel drier of Illustration 3. 

sides of the drier, so controlled as to maintain tin; required temperature- 
humidity relations at each point. 

Intermittent Adiabatic Driers. — Occasion may arise for the 
use of an intermittent adiabatic drier, z.c., the drier being filled 
with (diarge, and then run until the drying process is completed, 
when it is emptied to give way to a new charge. Such an 
arrangement is always to be avoided, if possible, as it involves, 
firstj slow drying toward the end of the cycle, with consequent 
low drying efficiency, i.c., poor utilization of the heat content 
of the air, and, second, unequal drying due to the rapid drying 
of the stock at the point where the fresh, dry, hot air enters and 
slow evaporation at the other end where the cooled moisture- 
laden air leaves. 
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This second disadvantage can in a large degree be eliminated 
by using either a short rotary drier with provision for mixing 
the charge from end to end during the drying or a shelf or tray 
drier, in either case periodically reversing the direction of the air 
current. For such an apparatus calculations are simple in the 
constant-rate period. However, in the falling-rate period the 
rate of drying varies from point to point at any given time during 
the drying cycle, owing to the rise in humidity of the air as it 
traverses the apparatus, and decreas(?s as the drying proceeds, 
owing to the influence of the continually decreasing moisture 
in the stock. In other words, the drying rate is a function of two 
independent variables, i.e., of the time in the drying cycle, and 
of the location of the sto(^k in the drying apparatus with refer- 
ence to the points of entrance and exit of the air. These condi- 
tions, however, obtain in the small-scale experiments which are 
necessary to establish, for any given materials, the constants 
required for the design of a drier. The consideration involves 
the solution of a partial differential equation. 

Derivation of Equation. — For such a case, i.e., where tlie charge is kept 
thoroughly mixed, let Z =the actual total water content in the drier at any 
time 0 from the beginning of the run; c = the concentration of water in the 
stock; a=the surface area of the stock, available for evaporation, per unit 
volume of the drying equipment; AS’=the cross section of the apparatus; 
y =the distance of any sj)ecifi(; point in the apparatus from the end at which 
the air leaves; AZ*=the water content of the differential length of drier, 
A?/; // =the humidity of the drying air at the point y in the drier, and Hu> = 
that corresponding to the wet-bulb temperature; Y>e=the weight of dry air 
passing through the drier p(*r unit time. 

The differential equation expressing the? drying mechanism is 

= [•^^^][(c)(a)(S)(Ay)(L)][(//„-«)l. 

Since all water evaporated goes into the air, the right-hand side of this equa- 
tion, representing as it do(‘s the w'ater carried out of the section under con- 
sideration per unit time, must equal that picked up by the air: 

wAH= -f{G)c{1K-H)aS/^y. 

* The fact that H varies only with y is indicated by writing the differ- 
ential coefficients of these variables as A^ and At/; since the moisture Z 
varies only with 0, the differential coefficients of these variables are written 
as dZ and d0. It should be noted this meaning of A£f is different from that 
used elsewhere. 
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By integration, 

IHc — constant; 

or, if fl'o=the humidity of the air leaving the drier, at 2/=0 

_f(G)caSy 


an equation which applies at any time d in the falling-rate period. 



Fuj. 224.— Relation between <pZ and for intermittent adiabatic driers. 

It is obvious from a water balance that throughout the drying period 
-dZ = (uO(//o-H)d0. 

However, from the preceding integral, 

g„,-gn _ H..-H+rr^^. H„-n 

hZ-h~ ifj-n g„-tf 

Since c/co^Z/Z„, when the subscripts 0 apply to the condition of the stock 
entering the drier at the time, 0=0, 

[ —f(.G)r» aSyZ -i 

1 -e \de, 

or, if f{G)coaSy/wZQ is designated by 

-dZ = M(7/.-H)(l -e-^^)d0, 

or, by integration, 

^-1- ^ [ln(l-e-*’2)-lna-«~ ^.)] 

Z ^ 


( 27 ) 
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If ^ is used to designate the function, 

^=-i[ln(l-e-»'J')], and ^<,= -^^[In (1 -e-v-s.)], 
this equation may be written as, 

+§“(1 - 1 = W - ff )|. (27a) 

It is possible to simplify the term <p=f{G)cQZSay/wZo to f(G)ZlwL, since 
Zo equals the term SayLco. Equation 27a cannot be solved directly for 
w or Z, but can be solved for the quantity most frequently sought in 
drier design. Its main use is in calculating the results of experimental 
runs, in which case it is solved for <p by successive approximation, keeping 
in mind the facts, first, that ^ is in a definite function of ipZ (see Fig. 224), 
and, second, that and \p must correspond to a ratio of (pZo/(pZ =Zo/Z. 

In all these equations for driers which involve the basic; equa- 
tion for drying rate under constant drying conditions, the term 
f{G) represents the same quantity. Its absolute value will vary 
from material to material, and, in the case of a given material, 
will be less in any type of drier offering inadequate surface 
exposure. It should be noted that /(G) is independent of the size 
of the drier or the scale of the drying operation. 

The capacity of a drier is proportional to its size, provided 
(1) that the air supply be kept stri(;tly proportional to the 
water to be evaporated, (2) that the mass velocity of the air 
past the material be unchanged, (3) that the wet material be 
dried from the same initial to the same final water content, (4) 
that the average thi(;kness or dimension of the material be con- 
stant, (5) that the temperature and humidity of the initial air 
be kept the same, and finally (6) that the degree of exposure of 
the surface to the drying air be unchanged. If in experimenta- 
tion these conditions are fixed at the values it is desired to realize 
in practice, then the size of a drier of exactly the same type can 
be calculated by simple proportionality. When, however, any 
one of these conditions is to be different from those obtaining in 
the experiment, or when another type of flow is to be used, 
proportionality no longer holds, and resort must be had to the 
equations. 

As has already been emphasized, the constants for the design 
of drying apparatus must be determined by experimentation 
upon the material itself. In such experiments it is important 
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to have the nature of exposure of the material to the drying air 
similar to that in the apparatus it is proposed to build. 

CONSTRUCTION OF Na2HP04*12H20 CURVES 

(Fig. 222, page 675) 

The humidities determining curve AB are calculated from the decom- 
position pressures P* of Na 2 HP 04 - 12 H 20 at various temperatures f and 
from the pressures Po of water at the same temperatures J as shown by the 
relationship H = 1S(P)/29(7G0—P). The results are given in Table I. 


Table I 


t 

P 

NajHPOi I 2 H 2 O 

Ho 

Per Cent 
Humidity 

H 

Po 

42.2 

4.61 

0.00378 

7.39 

0 00610 

62.0 

51.5 

6.38 

0 00526 

9.69 

0.00800 

65.7 

69.0 

8.84 

0.00730 

12.73 

0 01056 

69.1 

63.1 1 

10.53 

0.00872 

14.70 

0.01228 

71.0 

68.3 

13.09 

0 01087 

17.56 1 

0.01470 

73.9 

73.4 

16.19 

0.01350 

21.0 

0 01764 

76.5 

80.6 

21.58 

0.01814 

26.5 

0.02243 

80.8 


For nomenclature, see page 682. 

In determining curve CB, the humidity of an* ir equilibrium with the 
saturated solution H, is calculated as before, and expressed in terms of 
that of air saturated at the same temperature. 

The vapor pressures of the saturated solutions at the temperatures of 
saturation, however, have not been determined, and must be obtained indi- 
rectly. The solubilities /, f.e., the composition of the saturated solution at 
any temperature, § and the pressures Pno of solutions of varying strength 
at 212°F.^ are available. Making use of the fact brought out in the dis- 
cussion of Evaporation (page 412) that the relative vapor-pressure lowering 
of any solution not too concentrated is independent of the temperature, 
one can calculate the relative lowering from the data at 212°F. and then 
obtain the pressure at the saturation point p« from the pressure Po of pure 
water at the saturation temperature. These steps are indicated in Fable II. 

* All values of pressures are given in millimeters of mercury. 

t Frowein, Z. physik. Chem., 1, I (1887). 

t ScHEEL and Hbuse, Ann. Physik, (4), 31, 715-730 (1910). 

§ Mulder, Bijdragen tot de geschiedenis van hot scheikundig gebondev 
water, Rotterdam (1864). 

^ Tammakn, Mem. Acad. Petersburg^ 7, 35 (1887). 
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Table II 




S 

1 

s 

cC 

1 

$ 

8 

rH 

1 

fC 

1 

0 

ft. 

(C 

533 

0 

533 

Per Cent 
Humidity 

30.4 

1.9 

3.23 

.425 

4.29 

.02 

4.27 

0.00351 

0.00352 

99.6 

32 

2.5 

4.25 

1 .559 

4.58 

.03 

4.55 

0.00374 

0.00376 

99.3 

50 

3.9 

6.62 

.871 

9.18 

.08 

9.10 

0.00752 

0.00758 

99.2 

68 

9.3 

15.78 

2.076 

17.41 

.36 

17.05 

0 01425 

0.01454 

98.0 

86 

24.1 

38.2 

5.03 

31.56 

1.59 ! 

29.97 

0.02547 

0.02690 

94.7 


t =dog. F. 

/=gm. of anhydrous salt/ 100 gm. of water in saturated 
solution. 

760 —P760 = vapor-pressure lowering at 42®F., rnin. of mercury. 

100(760 -P760) , , 

~ 7ftn — — =p(‘r «ciit vapor-pressure lowering. 


Po=pressiire pure water, mm. of mercury 
F= pressure of solid duodecahydrate, mm. of mercury. 

/fo = humidity of saturated air, lb. of water vapor /lb. of dry air. 
H = humidity of air in equilibrium with duodecahydrate. 

pressure of saturated solution, mm. of rm^reury. 

II, = humidity of air in e(][uilibriuin with saturated solution. 


Nomenclature 

Aj surface area, total exposed and wetted, respectively. 
a = surface per volume of drier. 

Bf (7 = constants. 

6, 6' = constants. 

c, Cav , Cm, c,, c.c = coiicen tratioii of liquid, weight per unit total original 
volume; c corresponds to the position x, Cav. to 
the integrated average in the sto(^k, Cm to mid- 
plane, Cm to the surface and c,c to the surface at the 
critical point. 

7) =dilTusivity of liquid. 

(i= prefix, indicating differential. 

E, Psc = equilibrium water, weight per unit weight of bone-dry 
stock; E corresponds to the humidity and tem- 
perature of main body of air, and Eac to equilibrium 
with substantially saturated air at the surface 
temperature at the critical point. 

F=rate of feed to a continuous drier, expressed as weight 
of bone-dry stock per unit time. 
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/(^)» fi^) empirically determined function of the mass velocity 
of the air. 

G =mass velocity of air. 

Hj H,y Hbc, //«,= absolute humidity, weight per unit weight of bone-dry 
air; H corresponds to the main ])ody of the air. Ha 
or H,c to saturation at the surface temperature in 
the constant-rate period and Hy, to the wet-bulb 
temperature. 

he, hr = coefficients of heat transfer from air to surfacre, by con- 
duction and conve(dion and by radiation, respec- 
tively. 

K = drying coefficient, in units of the reciprocal of time. 

A' = evaporation coefficient, based on humidity difference, 
weight per unit time per unit wetted surface. 

M, N = constants. 

rn = weight of bone-dry air per unit of bone-dry stock. 

L =half-thickncss before drying starts. 

71 = partial pressure of water vapor. 

total w'cight of bone-dry stock in drier. 

g = heat-transfer rate. 

r,, r, = resistances to diffusion of li(|uid from the interior to 
the surface and resistance to evaporation at th(5 
surface, rtjspec lively. 

S = cross section of drier. 

/ Ti, T‘ 2 , Te,Ta, 7\e—ioi&\ inoisture content, weight per unit weight of bone- 
dry stock; T corresponds to Ty to any tune in 
the falling-rate period, 7*2 to a later time, Tc to 
the critical point, Ta to the surface and 7\e, to the 
critical value at the surface. 

i, = temperature of air and of surroundings, respec,tivcly. 

U = overall coc'fficuent of h(‘at transfc'r based on the heat 
transferred to the stock and upon the temperature 
difference between air and mid-plane. 

V = volume of drying of apparatus. 

W =*=fr(ie water, T —E. 

v;=rate of flow of bone-dry air through drier, weight per 
unit time. 

X = a dimensionless ratio, equal to DBjiP- = — 

x=distance from surface into solid. 

y, — -a dimensionless ratio, equal to {7\ — Tx)pD/oJj. 

7 /= distance from air exit. 

Z =weight of water in stock in drier. 

2 = The term Dp/a.L, having units of l/ 7\ 

Greek Letters 

a = alpha, rate of evaporation, weight per unit time per unit 
wet surface, in constant-rate period. 

) 3 =beta, coefficient of surface evaporation. 
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At - temperature drop from air to stock. 

lambda, latent heat of vaporization, heat units per unit 
weight. 

fifSc, Of, theta, drying time, length of constant-rate period, a time in- 
terval in the falling-rate period, and total, respectively, 
p =rho, weight of bone-dry stock per unit original volume. 

^ =phi, psi; terms defined on pages 679 and 680. 
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Viscosity of Gases — The absolute viscosity of a gas may be determined 
by applying a definite pressure difference at the two ends of a capillary tube 
of known length and diameter and observing the rate of flow, being calcu- 
lated from Eqs. 12c (page 81) 
and 3 (page 46). However, it is 
difficult to obtain a long capillary 
tube of uniform diameter. This 
difficulty can be avoided by 
measuring relative viscosity. 

Since the viscosity varies with 
temperature, the determination 
should be carried out at a con- 
stant temperature. Figure 225 
shows the viscosity of certain 
gases at various temperatures. 

The viscosity of gases is approxi- 
mately proportional to a positive 
power function of absolute tem- 
perature. In plotting such data 
on logfirithmic paper, it is found 
to fall on very flat curves in most cases, the average slopes var3dng 
from 0.5 to 1. According to kinetic theory, the viscosity of gases 
should be independent of pressure and directly proportional to the 
square root of the absolute temperature. Experimental data* show that 
the viscosity of (iarbon dioxide gas is j^ractically independent of pressures 
from to 1 atmosphere, and even at 40 atmospheres pressure it has 
increased by only about 18 per cent. However, the exponent of the absolute 
temperature is nearer unity than the value of 0.5 called for by the kinetic 
theory. Additional data may be found in suitable physical-chemical tables, 
and it is customary to tabulate the absolute viscosity in e.g.s, units. Ihe 
method of converting these to other units is given on page 600. 

Viscosity of Liquids.~The absolute viscosity of liquids may bo determined 
by the use of a capillary tube, by the use of the Mac Michael viscosimeter 
and in other vrays. 

In commercial work, the viscosity of a liquid is generally determined by 
measuring the time of efflux of a definite volume througli a short tube in an 
apparatus called a viscosimeter. Thus a liquid with a viscosity of 80 Sa\- 
bolt is one requiring 80 sec. to di.scharge a volume just sufficient to fill the 
chamber of the Saybolt viscosimeter through the nozzle of that instrument 
under the changing though definite head which that instrument gives. 

* Jeans, ‘'Dynamical Theory of Gases,'' Cambridge University Press, 

1904. 



Absolute Temperoture Degrees Kelvin 

Fig. 22.5. -Viscosities of gases ami vapors 
nt atmospheric pressure. 


687 



688 


PRINCIPLES OF CHEMICAL ENGINEERING 


The pressure drop through the tube itself is dependent upon the viscosity 
of the liquid, but the entrance and exit losses are practically independent 
of the absolute viscosity; hence the absolute viscosity is not directly propor- 
tional to the time of efflux. 

The relation between the time of efflux 0 in seconds and the viscosity 
varies for diflferent makes of viscosimeters, and sometimes even for the 
various instruments supplied by a given manufacturer. Such instruments 
are calibrated against liquids of known viscosity. The instruments are 
designed to conform to the following relation : 



Saybolt Universal Viscosimeter: A' =0.0022, B'=1.8 
Redwood Viscosimeter: A' =0.0026, B' =1.72 
Redwood Admiralty Viscosimeter: A '=0.027, B' =20 
Engler Viscosimeter: A' =0.00147, B'=3.74, 
where jn' is the viscosity in poises and p' is the (Icmsity in gm./c.c. The ratio 
n/p is called kinematic viscosity. An oil having vis(^osity of 100 Saybolt 
sec. and a specific gravity of 0.9 would have a kinematic viscosity of 0.202 sq. 
cm. /sec. (or Stokes''), and an absolute viscosity of 0.182 poise, or 18.2 
centipoises. This empirical equation is satisfactory for streamline flow 
tlirough Ihe Saybolt nozzle. If liejuids of low visc()sity an^ used, turbulent 
flow ensues and the equation is inapplicable. For example, it would indicate 
a negative viscosity for a time of discharge less than 28.6 sec. 

In the case of liquids, the viscosity always decre.'ises as the temperature 
rises. Where data at a few temperatures only are available, it is often 
necessary to interpolate and sometimes to extrapolate on the (uirve of vis- 
cosity vs. temperature, but there is no satisfactory simple eq\iatioii that can 
be used to predict the viscosity of all liquids. As shown in Fig. 226, the 
curvature is great at some temperatures and little at others. It is well 
known that interpolation and extrapolation are most reliable when the data 
can be made to approximate a straight-line relationship. Thus by plotting 
the reciprocal of the viscosity against the temperature, or the logarithm of 
viscosity vs. the reciprocal of the absolute teinp(»rature, or the logarithm of 
viscosity vs. the logarithm of the absolute temperature, or the logarithm 
of viscosity vs. the temperature, the curvature is greatly reduced, but none 
of these methods gives a straight-line relationship in all cases. If one is 
willing to employ three empirical constants, good results arc often obtained 
with the relation log /i=log WiH-n 2 log (t-hns); based on this relation, 
special coordinate paper, p vs. t, is available for plotting data for hydro- 
carbons. In some cases, ns is negligible with I in deg. F.; in such cases log fi 
is linear in log 1. Although the method* illustrated by Fig. 227 has not yet 
been given a thorough test, it is believed that it possesses interesting possi- 
bilities. Here the ordinates are the temperature of the liquid in question, 
while the abscissas are the temperatures at which some standard liquid has 
the same viscosity, and it will be noted that straight lines are obtained for 

♦ A. W. Poster, Phil. Mag., 23, 458 (1912). 
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most of the cases considered. In this connection it is necessary to have 
data for standard liquids covering various ranges of viscosity, and a group 
of such curves is shown by'Fig. 226. It is suggested that the standard liquid 
chosen for a given case be similar to the liquid with which it is being com- 
])ared, e.g.y for aqueous solutions use an aqueous solution as the standard 
liquid, etc. 

As already stated, the viscosity of all liquids decreases with rise in tem- 
perature. This fact is of groat importance in the pumping of oils. A 
certain crude oil at 120°F. has only one-sixteenth its viscosity at 60°F. 
If the flow is streamline, by pumping at 120°F. the friction loss will be reduced 
to one-sixteenth that at 60°F. If the flow is turbulent, since / varies only 
as api)roximately the fourth root of (see page 78), the friction at 120°F. 
will be one-half that at 60°F. Hen(;e it is seen that the advantage of 



Fig. 227. — Porter’s method for prediction of chariKo of liquid viscosity with 

temperature. 

pumping hot instead of cold is greater if the flow is strejimline in character 
than if it is turbulent. 

Conversion of Viscosity Units. — In the e.g.s. system, the units for n are 
gni./(sec.)(cm.). Similarly, in the English system, the units of absolute 
viscosity are lb. /(sec.) (ft.). Thus, in order to convert absolute viscosity 
from tlie e.g.s. to the ]i]nglish system, it is necessary to convert gm./(sec.) 
(cm.) to lb. /(sec.) (ft.). The factor by which the e.g.s. value must be 
multiplied to convert it to lb. /(sec.) (ft.) is, therefore, 30.5/454, or 0.0672. 
For example, the absolute visco.sity of water at G8°F. (20°C.) is 0.0101 e.g.s. 
units (sometimes called ‘‘poises”) or (0.01 01) (0.0672) =0.000679 lb. /(sec.) 
(ft.). When the viscosity is expressed in centipoises, this value must be 
multiplied by 0.000672 to convert it to lb./(sec.)(ft.), and by 2.42 to convert 
it to lb. /(hr.) (ft.). 

The method of converting Saybolt seconds to relative viscosity has been 
given on page 688. 
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Table I. — Viscosity op Water at Various Temperatures* 
(<=deg. F., and /“centipoisefi) 


i 

/ 

t 

/ 

t 

m' 

t 


t 

m' 

32 

1 79 

74 

0 929 

116 

0.582 

158 

0.407 

200 

0.306 

34 

1.73 

76 

0.905 

118 

0.571 

160 

0.400 

202 

0.301 

36 

].66 

78 

0.887 

120 

0.560 

162 

0.394 

204 

0.298 

38 

1 60 

80 

0.861 

122 

0.549 

164 

0.388 

206 

0.294 

40 

1.55 

82 

0.840 

124 

0.539 

166 

0.383 

208 

0.291 

42 

1.49 

84 

0.820 

126 

0.530 

168 

0.377 

210 

0 287 

44 

1.44 

86 

0.800 

128 

0.520 

170 

0.372 

212 

0.284 

46 

1 40 

88 

0.782 

130 

0.511 

172 

0.367 

220 

0.270 

48 

1.35 

90 

0 764 

132 

0 502 

174 

0.302 

230 

0.255 

50 

1.31 

92 

0.747 

134 

0.493 

176 

0.357 

240 

0.242 

52 

1.27 

94 

0.731 

136 

0.485 

178 

0.352 

250 

0.229 

54 

1.23 

96 

0 715 

138 

0.477 

180 

0.347 

260 

0.218 

56 

1 19 

98 

0.699 

140 

0.470 

182 

0.343 

270 

0.208 

58 

1 16 

100 

0.684 

142 

0 461 

184 

0 338 

280 

0.190 

60 

1 12 

102 

0 670 

144 

0.454 

186 

0.333 

290 

0.191 

62 

1.09 

104 

0.654 

146 

0,446 

188 

0.329 

300 

0.185 

64 

1 00 

106 

0.643 

148 

0.439 

190 

0.326 

310 

0.179 

66 

1.03 

108 

0.630 

150 

0.432 

192 

0 321 

320 

0.174 

68 

1.01 

110 

0.617 

152 

0.425 

194 

0 317 

330 


70 

0 978 

112 

0.605 

154 

0.419 

196 

0 313 

340 


72 

0.953 

114 

0.593 

156 

0.412 

198 

0.309 

350 



♦Condensed from " In tenia tioiml Critical Tables,” Vol. 5, p. 10, McGraw-Hill Book 
Company, Inc., 1929. 
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Tablb II. — Standard Dimensions for Standard- weight 
Wrought-iron and Steel Pipe 
(Crane Co.) 



Actual diameters 

Trans- 


Length of pipe 
per sq. ft. 

Nominal 
size, in. 

External, 

in. 

Approxi- 

mate 

internal, 

in. 

areas 
internal, 
sq. in. 

thickness, 

in. 

External 

surface, 

ft. 

Internal 

surface, 

ft. 


0.405 

0.269 

0.057 

0.068 

9.431 

14.199 


0.540 

0.364 

0.104 

0.088 

7.073 

10.493 


0.676 

0.493 

0.191 

0 091 

5.658 

7.747 


0 840 

0 622 

0.304 

0.109 

4.547 

6.141 

H 

1.050 

0.824 

0.533 

0.113 

3.637 

4.635 

1 

1.315 

1.049 

0.864 

0.133 

2.904 

3.641 

IH 

1.660 

1.380 

1.495 

0.140 

2.301 

2.767 


1.900 

1.610 

2.036 

0.145 

2.010 

2.372 

2 

2.375 

2.067 

3.355 

0.154 

1.608 

1.847 

2H 

2.875 

2.469 

4.788 

0.203 

1.328 

1.547 

3 

3.500 

3.068 

7.393 

0.216 

1 091 

1.245 

3M 

4.000 

3,548 

9.886 

0 226 

0 954 

1.076 

4 

4.500 

4.026 

12.730 

0.237 

0 848 

0.948 

4K 

5.000 

4.506 

15.947 

0.247 

0.763 

0.847 

5 

5.563 

5.047 

20.006 

0.258 

0.686 

0.756 

6 

6.625 

6.065 

28.891 

0.280 

0.576 

0.629 

7 

7.625 

7.023 

38.738 

0.301 

0.500 

0 543 

8 

8.625 

8.071 

51.161 

0.277 

0.442 

0.473 

8 

8.625 

7,981 

50.027 

0.322 

0.442 

0.478 

9 

9.625 

8.941 

62.786 

0.342 

0.396 

0.427 

10 

10.750 

10.192 

81.585 

0.279 

0.355 

0.374 

10 

10.750 

10.136 

80.691 

0.307 

0.355 

0.376 

10 

10.750 

10.020 

78.855 

0.365 

0.355 

0.381 

11 

11.750 

11.000 

95.033 

0.375 

0.325 

0.347 

12 

12.750 

12.090 

114.800 

0.330 

0.299 

0.315 

12 

12.750 

12.000 

113.097 

0.375 

0.299 

0.318 
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Table III. — Standard Condenberf-tubb Data* 


Out- 

side 

di- 

ame- 

ter, 

in. 

Sise 

num- 

ber, 

B.- 

W.G. 

Weight 

per 

ft., 

Ib.t 

Thick- 

ness, 

in. 

Inside 

di- 

ame- 

ter, 

in. 

Surface, sq. ft. 
per ft. 
of length 

Inside 

sec- 
tional 
area, 
sq. in. 

Ve- 

locity, 

■ (ft./ 
sec.) 
for one 
(U. S. 
gal./ 
min.) 

Capacity at 

1 ft./sec. 
velocity 

Out- 

side 

In- 

side 

U. S. 
gal./ 
min. 

Lb. 

water/ 

hr. 

H 

12 

0.493 

0.109 

0.282 

0.1309 

0.0748 

0.0624 

5.142 

0.1945 

97.25 


14 

0 403 

0.083 

0 334 

0.1309 

0.0874 

0.0876 

3.662 

0.2730 

136 5 


16 

0.329 

0 065 

0 370 

0 1309 

0 0969 

0.1076 

2.981 

0 3352 

167 5 


18 

0.258 

0 049 

0.402 

0.1309 

0.1052 

0.1269 

2 530 

0 3952 

197 6 


20 

0.190 

0.035 

0.430 

0.1309 

0.1125 

0.1452 

2.209 

0.4528 

226.4 

H 

12 

0.656 

0.109 

0.407 

0.1636 

0.1066 

0.1301 

2.468 

0.4053 

202 7 


14 

0.526 

0.083 

0.459 

0.1636 

0.1202 

0.1655 

1.939 

0 5157 

258.9 


16 

0.424 

0.065 

0 495 

0.1636 

0.1296 

0.1925 

1 667 

0.5999 

300.0 


18 

0.329 

0.049 

0 527 

0 1636 

0 1380 

0.2181 

1 472 

0 6793 

339 7 


20 

0.241 

0 035 

0.555 

0.1636 

0.1453 

0.2420 

1 .326 

0 7542 

377.1 


10 

0.962 

0.134 

0 482 

0.1963 

0.1262 

0.1825 

1.758 

0 . 5688 

284.4 


12 

0.812 

0.109 

0 532 

0 . 1963 

0.1393 

0.2223 

1 442 

0 6935 

346 8 


14 

0.644 

0.083 

0 584 

0.1963 

0.1528 

0.2678 

1.198 

0.8347 

417.4 


16 

0 518 

0.065 

0 620 

0 1963 

0.1613 

0.3019 

1.063 

0 9407 

470 4 


18 

0.400 

0.049 

0.052 

0.1963 

0.1706 

0.3339 

0.9611 

1 .041 

520.5 

H 

10 

1.16 

0.134 

0 607 

0 2291 

0.1589 

0 2803 

1.108 

0.9025 

451.3 


12 

0.992 

0.109 

0.657 

0 2291 

0.1720 

0 3390 

0 9465 

1 057 

528 5 


14 

0 769 

0.083 

0 709 

0 2291 

0.1856 

0 3949 

0.8126 

1 230 

615 0 


16 

0.613 

0 065 

0.745 

0.2291 

0.1951 

0 4360 

0.7360 

1 358 

679.0 


18 

0.472 

0 049 

0.777 

0.2291 

0.2034 

0 4740 

0.6770 

1.477 

738.5 

1 

10 

1.35 

0 134 

0 732 

0.2618 

0.1916 

0.4208 

0 . 7626 

1 311 

655.5 


12 

1.14 

0.109 

0.782 

0.2618 

0.2048 

0.4803 

0 6681 

1.497 

748.5 


14 

0 887 

0.083 

0 834 

0.2618 

0.2183 

0.5463 

0.5874 

1 702 

851.0 


16 

0 708 

0 065 

0 870 

0.2618 

0 2277 

0.5945 

0 5398 

1 852 

926.0 


18 

0.535 

0.049 

0.902 

0.2618 

0.2361 

0.6390 

0.5022 

1 991 

995 5 

m 

10 

1 74 

0.134 

0 982 

0.3271 

0.2572 

0.7575 

0.4236 

2 362 

1181 


12 

1.45 

0.109 

1.032 

0.3271 

0.2701 

0.8360 

0 3834 

2 608 

1304 


14 

1.13 

0.083 

1.084 

0 3271 

0 2830 

0.9229 

0 3477 

2.877 

1439 


16 

0.898 

0.065 

1 120 

0.3271 

0 2932 

0.9852 

0.3257 

3.070 

1535 


18 

0.675 

0.049 

1.152 

0.3271 

0.3015 

1.043 

0 3075 

3.253 

1627 

IH 

10 

2 12 

0.134 

1 232 

0 3925 

0 3227 

1.193 

0.2688 

3.720 

1860 


12 


0.109 

1.282 

0 3925 

0.3355 

1 292 

0 2482 

4.030 

2015 


14 

IE9 

0.083 

1.334 

0 3925 

0.3491 

1.398 

0 2292 

4.362 

2181 


16 

1.09 

0.065 

1.370 

0.3925 

0.3585 

1 473 

0.2180 

4.587 

2294 

2 

10 

2.04 

0.134 

1.732 



2.355 

0.1362 

7.342 

3671 


12 

2.40 


1.782 

0.5233 

0.4665 

2.494 

0.1287 

7.770 

3885 


14 

1.85 


1.834 


0.4803 

2.643 


8.244 

4122 


16 

1.47 

0.065 

1.870 

0.5233 

0.4890 

2.747 

0 1168 

8.562 

4281 


* Prepared by T. B. Drew, 
t In braae. epeoifio sravity — 8.66. 
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Table IV. — Average Value of k (Ratio of Specific Heat of Gases 
AND Vapors at Constant Pressure to Specific Heat at Constant 

Volume) 


k 

Monatomic gases (A, He, Hg) 1 . 667 

Permanent diatomic gases (Air, O 2 , N 2 , H 2 , CO) 1 .405 

Hydrochloric acid vapor (HCl) 1 40 

Chlorine vapor (CI 2 ) 1 36 

Carbon dioxide (CO 2 ) 1 30 

Sulfur dioxide (SO 2 ) 1 26 

Steam (HoO vapor) 1 28 

Ammonia vapor (NHs) 1 30 

Methane (CH4) 1 31 

Acetylene (C 2 H 2 ) 1 26 

Ethylene (C 2 H 4 ) 1.24 

Ethane (C 2 H «) 1.22 

Carbon bisulfide (CS 2 ) 1.20 

Benzol (CcHo) 1 10 

Ethyl ether (C4H10O) 1.08 


Table V. — Thermal CoNDucTivi'mcs 
[Main body of table is k in B.t.u./(hr.)(s(i. ft.) (deg. E./ft.)] 
A. Metals 


Temperature, deg. F. 

32 

212 

392 

572 

752 

Refer- 

ence 

Aluminum 

117 

119 

124 

133 

144 

1 

Brass (70 Cu, 30 Zn) 

56 

60 

63 

66 

67 

1 

Cast iron 

29 

28 




1 

Copper 

224 

218 

215 

212 

210 

1 

Lead 

20 

20 

19 

18 


1 

Mercury 

4.8 





3 

Nickel 

36 

34 

33 

32 


1 

Nickel alloy (70 Ni, 28 Cr, 2 Fc) 

10.4* 





3 

Nickel alloy (62 Ni, 12 Cr, 26 Fe) 

7 8* 





3 

Silver 

242 

238 




1 

Steel (mild), cold rolled 


26 

26 

25 

23 

1 

Tantalum 

32* 





1 

Tin 

36 

34 

33 



1 

Nickel-chromium steel (18 Ni, 8 Cr) 




15t 


2 

Wrought iron (Swedish) 


32 

30 

28 

26 

1 

Zinc 

65 

64 

62 

59 

54 

3 


* At 68°F. 
t At 626°F. 
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Table V. — Thermal Conductivities. — (Continued) 
B. Miscellaneous Solids 


Substance 

Appar- 

rent 

den- 

sity, 

Ib./cu. 

ft. 

Tem- 

pera- 

ture, 

deg. 

F. 

k 

Refer- 

ence 

Asbestos 

36 

32 

0.087 

3 


36 

752 

0.13 

3 

Asbestos board 

120 

68 

0 43 

3 

Aluminum foil (7 air spaces per 2.5 in.) . 

0 2 

100 

0.026 

3 

Bricks: 





Building bric,k . . 


68 

0.4 

3 

Chrome (32 % Cr^Oa by vv(iight) 

200 

392 

1 3 

3 

Diatomaceous, natural, a(Toss strata 

27 7 

400 

0 051 

4 


27 7 

1600 

0 077 

4 

Fire clay (Missouri) 


392 

0 58 

6 



2552 

1 02 

6 

Kaolin insulating brick 

27 

932 

0.15 



27 

2100 

0.26 


Magnesite (86.8% MgO by weight). 

158 

400 

2.2 

7 


158 

2200 

1.1 

7 

Silica (93 % SiOa by weight) 

105 

932 

0.76 

3 


105 

2012 

0.93 

3 

Silicon carbide lirick, recrystallized . 

129 

1112 

10.7 1 

5 


129 

2552 

6.3 

5 

Carbon, gas 


122 

2.0 

3 

Cement, Portland 


186 

0.17 

3 

Coke, petroleum 


212 

3.4 

3 



932 

2.9 

3 

Concrete, stone 



0.5 

3 

Cotton wool .... 

5 

86 

0.024 

3 

Cork board ... 

7 

86 

0 023 

8 


10.6 

86 

0.025 

8 

Diatomaceous powder, coarse 

20 

100 

0.036 

4 


20 

1600 

0 082 

4 

Moulded pipe covering 

26 

400 

0.051 

4 

With cement, fired 

61.8 

400 

0.16 

4 

Fiber, insulating board 

14.8 

70 

0 028 

3 

Class, window 



0 3-0.6 

3 

Hair (cattle) felted 

12 

86 

0.022 

8 


57 5 

32 

1.3 

3 

Kapok 

0.88 

86 

0.02 I 

3 

Lampblack 

10 

104 

0 038 

3 
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Table V. — Thermal Conducjtivitibb. — (CorUinued) 
B. Miscellaneous Solids. — (Continued) 


Substance 

Appar- 

ent 

den- 

sity, 

Ib./cu. 

ft. 

Tem- 

pera- 

ture, 

deg. 

F. 

k 

Refer- 

ence 

Leather, sole 

62.4 


0.092 

3 

Magnesia 


100 

0.039 

3 



400 

0.046 

3 

Mineral wool 

10 

86 

0.0225 

8 


18 

86 

0.024 

8 

Paper 



0.075 

3 

Porcelain 



0.6 

3 

Rubber, hard 

74.8 

32 

0.092 

3 

Para 


70 

0.11 

3 

Sand, dry 

94.6 

68 

0.19 

3 

Sawdust 

12 

70 

0.03 

3 

Slate 


201 

0.86 

3 

Snow 

34.7 


0.27 

3 

Wood (across grain) : 





Balsa 

7.5 

86 

0.025-0.03 

3 

Oak 

51.5 


0.12 

3 

Maple 

44.7 

122 

0.11 

3 

Pine, white 

34.0 

59 

0.10 

3 

White fir 

Wood (parallel to grain): 

28.1 

140 

0.062 

3 

Pine 

34 4 

70 

0.2 



C. Gases 


Gas, at 1 atm. 

k at 
32®r. 

k at 
212’*F. 

Refer- 

ence 

Air 

0 0129 

0.0165 

3 

Carbon dioxide 

0.0079 

0.0110 

3 

Carbon monoxide 

0.0124 

0.0161 

3 

Hydrogen 

0.0917 

0.115 

3 

Meth^e 

0.0170 

0.0242 

3 

Nitrogen 

0.0131 

0.0166 

3 

Oxygen 

0.0134 

0.0172 

3 

Steam 


0.0126 

3 
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Table V. — Thermal Conductivities. — {Continued) 
D. Liquids 


Liquid 

k at 
86‘F. 

k at 
167°F. 

Refer- 

ence 

Ammonia, at 5 to 86°F 

0.29 


11 

Amyl alcohol (iso) 

0.086 

0.084 

9 

Butanol (n) 

0.097 

0.094 

9 

Ethanol, 100% 

0.104 

0.100 

9 

Ethyl ether 

0.079 

0.075 

9 

Kerosene 

0.086 

0.081 

g 

Mercury, at 32®F 

4.83 


1 

Methanol 

0.122 

0.119 

9 

Pentane (n) 

0.078 

0.074 

9 

Petroleum ether 

0.075 

0.073 

9 

Petroleum oil 

0.08 


3 

Propanol (iso) . . 

0.089 

0.088 

9 

Water 

0.347 

0.372 

9 






References for Table V 

1. “International Critical Tables,” McGraw-Hill Book Company, Inc., New York, 
1929. 

2. Martin, K. W., Massachusetts Institute of Technology Thesis, 1929. 

3. Miscellaneous sources. 

4 . Townshend and Williams, Chem. Ma. Eng., 39 , 219 (1932). 

5. Norton, F. H., "Refractories,” McGraw-Hill Book Company, Inc., New York, 1931. 

6. Norton, F. H., J. Amer. Ceram, Soc., 10, 30 (1927). 

7. WiLKEB, G. B., J. Amer. Ceram. Soc., 16, 126 (1933). 

8. U. S. Bur. Standards Letter Circ. 227. Apr. 19, 1927. 

9. Bridgman, P. W., Proc, Amer. Acad. Arts Sci., 69 , 141 (1923). 

10. Smith, J. F. D., Ind. Eng. Chem.^ 82, 1246 (1930). 

11. Kardos, a. Z., Ver. deut. Ing.^ 27, 1168 (1933). 

12. Kaye and Higgins, Proc. Roy. Soc. {London)^ A117. 469 (1928). 

13. Martin, L. H., and K. C. Lang, Proc. Phys. Soc.^ 46 . 623 (1933). 


Conversion Factors for Thermal Conductivities. — The values of k in 
Table V are expressed in B.t.u./(hr.)(sq. ft.) (deg. F./ft.). Conversion 
factors to other units are as follows: 

Multiply by 12 to obtain B.t.u./(hr.)(sq. ft.)(deg. F./iii.). 

Multiply by 12 to obtain p.c.u./(hr,)(sq. ft.)(deg. C./in.). 

Multiply by 0.00413 to obtain gm.-cal./(sec.)(sq. cm.) (deg. C./cm ). 
Multiply by 173 to obtain kilo-ergs/(sec.)(Bq. cm.) (deg. C./cm.). 
Multiply by 0.0173 to obtain watts/(sq. cm.)(deg. C./cm.). 

Multiply by 1.49 to obtain kg.-cal./(hr.)(sq. m.)(deg. C./m.). 




698 


PRINCIPLES OF CHEMICAL ENGINEERING 


Table VI. — Values of Cpn/k for Gases at 60 to 80°F. 

AND 1 Atmosphere Absolute 

(Expressed in Consistent Units) 

Helium 0.695 

Argon 0 668 

Hydrogen 0.735 

Oxygen 0.736 

Nitrogen 0 733 

Air 0.733 

Nitric oxide 0 755 

Carbon monoxide 0 775 

Carbon dioxide 0 840 

Ethylene 0 800 

Methane .... 0 781 

Steam, at 300 °F. and 1 atmosphere 1.20 



PROBLEMS 

STOICHIOMETRY 

1 . In an electrolytic plant the moist chlorine gas in the pipe line at Sec- 
tion A is at a total absolute pressure of 750 mm. of mercury, and at a 
temperature of 80°F., the partial pressure of the water in the p;as being 
10 mm. of mercury. In ordc^r to measure the steady rate of flow of the 
gas, 20 Ib.-mols of moist air /hr. arc fed into the main at Section B. This air 
is at an absohite pressure of 750 mm. of mercury and at a temperature of 
70°F., the partial pressure of water being 19 mm. of mercury. After these 
two streams are thoroughly mixed at Section (7, the alisolute pressures is 
740 mm. of mercury and the temperature is 70°F. Orsat analysis shows 
11.11 mol per cent air (on the dry basis) in the gas at A, and 32.9 mol per 
C(int air (on the dry basis) in the mixed gas at C. 

Calculate the pounds of chlorine flowing per hour. 

2 . A 31 per cent solution of Na 2 C 03 weighing 5000 lb. is cooled 
slowly to 20°C. The crystals formed during the c.oohng are sal soda 
(Na 2 CO 3 . 10 H 2 O). The solubility at 20°C. is 21.5 parts anhydrous salt per 
100 parts of water. D\iring ihc‘ cooling period the amount of water evapo- 
rated is 5 per cent of the weight of the original solution. What is the 
weiglit of sal soda crystallized out? 

3 . A dry gaseous mixture containing 87 mol per cemt CIL and 13 per cent 
02116 is buriKid with air. Orsat analysis of the combustion gas shows 
5.3 per cent CO 2 and no CO. The air enters at i>2°F. and normal barom- 
eter, and the partial pressure of water vapor in the air is 2 mrn. of mercury. 

a. Calculate the jx^r cent excess air. 

b. Calculate tlie cubic feet of flue gas, at 600°F. and normal barometer, 
piT cubic foot of fuel gas measured at standard conditions. 

4 . In the operation of a dirigible, the exhaust gases from the gasoline 
engines pass through pipes exjiosed to cold atmospheric air at 45°F. and 
are cooled to a temperature t such that tlui weight of water condensed is 
equal to the weight of gasoline burned. The motor find is a volatile gasoline 
consisting only of hj'^droi^arbons, and is burn(*d to form exhaust gases having 
the following Orsat analysis: 12.G per cent CO 2 , 4.2 per (;ent CO and 83.2 per 
cent N 2 . The air enters the carbureting system at a total absolute pressure 
of 460 mm. of mercury, and the pressure of water vapor in this air 6.4 mm. 
of mercury. 

а. Calculate the temperature t to which the exhaust gases are cooled, if 
at this ti^mperature the residual exhaust gases are saturated with water 
vapor and the total absolute pressure is 460 mm. of mercury. 

б. Calculate the pounds of dry air used per pound of fuel burned. 

5 . Pyrites fines are burnt in a Herreschoff burner to form SO 2 , the latter 
to be used for conversion to SOa in a sulfuric acid plant. The pyrites con- 
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tain 89.7 per cent reS 2 by weight and 10.3 per cent of gangue. The average 
analysis of the burner gas shows 9.32 per cent SO 2 , 6.93 per cent O 2 and 
83.75 per cent N 2 , the results being on a volumetric basis. 

o. Of the sulfur in the pyrites, what percentage was oxidized to SOa? 
h. Analysis of the cinder shows 5.38 per cent SO 3 by weight. Of the 
sulfur fired, what percentage leaves the burner as SO 3 in the burner gas? 

6 . In a test on an externally fired shaft type of lime kiln, the following 
averaged analyses are obtained: 


Coal fired 
(by weight,) % 

Limestone feed 
(by weight), % 

Stack gases 
(by volume), % 

72.0 0 

90 CaCO, 

32 COj 

6.5H 

6 MgCOa 

4 O 2 

8.5 ash 

4 inerts 

G4 Ni 

2.0 N 



12.0 0 




Per ton of limestone fed, calculate; 

a. Pounds of coal consumed. 

b. Cubic feet of stack gases, at 740 mm. of mercury and 700°F. 

?• A boiler is fired with a low-grade coal containing 52 per cent C, 8 per 
cent S, 6 per cent N and 19 per cent ash, under such conditions that the 
dry refuse contains 32 per cent combustible matter. This combustible 
matter is composed of 97 per cent C and 3 per cent H. The air enters at 
68°F. and has a partial pressure of H 2 O of 12 mm. of menuiry. The barom- 
eter is 753 mm. Orsat analysis of stack gas gives 8.7 per cent CO 2 , 
0.9 per cent CO and 10.2 per cent O 2 . Assume that all Ihe sulfur goes to 
SO 2 and is analyzed as CO 2 . The stack gases leave at 700°F. and 725 mm 
absolute pressure. Calculate: 

a. Per cent excess air on basis of fuel burnt. 

b. Por cent excess air on basis of fuel fired. 

c. Complete analysis of fuel. 

d. Cubic feet of air per pound of fuel fired. 

e. Cubic feet of stack gases per pound of fuel fired. 

/. Sensible heat in stack gases above 300®F. per pound of fuel fired. 

8 . A power company operates one group of its boilers on natural gas and 
another group on oil. The analyses of the fuels show 96 per cent CH4, 
2 per cent C 2 H 6 and 2 per cent CO 2 for the natural gas, and C„Hi.8»for the 
oil. The flue gases from both groups enter the same stack and an Orsat analy- 
sis of this combined flue gas, the sample being taken after mixing is certainly 
complete, shows 10.0 per cent CO 2 , 0.63 per cent CO and 4.55 per cent O 2 . 
The barometer is 749 mm. of mercury and the air enters at 40°F., saturated 
with water vapor. The stack gases at the point of sampling are at 450®F. 
and under a draft of 2.8 in. of water. 

Assuming no loss of fuel to smoke, soot, cinders, etc., calculate: 

a. Per cent excess air based on total fuel burned. 
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6. Cubic feet ol stack gases leaving furnace per pound atom of total 
carbon burned. 

c. Cubic feet of air entering per pound atom of total carbon burned. 

d. What percentage of the total carbon burned copies from the oil? 

9. The gases from a producer average 10 per cent CO 2 , 18 per cent CO, 
4 per cent CH4, 21 per cent H 2 and 47 per cent N 2 . The coal contains 
66 per cent C, 6 per cent moisture, 10 per cent ash, 2 per cent N 2 and 1 per 
cent S. The tar produced amounts to 130 lb. per ton of fuel fired, and 
consists of 88 per cent C and 12 per cent H. The coal has a higher heating 
value of 12,500 B.t.u./lb. The air enters at 68°F. with a humidity of 

0.008 lb. of water /lb. of bone-dry air. The producer gas leaves at 575®C., 
with a partial pressure of water of 125 mm. of mercury. The barometer is 
745 mm. All S is analyzed as CO 2 in the producer gas. Calculate: 

a. Cubic feet of gas produced (dry, S.C.) per pound of coal fired. 

h. Pounds of H 2 O decomposed per pound of total H 2 O input. 

c. Per cent of the heating value of the find that appears as sensible heat 
in the producer gas. 

d. Per cent of the heating value of the fuel that is lost in the tar, assuming 
the heating value of tar to be equal to that of its components. 

FLOW OF FLUIDS 

1. Air is flowing at a steady rate of 0.0232 lb. /sec. through a straight tube 
having an inside diameter of 0.902 in. At the first section the air has a 
temperature of 70®F. and is under an absolute pressure of 0.2 atmosphere. 
The tube is electrically heated, and the net input of power, between the first 
and second sections, is 1 74 watts. The air at the second section is under an 
absolute pressure of 0.1 atmosphen',. The average specific heat of the air 
is 0.24 B.t.u./(lb.)(deg. F.). 

Calculate the temperat\ire of the air leaving the second section. 

2. In a certain chemical plant the carbonate solution used in the absorp- 
tion tower is pumped continuously from the bottom of the lye storage tank 
through a standard 4-in. steed pipe and th(*nce through the spray head at the 
top of the scrubber. Tin; depth of solution in the storage tank is 5 ft. and 
the vertical distance from the bottom of this tank to the spray head is 
105 ft. 

In a test on this equipment the following data were obtained: rate of flow, 
200 U. S. gal. /min.; specific gravity of the solution, 1.10; friction drop from 
tank to spray head, 15 ft.-lb./lb.; gauge pressure on spray head, 5 Ib./sq. in.; 
power input to the pump, 14.0 hp. 

Calculate the efficiency of the pump. 

8. A sharp-edged circular orifice is to be made to measure water flowing 
at a rate not to exceed 1200 cu. ft. /hr., with a differential head of 10 ft. 
What orifice diameter is required if Di/Dq is made 5/1? 

4 . The water output of a purification plant is measured by the use of a 
standard Venturi meter having a throat 12 in. in diameter. The differential 
head from the upstream section to the throat, measured on a vertical U-tube 
containing mercury and water, is found to be 3.0 in. 
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Calculate the rate of water flow expressed as U. S. gal./24-hr. day. 

6 . Petroleum oil is flowing isothcrmally through a horizontal pipe line 
having an actual inside diameter of 4.03 in. A properly made Pitot tube is 
inserted at the center line of the pipe, and its leads are filled with oil and 
attached to a vertical glass U-tube containing both water and oil. The 
difference in water levels is found to be 3 ft. 

Based on the data given below, calculate the rate of oil flow expressed as 
cubic feet per minute. 

Data . — The oil has a specific gravity of 0.900 and a viscosity of 200 Say bolt 
sec. 

6 . A steel pipe having an inside diameter of 13.25 in. is to be designed to 
carry 48,000 bbl. of oil/24-hr. day from a mid-continent field to a n^finery 
located 578 miles from the source. The difference in elevation of the two 
ends of tlu; line is negligible. 

а. Calculate the horsepower theoretically required to overcome friction 
in the pipe line. 

б. Since the maximum allowable pressure in any section of the linti is 050 
Ib/sq. in., it will be necessary to insert .additional pumping stations at suit- 
able intervals along the pipe line. What is the smallest number of pumping 
stations required? 

Data and notes . — At the average temperature involv(*d, the oil has an 
absolute viscosity of 50 centi poises and a specific gravity of 0.87. 

7 . A nat\iral gas at (50°F. is flowing at steady mass rate through a steel 
main having an inside dianuiter of 12 in. The absolute pressun*. drops from 
40 to 20 atmospheres in a length of 500 miles of substantially horizontal pipe. 
The gas has an average molecular weight of 17.3 and a viscosity of 0.011 
centipoise. 

Calculate the hourly rat(5 of flow express(*d .as cu. ft. measured at G0°F. 
and norm.al barometric pressure. 

FLOW OF HEAT 

1 . A horizont.al standard 4-in. steel pipc^, carrying ste.am under pr(;ssure, 
is insulated with a 2-in. layer of magnesia pipe (covering. The average 
temperatures on the inner and outer surface's of the insulation are 350 and 
100°F., respectiv(*ly. 

Estimate the B.t.u. per hour conducted through the covering per 100 ft. 
of pipe. 

2 . 45,000 lb. of air /hr. at 60°F. and normal barometer is to be heated to 
180°F. in a tubular heater by me.ans of s.aturated steam condensing at 
220°F. .around the tubes. The air is to be blown through a number of 
horizontal cold-dr.awn steel tubes having an actual inside diameter of 2.00 in., 
arranged in parallel, the tubes being expanded into suitable tube sheets at 
the two ends of the apparatus. 

Assuming that the mass velocity of the air in the tubes is 7000 lb. /(hr.) 
(sq. ft.), calculate (a) the number of tubes in parallel and (h) the length 
of each tube. 

3 . A properly designed steam-heated tubular preheater is heating 45,000 
Jb./hr. of air from 70 to 170°F., when using saturated steam at 5 lb. gauge 



PROBLEMS 


703 


pressure. It is proposed to double the rate of air flow and, in order to warm 
the air from 70 to 170°F., to increase the steam pressure. 

а. What steam pressure would be required to meet the new conditions? 

б. Would the present heater, operating under the new conditions, repre- 
sent a balanced design? Give reasons for your answer. 


V APOR- PRESSURE DaTA FOB WaTER 


Absolute pressure, Ib./sq. in 

19 7 

25 

■1 


Saturation temperature, °F 

227 

240 

■1 



4 . It is desired to heat 200 lb. /hr. of a mixture of gases of unknown 
spe(!ifie heat Cp and th(;rmal conduclivit.y h from 100 to 280°r. while flowing 
through a pipe having an inside diameter of 2.07 in., whose inner wall is 
maintained at 300°F. by steam condensing in a jacket having an inside 
diameter of 3.07 in. 

Calc\ilate the tube length required. 

Notes . — The viscosity /j, of the mixture of gases is estimated as 
0.03 lb. /(hr.) (ft.), and the Prandtl group Cpn/k is estimated as 1.0. 

6. Consider an adiabatieally operated eounterflow liquid-to-liquid heat 
exclianger in wdiich the specific heats of the hot and cold liquids are sub- 
stantially constant and the overall coefficient of heat transfer is constant. 

а. Plot the t('mperatures of each liquid versus the length of the exchanger, 
for each of the thix'o runs described below. Jn run 1, the overall temperature 
difference a.t the liot end i.s rouglily five times that at tin; cold end. In run 2, 
the ov(iralI temperature difference at tlie cold end is approximately five times 
that at the hot end. In run 3 the overall temperature differences arc the 
same at both ends. 

h. Give algebraic, relations to justify the shapes of the curv(‘S for run 2. 

б. A large? surface condenser in a power plant was tested at three wat(?r 
velocities, both when new (with clean tubes) and after considerable service. 
The results are tabulated below, as overall coefficients of heat transfer, 
express(;d as B.t.u./(hr.) (s(i. ft. of outside surface) (deg. F. mean difference 
in temperature from steam to water). 

Using a suitable graphi(ral method 0>as<'d on the r(\sistance concept), plot 
the data, and determine the following individual coefficients of heat transfer, 
exi)res.sod as B.t.u./(hr.) (sq. ft.) (deg. F. difference): 

a. Value of h on the steam side of the clean condenser, expressed per sq. ft. 
of outside surface. 

h. Value of h = k/L for the scale and slime deposited in the dirty tube, 
expr(*ssed per sq. ft. of inside s\irface. 

c. Value of h on water side at a water velocity at 4 ft. /sec. 


Data and Notes 


Condition of tubes 

Clean 

Dirty 

Water velocity, ft. /sec 

Overall coefficient 

2.0 

357 

4.0 

550 

8.0 

795 

2.0 

293 

4.0 

410 

8.0 

534 
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The water flows inside the tubes, which are made of a metal having a 
thermal conductivity of 63 B.t.u./(hr.) (sq. ft.) (deg. F./ft.), and the tube 
has outside and inside diameters of 1.00 and 0.902 in., respectively. 

7 . In a liquid-to-liquid heat exchanger the hot oil enters at 400°F. and 
leaves at 200°F.; the cold oil enters at 100°F. and leaves at 200®F. Heat 
loss is negligible. Assuming that U is independent of temperature, what 
will be the true mean overall temperature difference from hot to cold oil (a) 
in a counterflow apparatus and (6) in the rcversed-current apparatus of 
Fig. 44, page 123? Wliat advantage does the latter apparatus have over 
the former? 

8 . Air is flowing steadily through a duct whose inner walls are at 600°F. 
A thermocouple, housed in a rusted steel well having an outside diameter of 
1 in., indicates a temperature of 400°F. The mass v(ilocity past the pyrom- 
eter well is 3600 lb. /(hr.) (sq. ft.) 

Estimate the true temperature of the air. 

9 . A flat slab of rubber, 1 in. thick, initially at 70°F., is to be placed 
between two heated steel plates maintained at 280°F. The heating is to be 
discontinued w'hen the temperature at the mid-plane of the slab reaches 
270°F. The rubber has a thermal conductivity of 0.092 and a thermal 
diffusivity of 0.0029 ft.*/hr. The thermal resistance from metal to rubber 
may be neglected. 

Calculate {a) the length of the heating period; (6) the temperature of the 
rubber in, from the metal, at the end of the run; (c) the time reejuired 
for the rubber to reach 270®F. at the plane specified in {b). 

10. An experimental air cooler consists of a horizontal standard J^-in. 
steel pipe, surrounded by a standard 2-in. steel pipe. Water flows through 
the J^-in. pipe in one direction and hot air flows through the annular space 
in the opposite direction. The outside of the 2-in. pipe is so well insulated 
that heat loss to the room may be neglected. For the gas velocity used, the 
coefficient of heat transfer between gas and metal may be taken as 
3 B.t.u./(hr.) (sq. ft.) (deg. F temperature differenctO- 

At a point where the true temperature of the air is 400°F., and the tem- 
perature of the outside of the pipe is 100°F., calculate tlie instantane- 

ous rate of heat flow expressed as B.t.u./(hr.) (sq. ft. of outside surface of the 
H-in. pipe). 


FILTRATION AND SEDIMENTATION 

1 . A slurry has been filtered in a leaf-filter press and gave the following 
representative results; 



Minutes = St 

Cu. ft. filtrate = Vt 

Constant^rate period. . . . 

0 to 10 

0 to 35.4 

Constant-pressure period 

10 to 35 

35.4 to 86.7 


A plot of Fr vs. Ot gave a straight line over the range 10 to 35 min. 
After each filtration operation, the necessary period for dumping, cleaning 
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and reassembling is 15 min. In the above test the pump was running at 
maximum capacity. 

In order to obtain maximum daily capacity without changing the maxi- 
mum capacity of the pump, how many minutes should be devoted to actual 
filtration in each cycle? How many coiriplete cycles should be run per 
24 hr . , and what would be the total filtrate obtained per 24-hr. day ? Assume 
that press resistance is negligible. 

2 . At present a leaf filter is run according to the following schedule: 



e. 

min. 

Cumulative 
volume of fil- 
trate, cu. ft. 

Constant-rate period 

0 to 53.3 

0 to 80 

Constant-pressure period 

53.3 to 68.3 

goto 100 



During the constant-pressure portion of the run the square of the cumu- 
lative volume of the filtrate is linear in time. 

It is proposed to increase the pump capacity to permit doubling the rate 
of filtration in the constant-rate period. It is desired to obtain maximum 
daily capacity with the large pump, but it is agreed that at no time during 
the run shall the pressure exceed the maximum value now used. Time 
required for dumping, cleaning and reassembling will be 15 min. in both 
cases. 

Fill in a table similar to the above so that the operator will know exactly 
what to do in order to obtain maximum daily capacity with the larger pump. 
Calculate (a) the expected daily capacity expressed as cubic feet of filtrate 
per 24 hr. and (6) the percentage increase in capacity obtained with the 
larger pump. 

3 . A filtration department is being designed for an output of 50,000 cu. 
ft. of filtrate/24-hr. day, 300 days per ^ear. For the present it is decided 
to confine the investigation to plate-aiid-frame type presses, with the under- 
standing that other types will be investigated before final decision is reached. 

For the frame thickness specified, calculate the optimum number of 
presses, the maximum capacity of the pump to be used with each press and 
the square feet of filtering surface per press. 

Data and Notes. — An empty 36-in. by 36-in. press, without plates or 
frames, costs $370 and the additional cost of the plates and frames is at the 
rate of $1.70 per sq. ft. of filtering area, regardless of the width of the 
distance frames. The maximum numl>cr of plates and frames accom- 
modated by one empty press or holder depends on the frame thickness as 
shown in the table on page 706. 

Annual fixed charges will be taken as 30 per cent of the combined first 
cost of the holders, plates and frames, and pumps. It is estimated that 
2 hr. will be needed to dismantle, clean and reassemble one press filled with 
plates and 1-in. frames. This work will be done by two men who receive 
an hourly wage of 60 cents each. Of this 2 hr., hr. will be required for 
dismantling and reassembling and 1^ hr. will be required for cleaning the 
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Frame 

thickness, 

in. 

Maximum num- 
ber of plates 
per press 

Maximum num- 
ber of frames 
per press 

Maximum filter- 
ing area per press, 
sq. ft. 

2 

33 

32 

512 


40 

39 

624 

1 

50 

49 

784 

% 

60 

59 

945 


66 

65 

1040 


49 frames. In general, it will be assumed that the time for dismantling and 
reassembling a press will be independent of the numlxjr of frames therein, 
and that the time', for cleaning will be proportional to the number of frames. 
Supervision costs will be assumed independent of Ihe number and size of 
presses. It is proposed lhat each run be conducted in three stages: a 

constant-rate period in which the^ filtration rate remains constant until the 
gauge pressure reaches 50 lb. /per sq. in., but to avoid the possibility of 
cloudy filtrate the rate should not exceed 1.5 cu. ft. of filtrate /(hr.) (sq. ft. 
of filtering anm); second, a constant-pressure period in whi(ih the pressure 
remains constant at 50 Ib./sq. in., until the frames are full of cakcj; third, a 
w'ashing period during which the cake is given a “back-wash" with a volume 
of wash water one-fourth that of the total filtrate (X)ll('cted during the filtra- 
tion operation just dc'seribed. The gaugt' pressure during washing is also 
to be 50 Ib./sq, in. During the constant -pressure portion of the run the 
centrifugal pump is still running at c.onstant spe(ul, excess feed being by- 
pressed back to the siuiion sidt*. of the pumj). A numlx'r of runs have been 
made on the material to be*, handled and it is found that the data are satis- 
factorily correlated in the constant-pressure portion of the run by the equa- 
tion dujdO — kf2uj where u represents cumulative volume of filtrate, in 
cuV)ic feet per square foot of fil tearing area, 0 represents total hours elapsed 
since the beginning of the constant-rate period and k is 3.12. Upon 
filling l-in. frames with cake, 4.5 cvi. ft. of filtrate are obtained p(ir square 
foot of filtering area. TIh; coefficient of compressibility s may be taken as 
O.l. Filtration and washing arc to be carried out at room temperature, 
which may be assumed constant. Filter cloth costs 10 cents/sq. ft. of filter- 
ing area and the average life of a cloth is 60 runs. Electric power costs 
1.5 cents/hp.-hr. at the switchboard and the overall efficiency of motor and 
pump will be assumed constant at 45 per cent. The first cost (in dollars) 
of each pump is roughly given by 35-l-0.27(j, where G represents the maxi- 
mum capacity of the pump expressed in gallons per minute. It will be 
assumed that motors cost $50/hp. of electrical input. 

4 . A laboratory test on a suspension of a solid in a liquid gave the follow- 
ing information: 

Original height of sludge before settling = 10 in. 

Free-settling rate =0.10 in. per min. 

Height of sludge at end of free-settling period =6.5 in. 
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Height of sludge at end of 120 min. =4.0 in. 

Height of sludge when settled completely = 1.6 in. 

One thousand cubic feet of similar sludge is to be settled in a vertical 
cylindrical tank, the diameter of which is to equal the depth of the liquid 
suspension in it. Calculate the time that it would take the solid to settle 
to a height of 20 per cent of the original height of the sludge. 

6 . The following data were obtained on the settling of lime sludge. 

Weight of lime = 225 gm. 

Total volume of 2.6-normal sodium carbonate solution =2000 c.c. 

Settling tank is 7}^ in. deep and 53 i in. in diameter. 


Amount of settling in 
inches 

0 

0.75 

1.55 

2.37 

2.90 

3.15 

3.35 

3.40 

3.45 

3.49 

3.50 

Time in minutes 

0 

2 

4 

6 

8 

10 

12 

14 

16 

18 

20 


If the sludge were to be settled in a continuous thickener, having an 
effective depth of 12 in., calculate the necessary diameter for the following 
conditions. The thickener is to be constructed with its diameter just 
suffieJent to allow the smallest of the sludge particles to settle to the bottom, 
when flowing from the center of the tank at the surface to the circumference 
with a water rate of 1000 cu. ft. /min. The water velocity may be assumed 
to be the same at all dcipths at any given distance from the center of the 
tank. 


EVAPORATION 

1 . State the advantages of: 

a. Film-type evaporators over the submerged-tube type. 

h. Subnw^rged-tubc evaporators over film type. 

2. What are the methods used, in both design and operation of evapo- 
rators, to offset evils of: 

а. Entrainment? 

h. Frothing? 

3 . a. Define boiling-point raising and state its disadvantages in 
evaporation. 

h. Name causes of boiling-point raising. 

4. State (a) the ad\^antages of jet condensers over surface condensers, 
and (h) the advantages of surface condensers over jet condensers. 

б. Plot the data giv(*n bidow as suggested by Diihring’s rule and determine 
the boiling point of the solution at an absolute pressure of 739 mm. of 


mercury. 

The following table shows data for an aqueous solution containing 50.3 
per cent by weight of CaCU.* 


Boiling temp., °C 

82 10 

90.28 

95 

45 

100.85 

106 

10 

110.61 

Pressure, mm. mercury. . . . 

112.9 

162.4 

202 

.6 

253.0 

311 

6 

371.3 


* Baker and Waite, Met. Chem. Eng., 26 , No. 26 (Dec. 28, 1921). 
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6 . An aqueous solution is being continuously concentrated in a multiple- 
effect system of four evaporators connected in series, with parallel flow of 
steam and liquor. The following conditions are normal: steam pressure 
in the coils of the first effect, concentration and temperature of the feed, 
vacuum in the vapor space of the last effect, and concentration of the 
product from the last effect. The condensate from each effect is withdrawn 
from the system. 

a. Assume that the capacity is normal but that the steam consumption 
is abnormally high. State the nature of the trouble and list, in the proper 
order, the steps to be taken to remedy the trouble. 

h. Now assume that the steam consumed per lb. of total evaporation is 
normal, but that the capacity is abnormally low. List, in the proper order, 
what steps should be taken to locate and nunedy the trouble. 

7 . An aqueous solution of sodium salts of organic aciids is to be con- 
centrated in a multipki-effect system of evaporators. The liquor is to 
enter the last effect at 1 70°F. containing 30 per cent solids by weight and the 
steam available for the heating surface in the last effect condenses at 165°F. 
The average production desired is 10,000 gal./24-hr. day of liquor contain- 
ing 40 per cent solids by weight. 

Calculate the necessary square feet of heating surface in this effect. 


Per cent 
solids 

Sp. gr. 

Sp. ht. 

Boiling 

temperature, ®F. 

Overall 
coefficient, U 


1.32 

0 720 

no 

50 

■■ 

1.45 

0 615 

130 

30 


8 . A two-effect multipl(^ system of evaporators, with parallel flow of 
liquor and vapor, is to be designed to eonc.entrate continuously 20,000 lb. /hr. 
of 5 per cent solution of a colloidal substance to a 25 per cent solution, the 
temperature of the feed being 170°F. It is planned to use saturated steam 
condensing at 220°F. in the coils of the first effect and a vacuum over the 
boiling solution in the second effect such that the solution will boil at 120®F. 
The condensate from the coils of each effect is withdrawn from the system. 
Making us(; of the data and assumptions listed below, calculate the following. 

o. Pounds of steam fed per hour to first effect. 

b. Degrees F. boiling temperature in the first effect. 

c. Square feet of heating surface in each effect. 

d. Pounds of water evaporated per hour in the first effect. 

Notes . — Area of heating surface is the same in each effect and heat losses 
to surroundings are negligible. Specific heat of feed liquor is 0.95. 
Neglect boiling-point raising in each effect and assume overall coefficients 
of heat transfer in the first and second effects of 400 and 200 B.t.u./(hr.) 
(sq. ft.) /(deg. F.), respectively. 

9. It is desired to design a two-(iffect evaporator for the service and condi- 
tions given below, (a) Assuming equal areas are used in each effect, deter- 
mine the total area required with (1) backward feed and (2) forward feed. 
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(6) Repeat part (a) assuming that in each case the distribution of areas i.» 
such that the total area is a minimum. Tabulate the corresponding ares 
ratios. What is the disadvantage of using unequal areas? 

Data and Notes, — Saturated steam at 250®F. is supplied to the coily 
of the high-pressure effect, and the vacuum in the other effect is such that 
the liquor boils at 100°F. Boiling-point raising is negligible. To simplify 
the problem it is agreed to neglect changes in sensible heat relative to latent 
heat requirements and to neglect heat losses. The overall coefficients of 
heat transfer are directly proportional to the 0.9 power of the overall tem- 
perature differences, and are inversely proportional to the viscosities: 
U = 55A° ®//z. After passing through one effect, the solution has a viscosity 
five times that of water at the same temperature, and the viscosity of the 
product is 100 times the viscosity of water at the temperature of the product 

ABSORPTION AND EXTRACTION 

1 . HCl gas diffuses across a film of air 0.1 in. thick at 20°C. The partial 
pressures of HCl on one side of the film is 0.08 atmosphere and zero on the 
other. Estimate the rate of diffusion, as gm. mols of HCl/(sec.) (sq. cm.), 
if the total pressure is (a) 10 atmospheres, (6) 1 atmosphere, (c) 0.1 atmos- 
phere. The diffusivity of HCl in air at 20°C. and 1 atmosphere is 0.145 
cm.*/sec. 

2 . A gas containing 8 mol per cent HCl is being scrubbed with water at 
20°C. under such conditions that the effective gas-film thickness is 0.1 cm. 

a. If the concentration in the water is su(;h that the partial pressure of the 
HCl is negligible at the interface, estimate the rate of absorption of HCl, 
as gm. inols/(sec.) (sq. cm.) (1) at 10 atmospheres and (2) at 0.1 atmosphere. 

h. Repeat (a) for a partial pressure of HCl at the interface equal to 0.06 
atmosphere. 

3 . Water was evaporated in a wetted-wall tovs ei’ 2.67 cm. in diameter and 
117 cm. long. The water entered at the top with a temperature of 55.2°C., 
and left the bottom at a temperature of 48.5°C. Tlu; air entered at a rate 
of 120 gm./min. and its temperature was substantially constant at 50°C.,* 
the total pressure was 520 mm. Hg. absolute. The rate of evaporation was 
13.1 c.c./min. and the inlet humidity was 0.001 lb. /lb. of bone-dry air. 
The diffusivity of water vapor through air is 0.263 cm.^/sec. at 1 atmosphere 
and 30°C. 

o. Estimate the effective gas-film thickness under the above flow 
conditions. 

h. Compare this effective film thickness with that calculated from heat- 
transfer Eq. 11, page 111, under the same conditions of temperature, 
pressure and rate of air flow, but with no liquid flow. 

c. Estimate the effective film thickness from the equation for wetted-wall 
towers, page 504. 

4. A wetted-wall column operating at 820 mm. of mercury absolute was 
supplied with air at a rate of 100 gra./min. The liquid vaporized was 
w-butyl alcohol, which was supplied at such a temperature that the mean 
driving force is 24.4 mm. of mercury and the mean inert pressure was 
799 mm. The specific gravity of the liquid was 0.807. Under these condi- 
tions the rate of evaporation of n-butyl alcohol was 6.9 c.c./min. 
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The same apparatus was used to evaporate water with an air rate of 
120 gm./niin. at a total pressure of 518 mm. of mercury absolute. The 
mean driving force was 62.6 mm., and the calculated mean inert pressure 
was 449 mm. Estimate the rate of evaporation of water under these 
conditions. 

Note , — The diffusivity of water vapor through air may be taken as equal 
to three times the diffusivity of w-butyl alcohol vapor through air at the 
same temperature and total pressure. 

5 . Air containing 20 mol per cent ammonia is being treated with water 
in a packed tower, and under plant conditions gives the following data: 
rate of water flow is 20 lb. /(min.) (sq. ft. of tower cross section) and of the 
inflowing gas is 4 lb. /(min.) (sq. ft. of tower cross section); the total pressure 
is 3 atmospheres and the tempcraturc‘ is maintaincid at 35°C. throiighout 
the tower by means of cooling coils; under these conditions 96 per cent of the 
ammonia in the incoming gas is absorbed. Assuming that the average 
effective film thickness is unchanged and that the tcnnperatiirc, pressure 
and rates of water and incoming gas, and wetted area per unit volume of 
tower are all constant, how much taller sliould the tower be made if it is 
desired to absorb 99 per cent of the ammonia in the incoming gas? Henry’s 
law may be assumed to apply to the solutions involved. 

6 . A mixture of benzene vapor and flue gas contains 12.7 mol per cent 
benzene, and is to be scrubbed continuously in a packed tower operated at 
atmospheric pressure and at 43°C. The tower is to be designed to treat 
36,000 cu. ft. /hr. of entering gas, and the outlet gas is to contain 1.5 mol per 
cent benzene. The mineral oil entering at the top will contain 1.0 mol per 
cent benzene and will be supplied at the rate of 28 lb. mols per hour. The 
solution of benzene in oil may be assumed to follow Raoult’s law, and the 
vapor pressure of pure benzene at 43°C. is 0.263 atm. It is agreed that the 
maximum allow^able superficial velocity of the gas-vapor mixture is 1 ft. /sec. 

Calculate the height of tower required, assuming that the height of one 
transfer unit is 2 ft. 

7 . The purge gases from a synthetic ammonia plant contain 4 per cent 
ammonia by volume and 96 per cent hydrogen, nitrogen, argon and other 
inerts. This gas is to be scrubbed at 5 atmospheres pressure wdth water in a 
bubble-plate tower maintained at 68°F. by cooling coils. With water and 
inert gas rates of 0.88 and 4.0 lb./(min.) (sq. ft. of tow'er cross section), 
respectively, how many theoretical plates will be required to produce a 
solution containing 13 per cent ammonia by weight? The average molec- 
ular weight of the inert gas is 21. 

Data . — The following table gives the equilibrium partial pressures of 
ammonia solutions at 68°F. 















8. It is desired to estimate the height of a packed tower necessary to 
carry out the same absorption as in Problem 7. All operating conditions 
will be the same and the tower packing is to be ll^-in. broken quartz, (a) 
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(Jsing the data of Tabic I, page 501, what is the nec<L>ssary height of 
tower? (6) Under these conditions what is the average H.E.T.P. for this 
packing? (c) What is the average H.T.U.? 

9 . The gas from a Mannheim furnace contains 25 per cent HCl and 75 per 
cent O 2 , N 2 , CO 2 , CO and other inerts. This gas is scrubbed at atmospheric 
pressure and the temperature maintained at 20°C. The tower is producing 
an acid containing 36 per cent HCl by weight, with an HCl recovery of 
99 per cent. Estimate the number of theoretical plates to which the tower 
is equivalent. 

Data . — At 20°C. : 


Partial pressure HCl, mm. Hg 

5 

13 

22 

46 

72 

100 

200 

390 

Per cent HCl by weight 

26 

30 

32 

34 

35 

36 

38.2 

40 


10. Fifty parts of copperas and lime per million parts of dye-house 
eflEluent removes 50 per cent of the color. How much will be required to 
reduce the color to 5 per cent, if 7i = 8.5? 

11. Cotton is piled loosely in a steel chamber which is gradually evacuated 
to 20 mm. of mercury absolute pressure. The cotton charged at 24°C. 
contains 4.77 per cent of moisture (wet basis) and as piled contains 0.8 lb. 
of water-fr(ie cotton /cu. ft. The barometer is 760 mm., the specific gravity 
of the dry cotton is 1.48 and the heat capacity of the cotton is sufficient to 
prevent appreciable change in temperature during evacuation. 

Calculate the \iltimate moisture content of the cotton (wet basis) after 
evacuation. 

Data . — At 24°C. cotton containing 5.00 per cent of moisture (dry basis) 
is in ecpiilibrium with air containing 8.3 mm. of water vapor, and cotton 
containing 2.00 per cent of water (dry basis) is in equilibrium with air con- 
taining 1.65 mm. of water vapor. 

DISTILLATION 

1. For mixtures of heptane and octane, construct the following plots, 
all on one sheet. Assume that the laws of Raoiilt and Dalton apply. 

a. Eq\iilibrium diagram, for constant pressure of 1 atmosphere, plotted 
with ?y^, mol fraction of heptane in the vapor, as ordinates versus x, mol 
fraction of heptane in the liquid, as abscissas. 

5. The boiling point as ordinates versus x. 

c. Relative volatility a versus x. 

d. Curve of versus x computed from the equation on page 526, using 
the average value of ot. 

e. Plot weight fraction of heptane in the vapor C* as ordinates versus the 
weight fraction of heptane in the liquid c, assuming the molecular weight of 
each component is the same in both the liquid and vapor. 

Data: 


Vapor Pressures in Millimeters of Mercury 


Temp., °C 




no 

120 

130 


427 

589 

795 

1047 

1367 



176 

254 

354 

482 

646 

860 
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2. An equimolal mixture of benzene and toluene is subjected to a simple 
batch distillation at atmospheric pressure. For the purpose of this problem 
assume a = 2.55. 

a. If the distillation is discontinued when the mols of distillate amount to 
60 per cent of the mols charged, calculate: 

1. The concentration of the distillate. 

2. The concentration of the liquid left in the still. 

3. The amount of benzene in the distillate, expressed as a percentage 
of the amount of benzene in the charge. 

b. If the distillation be discontinued when 60 per cent of the original ben- 
zene is in the distillate, calculate: 

1. Repeat (a-1). 

2. Repeat (a-2). 

3. The mols of distillate, expressed as a percentage of the mols of the 
charge. 

3. A liquid under pressure containing 50 mol per (;ent bcmzene and 50 mol 
per cent toluene is continuously throttled to a pn^ssurc of 1 atmosphere. 
The temperature after throttling is found to be 06.5°C. 

a. What per cent of the mixture is vapor after the throttle valve? 

h. If the pressure before throttling was suflicit'ntly high so that no vapor 
was present, what was the temperature of this liquid before throttling? 

Data: 


Vapor Pressures in' Millimeters of Mercury 


Temperature, ®C 

90 

94 6 

96.5 

99.2 

104.6 

Vapor pressure of benzom^ 

1008 

1148 

1211 

1308 

1503 

Vapor pressure of toluene 

404 

469 

499 

543 

637 


The average molal heat capacity of the liquid is 36 grn. cal./(gm. mol) 
(deg. C.) and the latent heat of vaporization of the liquid at 96.5°C. may 
be taken as 7100 grn. cal./gm. mol. Assume adiabatic operation of the 
throttling valve, and that no heat is conducted across the valve. Neglect 
kinetic energy changes. 

4. Stearic acid is to be steam distilled at 200°C. in a direct-fired still, 
heat-jackcted to prevent condensation. Steam is introduced into the 
molten acid in small bubbles and the vapor leaving the still has a partial 
pressure of acid equal to 70 per cent of the vapor pressure of pure stearic 
acid at 200°C. 

Plot the pounds of acid distilled per pound of steam added as a function 
of the total pressure for pressures ranging from 760 down to 25 mm. of 
mercury absolute. 

Notes . — At 200°C. the vapor picSsuie of stearic acid is 3 mm. of mercury. 

5. It is proposed to distill continuously a solution containing 10 mol per 
cent ammonia and 90 mol per cent water to produce a distillate containing 
28 mol per cent ammonia. Per 100 mols of feed, calculate the mols of 
distillate obtainable by each of the two processes described below. 

Continuous simple distillation without reflux. 





PROBLEMS 


713 


h. Continuous distillation in a stripping column containing one perfect 
bubble-cap plate and a still. 

Data and Notes , — In each case the feed enters as liquid at the boiling point, 
the still is heated by steam condensing in a closed steam coil, and residue is 
continuously withdrawn from the still. At equilibrium the mol fraction of 
ammonia in the vapor is 6.3 times that in the liquid; y* =6.3a;. 

6 . A liquid mixture containing equal mols of benzene and water is heated 
to 110°C. Calculate the total pressure and composition of the equilibrium 
vapor. 

Data: 


Vapor Pressures in Millimeters of Mercury 


Temperature, ®C 

60 

70 

80 

90 

100 

no 

120 

Benzene 

. . . 

540 

756 

1008 

1338 

1740 

2215 

Toluene 

139 

206 

287 

404 

557 

741 

990 

Waier 

149 

234 

355 

526 

760 

1075 

1490 


7 . A vapor containing 80 mol per cent benzene and 20 mol per cent water 
at 120°C. is cooled slowly at a total pressure of 1 atmosphere. 

a. What is the composition of the first condensate? 

h. Plot the tempcjrature and the compositions of the uncondensod vapor 
and condensate as a function of the per cent of the original mixture that is 
condensed. 

Note. — See Problem 6 for data. 

8 . llepeat Problem 7 for a vapor containing 20 mol per cent toluene, 
60 mol per cent benzene and 20 mol per cent water. See Problem 6 for data. 

9. A continuous rectifying column is operating with a total condenser and 
a still heated by indirect steam (no live steam is blown into the column); 
the feed enters as liquid properly preheated. Make the usual simplifying 
assum[)tions leading to the constancy of molal overflow exi^cpt as affected 
by the introduction of the feed itself. 

a. Derive the equation of the enriching line. 

h. Derive the equation of the stripping line. 

c. Prove that these two operating lines intersect at x —Xf. 

d. Prove that the enriching line intersects the diagonal at Xo. 

e. Prove that the stripping line intersects the diagonal at Xw. 

f. Prove that the minimum ratio of reflux to vapor in the enricliing sec- 
tion, On+i/F» equals (Xf—i//)/(xc—T/). 

g. Explain why an infinite number of plates is required when using this 
minimum ratio of reflux to vapor. 

h. When, in the enriching section, the ratio of reflux to vapor is unity, 
show that the operating line coincides with the diagonal. 

10 . It is desired to design a plate type of rectifying column to produce 
continuously a distillate containing 95 mol per cent benzene and a residue 
containing 5 mol per cent of benzene. The feed contains 50 mol per cent 
benzene and 50 mol per cent toluene, and will be introduced, as liquid at the 
boiling point, on the proper plate. The feed rate is to be 1 750 lb. mols/24 hr. 
Vapors will be generated in a steam-heated still attached to the base of the 
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column, and residue is to be withdrawn continuously from the still. The 
column is to be operated at normal atmospheric pressure with a total con- 
denser, hot reflux returning to the top plate. 

Referring to the data and notes given below, calculate: 

a. Minimum reflux ratio in the enricliing section. 

b. Minimum number of theoretical plates corresponding to infinite reflux 
ratio, 0/P, 

c. For a reflux ratio {0/P) 1.25 times the minimum, c^stimate: 

1. Inside diameter of the rectifying column, expressed in feet. 

2. Number of actual plates required. 

3. Location of the feed plate. 

Data and Notes. — It is agreed that the superficial velocity of the vapor 
at the top of the column should not exceed 2 ft. /sec. The overall plate 
efficiency may be taken as 60 per cent. Raoult^s and Dalton’s laws may be 
assumed to apply to all mixtures under consideration. Sec Problem 6 for 
vapor-pressure data. 

11. Repeat Problem 10 for the case where the feed enters as an equilibrium 
mixture containing 50 mol per cent vapor and 50 mol per cent liquid. 

12. Oxygen Column. — ^Liquid air is fed to the top of a bubble-plate strip- 
ping column operated at substantially atmospheric pressure. Sixty per 
cent of the oxygen in the feed is to be drawn off in the vapor from the still, 
and this vapor is to contain 0.2 mol per cent of nitrogen. Bas(jd on tli(j 
assumption and data given below, calculate: 

a. The mol per cent of nitrogen in the crude nitrogen vapor leaving the 
top plate. 

h. The mols of vapor generated in the still per 100 mols of feed. 

c. The number of theoretical plates required. 

Notes. — To simplify the problem, assume that the molal overflow is 
constant throughout the column, and is equal to the mols of feed. Liquid 
air contains 20.9 mol per cent of oxygen and 79.1 mol per cent of nitrogen. 
The equilibrium data* for atmospheric pressure ar(5 shown IxJow. 


Temperature, 

‘’Kelvin 

Mol per cent N 2 
in liquid 

Mol per cent N 2 
in vapor 

77 35 

100 00 

100 00 

77.98 

90 00 

97 17 

78.73 

79 00 

93 . 62 

79.44 

70.00 

90 31 

80.33 

60.00 

85 91 

81.35 

50 00 

80 46 

82.54 

40.00 

73 50 

83.94 

30.00 

64.05 

85.62 

20.00 

50.81 

87.67 

10.00 

31.00 

90.17 

0.00 

0.00 


* Pod^e« Chem. Met. Eng., 86, 622 (1928). 
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13 . N itrogen Column. Jjiquid air is fed at an intermediate point between 
the top and bottom plates of a bubble-plate column operated at substan- 
tially atmospheric pressure. The vapor leaving the top of the enriching 
section is to contain 99.8 mol per cent of nitrogen. In this case no vapor is 
drawn off from the still, but liquid is drawn off from the still attached to the 
bottom of the stripping section. This liquid is evaporated in the jacket of 
a reflux condenser just above the top of the enriching section. 

With an infinite number of perfect plates available, what would be the 
concentration of oxygen in the liquid drawn off from the still? Under these 
conditions, what is the corresponding percentage recovery of nitrogen? 

14 . A rectifying column containing the equivalent of two perfect bubble 
plates is to be supplied continuously with a feed containing 0.1 mol per cent 
of ammonia and 99.9 mol per cent of steam. Before entering the column 
the fe(^d is converted wholly into vapor and enters between the two perfect 
plates. The vapors from the top plate (2) enter th(^ top of a total condenser. 
Part of the hot condensate is fed to the top plate as reflux, and th(i rest is 
continuously withdrawn as overhead distillate. The liquid from the bottom 
plate (1) overflows to a direct-fired still, the vapor so generated rising to the 
base of the coluinn and the liquid residue being withdrawn continuously 
from the still. Per mol of external feed, 0.60 mol of vapor is generated in 
th(i still and 1.3 inols of reflux return t.o the top plate. Over the entire 
range of comment rations involved, the equilibrium mol fraction of ammonia 
in the vapor is 12.6 times the mol fraction of ammonia in the liquid, 
7y^= 12.6a:. Calculate the mol fraction of ammonia in: 

a. The residue, or bottoms from the still. 

h. The overhcjid distillate, or product. 

c. The liquid overflowing from plate 1. 

d. The liquid overflowing from plate 2. 

16 . A plant has a batch of 100 mols of a mixture containing 20 mol per 
cent of benzene and 80 mol per cent of chlorbenzene, and it is desired to 
rectify this mixture at atmospheric pressure to obtain bottoms containing 
only 0.1 mol per cent of benzene. It is agreed to assume that the relative 
volatility is constant at 4.13. There is available a suitable still and column, 
the latter containing the equivalent of four perfect plates. The run is to be 
made at total reflux. While the steady state is being approached, a finite 
amount of distillate is held in the reflux trap. When the steady state is 
reached and the bottoms (contain 0.1 mol per cent of benzene, the contents 
of the trap are drawn off and the desired fraction is removed from the still. 

What yield of bottoms of the specified purity can be obtained by the 
above procedure with the available equipment? For these preliminary 
calculations it is agreed to neglect the hold-up of the column compared to 
that of the still and reflux trap. 

16 . An extraction plant for the solvent treating of lubricating oil is 
operating with anhydrous phenol as a solvent. The phenol is recovered 
from the extract and raffinate by steam stripping, and the phenol-water 
distillate is cooled to 20°C. and separates into two layers. It is desired to 
recover the phenol from the two layers in an essentially anhydrous condi- 
tion. It is proposed to carry out the separation in a two toM^er stripping 
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system. The water layer from the separator is preheated and fed to the top 
plate of tower 1 and this tower strips phenol from the water. The phenol 
layer from the separator is preheated and fed to the top plate of tower 2 and 
this tower strips water from phenol. The top vapors from both towers 
are sent to a common condenser and cooled at 20°C. ; the aqueous layer of 
the condensed distillate is preheated and added to the feed of tower 1 and the 
phenol layer of the condensed distillate is preheated and added to the feed 
of the second column. Column 1 is to be operated so that not over 0.5 per 
cent of the phenol entering this tower* is lost in the residue, and the phenol 
residue from column 2 is to be 99.9 weight per cent phenol. Both columns 
will be operated at atmospheric pressure, and the usual simplifying assump- 
tions will be made. The stills will be heated by closed steam coils. 

a. Estimate the number of theoretical plates that should be used in 
column 1 if 25 per cent more vapor than the minimum vapor for infinite 
plates is used. 

b. If 25 per cent more vapor than the minimum vapor for infinite plates 
is used in column 2, estimate the number of theoretical plates that should 
be employed. 

Data . — At 20°C. water saturated with phenol contains 1.68 mol per cent 
phenol and the phenol layer contains 33.1 mol per cent phenol. The 
critical solution temperature for the mixture is 66.5®C. 


Phenol-water Equilibrium Data* 

Mol fraction of phenol at atmospheric pressure 


X in liquid 

y* in vapor 

X in liquid 

y* in vapor 

0 

0 

0 10 

0 029 

0.001 

0 002 

0.20 

0.032 

0.002 

0 004 

0.30 

0.038 

0.004 

0.0072 

0.40 

0.048 

0 006 

0 0098 

0.50 

0.065 

0.008 

0 012 

0.60 

0 090 

0.010 

0.0138 

0.70 

0.15 

0 015 

0.0172 

0.80 

0.27 

0 017 

0.0182 

0.85 

0.37 

0 018 

0 0186 

0.90 

0.55 

0.019 

0 0191 

0.95 

0.77 

0.020 

0 0195 

1.00 

1.0 


♦Data from H. D. Sima, Sc. D. Theeis, Mossachuspits Institute of Technology, 1033. 


17 . A mixture of benzene, toluene and xylene is being continuously 
rectified at normal atmospheric pressure in a bubble-plate column, attached 
to a direct-fired still. In the lower part of the stripping section there are 
1.092 mols of overflow per mol of vapor. The analysis of the bottoms shows 

* With the exception of its own reflux. 
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1.76 mol per cent of benzene, 62.14 mol per cent of toluene and 36.10 mol 
per cent of xylene. Vapor pressures are given below. Calculate: 

a. Temperature of the liquid in the still. 
h. Analysis of the liquid on the 6rst plate above the still. 

Data: 


Vapor Pressure in Millimeters of Mercury 


Temperature, °C 

120 

118 

117 

115 

113 

Benzene 

2215 

2138 

2090 

1993 

1895 

Toluene 

990 

920 

895 

850 

805 

Xylene 

450 

420 

405 

390 

365 


AIR CONDITIONING AND DRYING 

1. Using vapor-prcasure data from steam tables and assuming normal 
barometer, calculate 

a. “Humidity” of air saturated at 130°F. 

6. “Saturated volume” of air saturated at 130°F., assuming the perfect 
gas law. 

c. Factor necessary to convert (by multiplication) “per cent relative 
humidity” to “per cent absolute humidity,” for air having 50 per cent 
“relative humidity” at 130°F. 

d. The adiabatic saturation temperature and the wet-bulb temperature 
for air having a dew point of 56®F. and a dry-bulb temperature of 130°F. 

Tabulate with the figures just calculated, the values read from Fig. 183. 

2 . Air of 50 per cent relative humidity at 70°F. is preheated in a hot-blast 
heater to 160°F. Tabulate the wet-bulb temperature and per cent relative 
humidity before and after preheating. 

3 . A drier is to be designed to reduce the water content of a certain 
matcirial from 180 to 10 per cent (dry basis). The available air is at 70°F. 
and has an absolute humidity of 0.010. In order to produce the desired 
drying conditions, the air entering the drier is to have a temperature of 
120®F. and a humidity of 0.010 lb. of water /lb. of dry air, and the exit air 
will leave at 110®F. with 70 per cent relative humidity. On the basis of 
1000 lb. of product/hr., and neglecting the heat capacity of the bone-dry 
stock, calculate: 

a Air entering preheater, as cu. ft. /min. 

b. Air entering the drier, as cu. ft. /min. 

c. B.t.u. per hour to be supplied by the preheater. 

d. B.t.u. per hour to be supplied by the heating surface within the drier. 

e. Total B.t.u. consumed per pound of evaporation. 

/. Tabulate temperature of the “dry bulb,” “wet bulb” and “dew point” 
for the air entering the preheater, the air entering the drier and the air 
leaving the drier. 

4 . Twenty thousand cubic feet of air per minute are to be cooled from 
90 to 72°F. by the use of a horizontal-spray-type humidifier, employing 
counterflow of air and water. The air has an initial humidity of 0.011 lb. 
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of water vapor /lb. of dry air. The unevaporated water collects iaside the 
apparatus, to be recirculated to the spray nozzles, and ‘‘make-up” water at 
70°F. is fed to the pump. 

Based on data given below, calculate: 

а. Cross section of spray chamber, in sq. ft. 

h. Pounds of water sprayed per hour. 

c. Pounds of make-up water required per hour. 

d. Length of spray chamber, in ft. 

e. Humidity of air leaving the chamber, as lb. of water vapor /lb. of dry 
air. 

Data and Notes . — The spray chamber will operate substantially adia- 
batically, and normal barometric pressure prevails within the apparatus. 
When spraying 1200 Ih. of water/(hr.) (sq. ft. of cross section of the spray 
chamber), and employing an air rate of 2400 lb. of dry air/(hr.) (sq. ft. of 
cross section), test data show that the overall coefficient of heat transfer, 
r/a, is 90 B.t.u./(hr.) (deg. F. mean difference) (cu. ft. of spray chamber). 

б. It is desired to design a coke-packed dehiimidifier to cool 2000 cu. ft. 
of saturated air /min. from 130 to 65 °F. The operation is to be conducted 
at normal barometric pressure. Cooling water is available at 55°F., and 
will be permitted to rise to 110®F. It is agreed to use a gas velocity of 
1200 lb. of dry air/ (hr.) (sq. ft. of total cross section). Since it is desired 
to use the data of page 610, the water velocity must be at least 1 150 lb. /(hr.) 
(sq. ft. of total cross section). 

Calculates the height and diameter of tower required, and the weight of 
cooling water per hour. 

6. A cooling tower 2200 cu. ft. in volume gave on test- the following data: 

Temperature of water entering the top = 105°F. 

Temperat ure of water leaving the bottom =84.7 °F. 

Temperature of air entering the bottom =71°F. 

Temperature of air leaving the top =90°F. 

Humidity of the air entering the bottom =0.0062. 

Humidity of the air leaving the top =0.0295 

Volume of air entering the tower =55,900 cu. ft. /min. 

Volume of water entering =707 gal, /min. 

If the temperature of the entering air were to rise to 100°F. with its abso- 
lute humidity remaining unchanged, which might happen between morning 
and noon of a summer day, the weight of air and water remaining the same 
as before, to what temperature would the water be cooled? 

7 . A wet solid is dried from 36 to 8 per cent moisture in 5 hr., under 
constant drying conditions. The critical moisture is 14 per cent and the 
equilibrium moisture is 4 per cent. All moisture contents are reported as 
per cent on the dry basis, i.e.f parts by weight of water per 100 parts by 
weight of “bone-dry” solid. 

Calculate how much longer would be required, under the same drying 
conditions, to dry from 8 to 5.5 per cent water on a dry basis. 

8 . A continuous, countercurrent, adiabatic rotary drier is being designed 
for the production of 500 lb. /hr. of a product containing 2 per cent moisture 
from wet crystals containing 30 per cent moisture, wet basis. The air 
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entering the drier will have a dry-bulb temperature of 230®F. and a wet-bulb 
temperature of 102°F., and the air leaving the drier will be at a temperature* 
of 115°F. Because of the small size of the crystals, the highest allowable 
air velocity is 10 lb. /(min. of bone-dry air)(8q. ft. of cross section). 

а. Calculate the pounds of bone-dry air required per minute. 

б. Calculate the cross-sectional area of the drier, in sq. ft. 

9 . In order to dry continuously a sheet material from 100 to 50 per cent 
water on the 'Mry basis, it is proposed to employ an adiabatic drier of the 
tunnel type. The critical moisture is 40 per cent on the dry basis while the 
equilibrium moisture is 5 per cent on the dry basis. The sheets average 
6 ft. by 2 ft. by K m* thick, and are to be dried from both sides. The wet 
sheets weigh 15 lb. each. The air, with a wet-bulb temperature of 80°F., 
is to enter at 133°F. and leave at 90°F. The air is to flow parallel to the 
faces of the sheets, at an average velocity of 3600 lb. /(hr.) (sq. ft. of free 
aiea between sheets), giving a coefficient of heat transfer of 4 B.t.u./(hr.) 
(sq. ft.) (deg. F.). 

a. Calculate the required drying time, expressed in hours. 

h. Assuming that the free area for air flow between each pair of parallel 
sheets is 6 ft. by f^-t calculate the pounds per hour of dry air reauired, 
and the number of sheets over which the air flows in bcries. 




Lb. Bone Dry Arr 
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A 

Absolute pressure, 6 

Absolute temperature, centigrade, 9 
Fahrenheit, 5 

Absorption, allowable velocity in, 
492 

apparatus for, 462-463 
{See also Towers) 
bibliography, 513 
both films controlling, 452, 484- 
487 

capacity coefficients, correlation 
of, with heat transfer, 608 
diameter of tower, effect on, 504 
gas velocity, effe(!t on, 499-505 
individual, 454-456, 499-505 
liquor velocity, effect on, 499- 
505 

mass velocity, effe(;t on, 500- 
505 

molecular weight as affecting, 
446, 460, 504-505 
overall, 451-454, 499-505 
temperature, effect on, 430, 455 
viscosity, effect on, 499-505 
diagrams, 452-454, 475-490 
diffusivity, 444-460 
drying by, 615 
effect of solubility, 451, 454 
equations, for point conditions, 
442-454 

for variable conditions, 472-509 
equilibria, 428, 431-442 
approach from both sides, 432 
classification of, 432 
Pick’s law in, 432 
film theory of, 449-456 
gas film controlling, 452, 482-484 
graphical solution of problems in, 
474-491 


Absorption, heat effects in, 491 
Henry’s law in, 433, 451, 485-487 
liquid film controlling, 452, 481 
logarithmic mean, in, 486 
mass velocity in, 500-505 
mechanism of, 449-451 
multicomponent, 495 
nomenclature, for point conditions, 
458-459 

for variable conditions, 512-513 
of air by water, 433 
of ammonia by water, 452, 486, 
493, 501, 504 

of benzene by oil, 435, 496, 501, 
508 

of carbon dioxide, 433, 440, 441, 
502 

of complex mixtures, 446, 495-499 
of gases by solids (see Adsorption) 
of hydrocarbons in oil, 495-499 
of hydrochloric acid by water, 39, 
454 

of moderately soluble gases, 452, 
484 

of oxygen by water, 433, 453, 455 
of slightly soluble gases, 455, 481 
of sulfur dioxide by water, 428 
of sulfur trioxide, 39, 375 
of very soluble gases, 452, 482 
of water vapor by sulfuric acid; 

441, 475, 480-484 
pressure in, 478 
problems in, 482-499 
process, 425, 462 
Raoult’s law in, 434, 496, 508 
rate, of fluids and solids, 456-458. 
506-512 

of gases by liquids, 429, 442- 
456, 472-505 

ratio of liquid to gas in, 474 
recovery of treating agent, 431 
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Absorption, separation of gases by, 
317, 424 

temperature for, 430, 433, 455, 476 
temperature control in, 430 
towers (see Towers) 
two-filrn theory of, 449-456 
Acetylene, combustion of, 174 
drying of, 615 
Adiabatic (def.)i 66, 581 
cooling curves, 581 
Adsorption, charcoal in (see Char- 
coal) 

diagrams, 475, 480-484, 508-510 
drying by, 615 
effect of, in drying, 620 
equilibria, 436-442 

Freundlich equation, 437-438 
temperature effect on, 438 
of benzene by charcoal, 436, 508 
of carbon dioxide by charcoal, 
436-437 

of gas by solid, 456, 506 
apparatus for, 463-472 
gas films in, 456 
gas velocity as affecting, 456 
graphical solution of problems 
in, 508-512 
mechanism, 456^58 
process, 425 

rate of, 456-458, 506-512 
of hydrocarbons by charcoal, 439 
of nitrogen by charcoal, 436 
of sulfur dioxide by silica gel, 438 
of water vapor by sulfuric acid, 
441, 475, 480-484 
selective, 439 

separation of gases by, 317 
silica gel in, 426, 438 
volatility in, 438 

(See also Adsorption filtra- 
tion; Charcoal) 

Adsorption filtration, filters, agita- 
tion in, 469 
apparatus, 465-469 
batch vs. countercurrent process, 
465, 508-510 

bone char in, 427, 440, 467, 508- 

512 


Adsorption filtration, filters, bone 
char in, revivification of, 468 
charcoal in (see Charcoal) 
charging of, 466 
channeling in, 466 
choking of capillaries in, 457 
clarifying, of oils by, 427, 440, 457, 
467 

of syrups by, 508-512 
diagrams for, 508-512 
equilibria, 436-441 
false, 457 

Freundlich equilibrium equation, 
437-440, 508-512 
Fuller’s earth in, 427, 440, 457, 467 
grain size in, 457, 466-468 
graphical solution of problems in, 
508-512 

liquor travel, direction of, 466 
liquor velocity in, 466 
mechanism of, 456-458 
molecular weight as affecting, 457 
of oils, 427, 440, 457, 467 
of syrups, 427, 467, 508-512 
operation of, 465-467 
process, 457-458, 465-469 
rate of, 456-458. 506-512 
rotary filters for, 468 
selective, 439 
silica gel in, 426, 438 
washing of, 467-468 
(See also Adsorption) 

Agitation by air, 376 
Air, absorption of, by water, 433 
analysis of, 4 

average molecular weight of, 4 
circulation of, in drying, 626, 638 
conditioning of, 595-612 
cooling of, by humidification, 595- 
612 

dehumidification of, 595-612 
dew point of, 578 
diffusional velocity of, 370 
drying by (see Drying by air) 
excess, in combustion, 26, 192, 
194, 221 

film, thickness of, 37, 116, 443 
flow of, in ducts, 78 
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Air, flow of, friction factors for, 78 
through orifices, 66-68 
-gas mixtures, 202 

explosive limits of, 185-186 
heat capacity of, 10 
heaters, 142 
humid heat of, 581 
humid volume of, 580 
humidification of, 595-612 
humidity chart for, 579 
humidity of, 579 

in steam, effect of, on heat trans- 
mission, 139 

measurement of {see Flow of 
Fluids) 

meters for, 51-74 
moisture in, 577-611 
necessary for combustion, 26, 194, 
211 * 

preheating of, for furnaces, 214, 
219 

pumps for condensers, 384 
recirculation in drying, 636 
saturated volume of, 580 
solubility of, in water, 433 
specific heat of, 10 
specific volume of, 580 
washing of, 595-612 
Air driers, design of, 639-684 
-drying, mechanism of, 617 
{See also Drying; Driers) 
under variable conditions, 658 
{See also Drying; Driers) 
Alcohol, distillation of, 526, 531, 565 
Alcohol-water mixtures, properties 
of, 526 

Ammonia, absorption of, by water, 
452, 486, 493, 601, 504 
Amyl alcohol, distillation of, 531 
Analysis of gases of coal, proximate, 
169 

ultimate, 168, 205 
{See also Orsat analysis) 
Anemometer, measurement of gas 
by, 73 

Angle, of nip, 270 
of repose, 293 


Aniline, distillation of, 537-539 
vapor pressure of, 413 
-water mixtures, distillation of, 
523 

Annular space, fluid flow in, 93-95 
heat transfer in, 115 
Area of heating surface, arithmetic 
mean, 104 

{See also Flow of heat) 
logarithmic mean, 104 
Ash, combustible in, 190 
fusion point of, effect on capacity 
of gas producer, 227 
removal of, from furnaces, 190 
from gas producicrs, 231 
Atmosphere, normal pressure of, 
6, 49 

Atom (def.), 3 

Atomic heat capacities, 11 

Dulong and Petit’s rule for, 11 
Attrition, grinding by, 259, 272 
Avogadro’s law, 4 
Azeotropic mixtures, 629 

B 

Bag filters, for dust, 314 
for liquids, 336 
Ball mills. 273-280 
Band drier, 627 
Barometric condenser, 384 
Barometric pressure, 6, 49 
Bartlett-Hayward washer, 463 
Batch vs. continuous process, 15-16, 
465, 508-512, 621 

Benzene, absorption of, by oil, 
435, 496, 501, 508 
adsorption of, by charcoal, 436, 
508-512 

vapor pressure of, 14 
Benzene-toluene mixtures, boiling 
point-composition diagram for, 
525 

rectification of, 551-553, 567 
Bernoulli’s theorem, 46-48 
Binary mixtures of liquids, distilla^ 
tion of, 532-542, 553-576 
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Binary mixtures of liquids, vapor 
V8. liquid composition of, 524- 
631 

vapor pressures of, 519-524 
Black body, radiation from, 146 
Blake crusher, 262 
Blast, dry. 614 

Blast furnace, use of oxygen in, 219 
Blast-furnace stoves, heat transfer 
in, 21&-219 

Boilers, combustion rates in furnaces 
for, 190-191 
Dutch oven for, 191 
grate surface in, 191 
heat radiation in, 191 
heat transfer in, 191 
stokers for, 189-190 

(See also Combustion; Fur- 
naces) 

Boiling point (def.), 370, 617 
of aqueous solutions, 414 
of constant boiling mixtures, 529 
of pure liquids, 14, 413 
Boiling-point-composition curves, 
524 

of alcohol-wate.r mixtures, 526 
of benzene-toluene mixtures, 525 
Boiling point raising of solutions, 
due to dissolved solute, 391- 
411 

due to hydrostatic head, 411 
effect of, on capacity of evapora- 
tor, 390, 41 1 

Bone char (see Adsorption filtra- 
tion) 

Bourdon pressure gauge, 49 
Box filters, 325 
equations for, 348 
Bradley mill, 284 • 

British thermal unit, 7 
Bubble caps, 548-549, 567 
Bubble plate columns, 548 
Buflovak evaporator, 398 
Burr mill, 284 

C 

Cabinet driers, 623-625 
Calcination in spray form, 212 


Calculation, basis of, 23-25 . 
general methods of, 21-22 
general procedure of, 25 
Calorie, gram, 7 
pound, 7 

Calorific power of fuels (see Heating 
value) 

Capillary tubes, flow of fluids in 
(see Flow of fluids) 

Caps, bubble, 548-549, 567 
Carbon, combustion of, 173-186 
Carbon dioxide, absorption of, by 
carbonate solution, 441-442 
by lime, 440-442 
by water, 433 

adsorption of, by charcoal, 430- 
437 

dissociation of, 173-175 
in water gas, 182 
recorders, 205 
solubility of, in water, 433 
(See also Orsat analysis) 

Carbon monoxide, dissociation of, 
173-175 

in water gas, 182 

(See also Orsat analysis) 
Cascade flow, in concentrating 
liquids, 377 

Catalysis of combustion reactions, 
176, 185, 193, 202 

Caustic soda solutions, boiling points 
of, 414 

Duhring's rule applied to, 414 
concentration of, 409, 414 
Ce(;o spray washer, 463 
Cement kiln, 199, 211-213 
Centigrade heat unit, 7 
Centipoise, 98 

Centrifugal force, applied to crush- 
ing, 267, 280 
drying, 336, 616 

separation, of liquids from gases. 
386 

liquids from liquids, 316 
solids from gases, 314 
solids from liquids, 336 
Centrifugal roll mill, 280 
Centrifuge, 336 
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Chamber drier, 623-625 
Char filters {see Adsorption filtra- 
tion) 

Charcoal, adsorption, of carbon 
dioxide by, 436-437 
of hydrocarbons by, 439 
of nitrogen by, 436 
capillaries in, 456-458 
grain size, 457-458 
recovery of benzene by, 436, 508 
vs, oil, in benzene recovery, 508 
Charts, air heater, optimum velocity 
in, 143 

boiling-point-composition, 525 
526 

combustion of coke, 179 
contraction loss coefficient, 89 
Cox, 14 

dissociation constants for gas reac- 
tions, 175 

drying data, 646-661 
Diihring^s nile, 414 
equilibrium moisture, 620, 642 
film coefficients of heat transfer 
for liquids in pipes, 1 12 
friction factors, 78, 96, 298 
heat capacities, of gases, 10 
of liquids, 1 1 
of metals, 12 

heat transfer coefficients, in evap- 
orators, 381 
in pipes, 1 1 2 
Hildebrand function, 13 
humidity chart, 579, 588 
humidity equilibrium curve for 
hydrated crystals, 675 
latent heat of vaporization, 13 
McCabe and Thiele, 559, 563 
optimum velocity in heaters, 143 
orifice, loss of head in, 61 
porter, 690 
radiation, 161 

and convection losses, 162 
rectification, 559 

vapor vs. liquid composition, 
522-529 

vapor pressures of liquids, 14 


Charts, velocity, in pipes, ratio of 
mean to maximum, 54 
optimum, in heaters, 143 
viscosity, effect of temperature 
on, 687 
of gases, 687 
of liquids, 687, 689, 690 
water-gas formation, 182 
Chaser, 272 

Checkers, regenerative, 214-218 
Chemical precipitation, drying by, 
615 

Chilean mill, 272 

Choke feeding vs. free crushing, 259 
Cider, concentrating, 614 
press, 339 

Clarification by adsorption {see 
Adsorption filtration) 
Classification, hydraulic, 307 
Classifier, Dorr, 310 
Spitzkasten,309 

Clinkers, formation of, in gas pro- 
ducers, 190 
Coal, 168 
ash in, 169 
coking of, 189, 195 
drying of, 630-634 
firing of, 188-199 
fixed ( arbon in, 169 
heating value of, 169 
hydrogen content of, calculation 
of, from gas analysis, 22 
moisture in, 168 
net hydrogen in, 168, 205 
nitrogen content of, effect of, on 
calculations, 26, 169 
powdered, 195-201, 211-213 
producer gas from, 224-250 
proximate analysis of, 168 
ultimate analysis of, 168-1 69 
volatile combustible matter in, 
169 

Coefficient {see name of process) 
Coke, combustion of, 178, 197 
ovens, distribution of heat in, 199 
producer gas from, 226 
Coking, in furnaces, 177, 189 
Colloid mills, 258, 285, 286 
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Columns, rectifying, 547-571 
stripping, 426, 464, 558 
Combining weights, 2 
Combustion, 173-186 
calculations, 2-5, 22, 26, 204-207, 
210-223, 235-250 
catalysis, effect upon, 176, 185, 
193, 202 
engine, 170, 171 
equilibria, 173-175 
heat effects of, 173 
long-flame, 195-199, 224 
modified primary, 195-199 
of gases, 175, 180, 185-186, 192- 
193, 201-202 
of liquids, 185 
of solids, 178-181, 224 
primary, 178-181, 188-192 
rates, 175, 190-191 
reactions, 173 
secondary, 181, 192-199 
surface, 176, 202 
temperature, effect upon, 176 
(See also Furnaces; Gas 
producers; Kilns) 
Compartment driers, 623-625 
Condensation, by dilution with cool 
gas, 544 
differential, 534 
partial, 533-534 
Condensers, 383-385, 551 
barometric, 384 
for distillation, 551 
jet, 384 

partial, 533-534 
surface, 384 

coefficient of heat transfer in, 
133-139 

surface required (calculation), 
138 

Conditioning of air, 595-612 
Conduction, by series flow, 105 
from solid to solid, 105 
heat transfer by, 100-106 
of heat (def.), 101 
of heat through solids, of circular 
cross-section, 103 


Conduction, of heat through solids, 
of constant cross-section, 103 
through fluid films, 109-145 
(See also Plow of heat) 
Conductivity, conversion factors for, 
697 

tables of, 694-697 
thermal (def.), 101 
Cone crusher, 266 
Conical ball mill, 274-278 
Conservation, of elements, law of, 2 
of energy, law of, 2, 41-48 
Constant boiling mixtures, 529 
Constant pressure distillation, 524 
Constant temperature distillation, 
519-524 

Contact catalysis, 176, 202 
Continuous distillation, 533, 547-576 
Continuous driers, 626, 636 
Continuous evaporation, 373-423 
Continuous j)rocosses, 15-16 
Continuous rotary filters, 334 
Contraction loss, in flow of fluids, 
88-93 

Convection (def.), 100 

film concept as related to, 36, 109 
of heat, through condensing 
vapors, 133-140 
through gases, 106-133 
through liquids, boiling, 140 
through liquids, not boiling, 
106-133 

Conversion factors, for heat units, 7 
radiation constant, 149 
thermal conductivity, 694-697 
viscosity, 690 

Coolers, spray type, 597-612 
(See also Flow of heat) 

Cooling towers, ponds, 598 
Copper, effect on heat transmission 
upon substituting for steel, 379 
evaporating pans of, 382 
Corrosive liquids, evaporators for 
377, 382 

vapors, condensers for, 384 
Cotton, moisture content vs. humid- 
ity of air, 620 
Cottrell separator, 316 
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Countercurrent, 208, 430 
in absorption, 430-431, 472-512 
in adsorption filtration, 465 
in blast-furnace stoves, 215-219 
in decantation, 472 
in dehumidification, 597, 604-640 
in desorption, 430, 470 
in distillation, 546-547, 553-575 
in drying, 630-634, 662-684 
in extraction, 430, 465, 470-472 
in evaporation, 373, 374, 407 
in gas producers, 228 
in heat transfer, 121, 198, 208-219, 
374, 407, 553 

in humidification, 596, 602-603 
in kilns, 198, 208-219 
in lixiviation, 430, 470-472 
in mechanical separation, 310, 
315, 321 

in percolation filtration, 430, 465 
in rectification, 546-547, 553-575 
in ring furnace, 209 
in scrubbing, 315, 430-431, 472- 
512 

in sedimentation, 472 
in stripping, 430-431, 472-512, 
553-575 

in washing of gases, 430-431, 472- 
512, 553-575 

in washing of solids, 430, 470-472 
in water cooling, 605-606 
principle of, 208, 430 
Shanks system of, 470 
stepwise, 470, 511 
vs, batch process, 15-16, 465, 
508-512 

vs. parallel flow, 631 
vs. reversed current, 632 
Covering, pipe, heat loss decreased 
by, 160 

heat loss increased by, 162 
Creeping film, 35 

Critical velocity of fluids in pipes, 82 
effect on heat transfer, 128^129 
effect on pressure drop, 82 
Crusher, cone, 266 
fine, 273-285 
gyratory, 264 


Crusher, jaw-type, 260-264 
rotary, 271 
Symonds disk, 267 
Crushing and grinding, affected, by 
mechanical structure, 256 
by moisture, 257 
by open and closed circuits, 259 
classification of machines for, 258 
energy consumed in, 254 
effect of physical properties on, 
255 

machinery, selection of, 255-258, 
287 

object of, 251-252 
rolls, 268 

D 

Dalton’s law for gas mixtures, 3 
Data, choice of, 19 
missing, 25 

De-adsorption {see Adsorption; Ad- 
sorption filtration) 

Decantation, 315-321 
advisability of, prior to filtration, 
348 

Decolorizing {see Adsorption filtra- 
tion) 

Dehumidifiers, coefficients for, 607 
design of, 604-605 
equations for, 602 
spray-type, 598 

surface-condensation type, 598 
Dehydration, 366, 375, 472, 524, 614 
Denuding {see Stripping) 

Design {see name of process) 
Desorption {see Absorption) 
Destructive distillation, 177, 365, 
514 

Dew point (def.), 578 
plot of, vs. humidity of air, 579 
Diagrams {see Charts) 

Dialysis, 338-339 
Dietzsch kiln, 209 
Differential gauge, 50 
head, 58 
manometers, 50 
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Diffusion, of gases, in combustion 
reactions, 186 
of heat (dcf.), 35 

Fourier’s law for, 101, 164 
of matter, 443-684 

as applied, to absorption of 
gases, 424-513 
to air conditioning, 595-612 
to distillation, 566 
to drying, 618, 642-682 
to percolation filters, 427, 
456-458, 506-512 
to lixiviation, 427, 456-458, 
506-512 

to water coolers, 598-602, 
605-606 

through porous membrane, 317 
Diffusional processes, classification 
of, 424-428 

general principles of, 424-461 
Diffusivity, of gases, 429, 460 
of heat, 164 
of liquids, 461 

Dimensional analysis, 27-31, 75, 110 
Dimensional models, 32 
Discharge coefficiorit, for standard 
orifice, 61, 63 
for Venturi meter, 70 
Disintegrator, hammer-type, 267 
squirrel-cage-type, 268 
Disk crusher, 267 
Dissociation of gases, 173 
Distillation, 514-576 
apparatus for, 516, 548-553 
at constant pressure, 524 
at constant temperature, 522 
basic principles of, 365, 372, 545- 
547 

columns for, 548-551 
condensers for, 533, 551 
continuous, 553 

vs. intermittent, 553 
design of apparatus for, 537-542, 
553-576 

destructive, 177, 365, 514 
distribution of reflux in, 550 
Duhern-Margules equation for, 
522, 524 

effect of, heat losses on, 540-542 


Distillation, effect of, pressure in, 529 
estimation of latent heat of vapori- 
zation, 12, 411 

equilibrium data for, 519-532, 
565, 567 

feed-plate location, 562 
fractional, 531, 552 
fractional condensation in, 518 
heat recovery in, 553 
heat required for, 11, 13, 540, 553, 
575 

Henry’s law of (see Henry’s law) 
intermittent, 531, 551 
introduction to, 365-372, 514 
methods of calculation, 532, 553 
of acetone-methyl alcohol mix- 
tures, 575 

of alcohol, 526, 565 
of aniline-water mixtures, 523, 538 
of benzene- toluene mixtiinis, 525, 
567 

of complex mixtures, 531 
of immiscible liquids, 537 
of methanol and water, 528 
of miscible liquids (binary), 532- 
542, 553-576 

of multicomponent mixtures, 571 
of nitric acid, 550 
of packed towers. 490 
of partly miscible liquids, 522 
of petroleum, 516, 531 
of propanol and water, 528 
of water, 336 
optimum reflux in, 569 
overflow in rectifying column, 550 
553 575 

partial condensation, 533-534 
plate columns for, 548 
plate efficiency in a column, 566 
Raoult’s (see Raoult’s law) 
Rayleigh equation for, 532 
reflux in rectifying column, 550, 
553-575 

simple, 516, 532 

steam, 537-543 

towers for, 548-551 

use of inert gas in, 544 

use of injected steam in, 537 
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Distillation, use of superheated 
steam in, 540 

use of vacuum in, 529, 539, 551 
vapor velocity in, 492, 573 
volatility, 521, 526 

(See also Rectification; Rectify- 
ing columns) 

Dodge jaw crusher, 263 
Doherty-Eldred kiln, 198 
Dorr classifier, 310, 472 
Dorr thickener, 321, 472 
Draft gauge, 50 
Dressier tunnel kiln, 213-215 
Driers, 613-684 

auxiliary operations and equip- 
ment for, 636-639 
band, 627 
cabinet, 623-625 
chamber, 623-625 
circulation of air in, 638 
classification of, 622 
compartment, 623-625 
continuous, 626-634 
control, of air temperature in, 636 
of humidity in, 637 
counterflow, 631 
design of, 639-684 

(See also Driers, design of) 
drum, 629 

equations for, 644-681 
intermittent, 621-626 
loft, 623 

parallel flow, 631 
recirculation of air in, 636, 639 
recuperation of heat in, 636 
reversed current, 632 
rotary, 620-634 
spray, 634-635 

steam-heated drum and tray, 659, 
662 

superheated vapor, 635 
tray, 624 
tunnel, 620-628 
vacuum, 625 
wood, 624-625 

(See also Drying; Drying by 
air) 


Driers, design of, 639-684 
direct-fired rotary, 662-666 
drum, 659 

for sensitive materials, 666-681 
adiabatic’, 668-669 
constant temperature, 669-674 
controlled humidity, 674-677 
intermittent, 677 
steam-heated drum and tray, 659 
(See also Driers; Drying; Dry- 
ing by air) 

Drum driers, 626, 659 
Dry blast, 614 
Dry vs. wet basis, 642 
Drying, 613-684 
air- (see Drying by Air) 
apparatus, 622-635 

classification of (based on 
method of supplying heat), 
640 

(descriptive), 622 
basic principles of, 365-372 
by absorption, 441, 475, 480, 615 
by absorption, 472-505, 615 
by air (see Drying by air) 
by centrifugal force, 336, 616 
by chemical precipitation, 615 
b}^ decomposition of water, 614 
by distillation, 524 
by freezing, 614 
by pressure, 615 
by radiant heat, 375 
by vaporization, 616-684 
case hardening in, 618, 622 
conditions, 642 
equations for, 644-681 
introduction to, 365-372 
methods of, 614 
nomenclature for, 682-684 
of gases, 472-505, 614-615 
of liquids, 524, 614-615 
rate of, 642, 684 
skin effect, 618, 622 
vacuum, 625 
(See also Driers) 

Drying by air, 616, 684 
adsorption, effect of, 620 
coefficients. 651-680 
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Drying by air, equations for, 642, 
684 

factors controlling surface evap- 
oration, 618, 652 
mechanism of, 617-619 

capillarity limiting factor, 648 
diffusion limiting factor, 61 8 
surface evaporation limiting fac- 
tor, 618 

vapor pressure lowering, effect of, 
619 

{See also Driers; Drying) 
Duhera-Margules equation, 522, 524 
Duhring’a rule, 412, 417 
Dulong and Petit, law of, 11 
Dust, collector (Howard), 314 
removal of, from producer gas, 232 
separation from gases, by elec- 
trical precipitation, 315 
by filters, 314 
by settling, 313 
by water sprays, 315 
Dutch oven, 191, 193 
Dynamics of fluids {see Flow of 
fluids) 

Dyne (def.), 28 

E 

Economizers, 208 

Economy vs, capacity, in evapora- 
tion, 390 

Eddy resistance of a solid in a 
fluid, 296 
Edge runners, 272 
Efficiency, heat and material, 18 
vs. capacity, 390 

Elbows, equivalent frictional length 
of, 86 

Eldred- Doherty lime kiln, 198 
Electrical conductivity, separation 
by, 312 

Electromagnetic separation of solids, 
312 

Electrostatic precipitation of solids 
from gases, 315 

Electrostatic separation of solids, 
312-313 


Emissivity constants, 146, 149 
Enameled apparatus, heat transfer 
in, 382 

Energy, balances, 41-48 
conservation of, 2, 41-48 
consumed in crushing, 254 
cost of, 171 
internal, 41 

required for evaporation, 387, 
392, 422 

reversible, for separation of liquids, 
575-576 

for separation of water from 
solutions, 422 
sources of, 170 
transformation of, 168 
Engines, internal combustion, 170, 
172 

steam, 170, 172 

Enlargement loss, in flow of fluids, 
86-93 

Enrichment of vapor, 517 
Entrainment (def.), 385-386 
detection of, 402 
factors affecting, 386 
in rectifying columns, 492, 573 
Entrance loss in flow of fluids, 86-93 
Entropy, molal, of vaporization, 13 
Equations, Bernoulli, 46 
Duhem-Margules, 522, 524 
Engler, 688 

Fanning, 77, 95, 96, 297 
Fliegner, 68 
Fourier, 101 
Francis, 71 
Kick, 254 
Napier. 68 

Newton, for flow of heat, 371 
Poiseuille, 81 
Rayleigh, 532 
Redwood, 688 
Rittinger, 254 
Saybolt. 688 
Stefan-Boltzmann, 149 
Stefan- Maxwell, 443-446 
{See also name of process) 
Equilibrium, constants of combus- 
tion reactions, 173 
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Equilibrium, diagrams (see Chart 
name of process) 
in dififusional processes, 428, 431 
moisture, 620, 642 
water (def.), 642 

Equivalent frictional lengths of pipe 
fittings, 86 

Errors in Orsat analysis, effect in 
combustion calculations, 205 
Evaporating dishes, for corrosive 
liquids, 377, 382 
Evaporation, 373-423 
apparatus for, 374-399 
basic principles of, 365-372 
boiling point raising in, 391, 411, 
415 

by direct fire, 377 
condensers for, 383-385 
economy vs. capacity of, 390 
economy vs. efficiency of, 391 
energy required for, 387, 392, 
422 

entrainment in, 385-386, 402 
frothing in, 385, 402 
heat transfer in, 140, 379, 416, 
419 

introduction to, 365-372 
mechanism of surface'., 618 
methods of, 373 

multiple effect {see Multiple-effect 
evaporation) 
of black liquor, 375 
of corrosive liquids, 377 
open pan, 382 

processes, classification of, 373 
terminal conditions for, 391, 408 
vacuum, 382 

vapor-compression system of, 392 
{See also Evaporators) 
Evaporative capacity, economy, etc. 

{see Evaporators) 

Evaporators, basket, 397 
bodies, types of, 394, 399 
capacity of, 371, 379-382 
design of, 409-423 
direct-fired, 377 
film type, 395-399 
for corrosive liquids, 377 


Evaporator, for sensitive materials, 
399 

forced circulation, 140, 380 
gas-heated, 373-376 
heating elements for, 386, 394, 399 
jacketed, 382 

multiple effect {see Multiple-effect 
evaporation) 

natural circulation, 140, 380 
notes on single-effect, 399-403 
oil-heated, 378 
operation of, 399-411 
air leakage, effect on, 406 
air removal, 404 
condensate removal, 401 
counterflow, 424 
forward flow, 404 
heat recovery from condensate, 
404 

inadequate condenser capacity, 
effect on, 406 

licjuid food and removal, 402 
parallel flow, 404 
reversed flow, 407 
starting, 405 

steam leakage, effect on, 407 
steam supply, 401 
vapor removal, 401, 403 
salting-out, 397-399 
single effect, notes on, 399-403 
steam heated, 378-423 
classification of, 393 
strike pans, 397 
submerged-tube type, 394-397 
terminal conditions in, 408 
vacuum, 382-385, 399-403 
{See also Evaporation) 

Excess air in combustion, 26, 192, 
194, 221 

Explosion limits of air-gas mixtures, 
185 

Extraction, of gas, from gas by liquid 
{see Absorption) 
from gas by solid {see Adsorp- 
tion) 

from liquid by gas {see Steam 
distillation. Stripping) 



732 


PRINCIPLES OF CHEMICAL ENGINEERING 


Extraction, of gas, from solid by gas 
{see Adsorption ; Stripping) 
of liquid, by liquid, 426, 466 
by solid {see Adsorption filtra- 
tion) 

of solid from solid by liquid 
{see Lixiviation) 

F 

Factor of safety, in drying, 666, 674 
Falling films, 113-114 
Fanning equation, 77, 95, 96, 297 
Films, thickness of, 34-39, 109 
coefficient of heat transfer (def.), 
107 

for boiling liquids, 140-142 
for condensing vapors, 133-140 
for gases, 109^-115, 132-133 
for liquids, not boiling, 109, 115, 
123-132 

concept, application of, in absorp- 
tion, 424-513 
in drying, 619 
in flow of heat, 109 
in humidification, etc., 595-612 
diffusion through, 38 
effect of, (tonvection on, 36 
on condensation, 133-140 
on radiation, 160 
fluid, 34-39 
partial pressures in, 37 
type evaporators, 395-398 
Filters, 323-365 
bag, 314, 336 
box, 324, 348 

cake, thickness of, 328-329, 331, 
333 

uniformity of, 340 
calculations, 342-364 
centrifugal, 336-338 
choice of, 341-342 
classification of, 324 
cloths, 340 
design of, 350-364 
distance frames, optimum thick- 
ness of, 358-364 
leaf, 330-333, 35^364 


Filter, notes on operation of, 339 
Oliver, 334-336 
press, chamber, 326-330 
development of, 326-327 
frames, 327—330 
Kelly, 331 
leaf, 330-333 
Moore, 330 
plates, 327-330 
resistance, 345 
Sweetland, 333 
rotary, 334-335 

with rigid porous membrane, 338 
with semipermeable membrane, 
338 

{See also Filtration) 

Filter aids, 324, 340-341, 347-348 
effect of, on rate of filtration, 347, 
348 

Filtration, calculations, 342-350, 
356-364 
data, 353 
equations, 342-350 
general principles of, 323 
mechanism of, 342-346 
nomenclature for, 364 
summary of data, 353-355 
washing, 329, 331, 335, 358 
Firing, by long-flame, 195-199, 224 
of furnaces, 188, 199 
of gaseous fuels, 201 
of liquid fuels, 201 
of solid fuels, 188, 199 

{See also Combustion; Fur- 
naces; Gas produ(;crs) 
Fittings, equivalent frictional lengths 
of, 86 

Flame, oxyacetylene, 174 
Flange taps, 62 
Fliegner^s equation, 68 
Float, use of, in decantation, 315 
valve controlled by, 403 
Flotation, of solids from liquids, 322 
process of separation by, 311 
Flow of fluids, 40-49 

Bernoulli's theorem for, 45-47 
contraction loss in, 88-93 
critical velocity of, 82 
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Flow of fluids, dimensional analysis 
applied to, 75-77 
enlargement loss in, 86-93 
in capillary tubes, 78-82 
losses in, due to enlargement and 
contraction, 86-93 
measurement of gases, 51-74 
by addition, of energy, 72 
of foreign material, 72 
by anemometer, 73 
by flowmeters, 68 
V)y gasometers, 71 
by mechanical gas meters, 73 
by orifices, 56-68 
by Pitot tube, 52-56 
by receivers, 71 
by Thomas flowmeter, 72 
by Venturi meter, 68-70 
measurement of liquids, 51-74 
by mechanictal meters, 71 
by orifices, 56-68 
by Pitot tube, 52-56 
by protamcter, 74 
by use of tanks, 71 
by Venturi meter, 68-70 
by weir, 70, 574 
model experiments, 32-33 
nomenclature for, 97-98 
power, required in, 47 
Reynolds number, 60, 82, 94, 96 
through pipes and conduits, 74-75 
critical velocity in, 82 
friction factors for, 78 
in streamline motion, 78, 82 
in turbulent motion, 78-86 
Flow of heat, 100-172 

by conduction, 100-106, 164 
through fluids, 131 
through furnace walls, 100-106, 
187-188 

through homogeneous solids, 
101-104 

by convection, 106-145 
through condensing vapors, 133 
through gases, 109-115, 132- 
133 

through liquids, 109-115, 123- 
132 


Flow of heat, by radiation, 145-166 
counterflow of fluids, 118-121 
cross flow, 124 

dimensional analysis applied to, 
100-111 

film coefficients for (see Films, 
coefficient of heat transfer) 
film concept for, 109 
in air heaters, 112 
in condensers, 133-140 
in dehumidifiers, 604-605 
in evaporators, 140-142, 379-382 
in falling films, 113-114 
in heat exchangers, 1 1 2 
in humidifiers, 602-604, 607 
in preheaters, 112 
in spray coolers, 602-604, 607 
in superheaters, 1 1 2 
in surface coolers, 112 
in water coolers, 605, 607 
inside tubes, 109-113 
logarithmic mean temperature dif- 
ference, 118-121 
mechanism of, 100 
nomenclature for, 143, 165 
outside tubes, 112, 114 
overall coefficients for, 115, 607- 
608 

parallel flow of fluids, 118-121 
potential concept, 104 
resistance concept in, 104 
resistances, in series, 105 
in parallel, 160 
reversed flow, 121-124 
thermal conductivities in (tables), 
694-697 

ys. diffusion, 608 
(/See also Heat) 

Flowmeters, 68 

Flue gas, analysis of, 21-22, 26 
errors in, 205-207 
heat lost in, 194, 204, 207, 219- 
223 

recirculation of, 189, 200 
Fluids, -dynamics, problems of, 40 
film coefficients of heat transfer for 
(see Film coefficients of heat 
transfer) 
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Fluids, films, characteristics of, 34-39 
existence of, 34 
flow of (see Flow of fluids) 
head (def.), 48 

measurement of (see Flow of 
fluids) 

thermal conductivity of, 694-697 
Foam formation, 385, 402 
Formula (see Equation) 

Fractional condensation, distillation 
(see Distillation) 

Francis equation for sharp-crested 
weirs, 71 

Free crushing vs. choke feeding, 259 
Free energy, of evaporation, 387, 
422 

of separation of binary mixtures, 
575 

Free settling, separation by, 296- 
304, 319 

Freundlich equation, 437-438 
Friction, charts, 78, 96, 298 
loss in pipe lines, 78-86, 811-95 
across tube banks, 96-97 
in other shapes, 93-95 
in packed towers, 95-96 
Frothing, in evaporators, 385, 402 
Frue-vanner, 307 
Fuels, 168-169 

composition of, 168 
gaseous, 201 
liquid, 199 
low grade, 193 
natural, 168 
-oil, 26-27, 168, 201 
powdered, 201 
primary, 168 
Fuel bed, 190 
reactions in, 178-181 
Fuller-Lehigh mill, 281, 302 
Fume, recovery of, 315 
Furnaces, 187-223 
calculations, 217-223 
coking in, 189 
firing of, 189-190, 199-201 
gas-fired, 201-204 
muffle, 194-195 
open hearth, 216 


Furnaces, reverberatory, 196 
smoke formation in, 189 
temperature control in, 194r-199, 
204 

types of, 188 
using solid fuel, 188 
(See also Kilns) 

G 

Galena, separation from quartz, 302- 
307 

Gases, absorption of (see Absorp- 
iion) 

adsorption of (see Adsorption) 
analysis, 204-207 
errors in, 205-207 
cleaning (see Separation) 
constant, 8 

effect upon h(‘at radiation, 164 
film, influence, of on heat flow. 
132-133 

on absorption, 442-456 
flow of (see Flow of fluids) 
laws, in English units, 5 
in metric units, 5 
in rat io form, 5 
limitations of, 7 
measurement of, 71-73 
meters, inecdianical, 71-73 
Thomas, 72 

molal heat capacity of, 9, 10 
natural, 168 

perfect, equations for (see Gas 
laws) 

producers, 224-250 
ash removal from, 231 
calculations for, 235-250 
capacity of, 225, 235, 243- 250 
Chapman, 233-234 
containers, 229 
efficiency of, 226 
fuel, supply of, 229-230 
gas production in (see Gas pro- 
ducers, capacity of) 

Hughes, 234 
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Gas, producers, Morgan, 232-233 
reactions in, 181-185, 224, 22^ 
250 

reaction rates in, 184-185, 238- 
250 

removal of, dust and tar from, 
232 

gas from, 232 
Smith, 233 

steam consumption in, 237-250 
supply of air and steam to, 230 
tests on, 235-250 
reactions in combustion, 175, 181, 
185-180, 192-193 
scrubbers, 425, 462, 548-551 
equations for size of, 428-456, 
472-512 

viscosity of, 687 

washing of, deformation of bub- 
bles necessary, 314 
Gas washers, {see Absorption; 
Towers) 

Gaseous fuels, 201 
Gasometers, 71 

Gates gyratory crusher, 264-266 
Gauge, 47-50 
Bourdon, 47, 51 
necessity for calibration of, 49 
differential, 47 
draft, 50 
inclined, 50 
multiplying, 50 
pressure, 49 
U-tube, 50 

Gilchrist concentration system, 375 
Globe valves, equivalent frictional 
length of, 86 
Glover tower, 375 
Glycerin, distillation of, 540 
Graham ^s law of diffusion, 317 
Grainers, evaporation in, 377 
Gram, atom, 2-3 
calorie, 7 
mol (def.), 2-3 
molecular-volume, 4 
Grate, grates, chain, 188-190 
hand-fired, 190 
inclined, 188-190 


Gravity, acceleration of, 29 
stamps, 272 
Griffin mill, 284 
Grinders, 251, • 272-285 
ball mills, 273-278 
burstone, 284 

centrifugal roll mills, 280-284 
Chilean mill, 272 
gravity stamps, 272 
tube mills, 278-279 
Grinding, 251-288 

also Crusher; Crushing and 
grinding) 
aids, 260 
Grizzly, 291 

Gyratory crusher, 264-265 
Gyro-Sifter, 295 

H 

Hammer-bar mill, 268 
Hardinge, conical ball mill, 274-275 
tube mill, 278 
Hardness, scale of, 256 
Head, fluid (def.), 48 
gravity {see Head, potential) 
impact (see Head, velocity) 
potential (def.), 104 
pressiue (def.), 48 
static (def.), 48 
velocity (def.), 49 
Heat, balance, 17 

in rectification, 556-557 
on a multiple effect evaporator, 
418-422 

on a preheating furnace, 219- 
222 

on a rotary drier, 663-666 
capacity, of gases, 8-10 
of liquids, 1 1 
of solids, 11-12 

conductivity, coefficient of, 101, 
694-697 

effects, in absorption, 491 
flow of {see Flow of heai) 
insulation, conductivity of, 694- 
697 
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Heat, interchanger, 121-123, 129-130 
latent {see Heat of vaporization) 
losses, from covered pipe, 160-162 
from bare pipe, 159-162 
of combustion, 173 
of reaction, 173 
of vaporization, 12-15 
estimation of, 13-15 
recovery, counterflow system of, 
121-123, 129-130, 208, 663- 
666 

in distillation, 553 
in furnaces, 207-223 
recuperative system of, 214 
regenerative system of, 215-219 
recuperation of, in drying, 636 
specific {see Heat capacity) 
conductivity, 694-697 
transfer of {see Flow of heat) 
transmission {see Flow of heat) 
units, 7 

gas constant expressed in, 8 
waste, recovery of, 207, 553, 663 
{See also Flow of heat) 

Heating coils used with stills, 516 
elements for evaporator bodies, 
385, 393-399 
surface {see Flow of heat) 
value of fuels, 169 
value of producer gas, 228 
Heelboard, drier for, 627 
Height equivalent to theoretical 
plate (H.E.T.P.), 489 
Height of transfer unit (H.T.U.), 490 
Helium recovery from natural gas, 
318 

Henry's law, 433, 435, 451, 476, 485, 
515, 520 

Hildebrand's rule (function), 13 
Hindered settling, 304 
Hoffman ring furnace, 209-213 
Howard dust collector, 314 
Huff electrostatic separator, 312 
Humid heat (def.), 578 
Humid volume (def.), 578 
Humidification, equations for, 601- 
604 


Humidifiers, 595-612 
coefficients for, 607-608 
design of, 601-604, 608-609 
equations for, 601-604 
nomenclature for, 600 
types of 596-597 
Humidity (def.), 577 
automatic control of, 637 
chart for air, 579, 588 
construction of, 578-579 
for high temperatures, 588 
use of, 582-590 

derivation of equations for, 590- 
592 

determination of, 582 
nomenclature, 592 
j)crcontage, 577 
ndativc, 577 
units, 577 

Huntington mill, 284 
Hydraulic, classification, 307-310 
jig, 305-307 
press, 339 
radius (d('f.), 94 
of annular space, 95 
of circular pipe, 94 
separation, 307-310 
Hydraulics {see Flow of fluids) 
Hydrocarbons, absorption by min- 
eral oil, 425, 434, 462, 478, 
496, 508 

adsorption of, by charcoal, 425, 
439, 463, 469, 508 

Hydrochloric acid, absorption of, 
454 

Hydroextractor, 336-337 
Hydrogen, free (def.), 169 
net (def.), 169 

calculation of, 206 
Hydrometers, use of, in distillation, 
551 

Hydrostatic head, effect of, in dis- 
tillation, 543-551 
in evaporation, 400-401, 411 
Hygrometers, 583-586 
errors in, 584 
technique of, 585 
{See also Humidity) 
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Illuminating gas, measurement of, 
70, 71, 73 

Immiscible liquids, distillation of, 
522-524, 537 
Impact, crushing by, 258 
in ball mills, 273-278 
in disintegrators, 267 
in stamps, 272 
in tube mills, 278-279 
head, 49 
screen, 294 

Impeded settling, 306, 319-320 
Industrial stoichiometry, 1-33 
Insulating materials, 694-697 
Insulation of pipes, 160 

heat loss, decreased by, 161-162 
increased by, 162 
most economical thickness of, 161 
Intermitldit driers, 621-626, 667- 
681 

design of, 661, 667-681 
Intermitt(;nt distillation of binary 
mixtures, equation for, 532 
Intermittent evaporators, 399-403 
Intermittent operation of stills, 552 
Intermittent vs. continuous opera- 
tion, 16, 621 

Internal combustion engiiKJs, effi- 
ciency of, 170 
load, fluctuation of, 172 
vs. steam engines, 172 
Iron pipe (see Pipe, steel) 

J 

Jacketed evaporators and stills, 
enameled, 382 
oil-heated, 378 
steam-heated, 382 
substitution of copper for cast- 
iron or steel in, 379 
used for sublimation, 543 
Jaw crushers, 260-264 
Blake, 261-262 
Dodge, 263 
roll, 264 


Jeffrey hammer-bar mill, 267-268 
Jet condenser, 383-384 
Jig, 305-307 
hydraulic, 305-307 

K 

Kelly filter press, 331-332 
Kestner evaporator, 398 
Kettles and pans for evaporation, 
382 

Kick’s law, 254 

Kieselguhr, use of, as filter aid, 
324, 347-348 
Kilns, 187-223 
Dietzsch, 208-209 
Doherty-Eldred, 198 
Dressier, 213-214 
for drying of lumber, 624-626 
rotary, 211-213 
Tiemann, 624-626 
tunnel, 213-215 
(See also Furnaces) 

Kinematic viscosity, 688 
Kopp, law of, 11-12 


Lactic and, concentration of, 376 
Latent heat of vaporization, 12- 
15 

Law (see name of) 

Leaching (sec Lixiviation) 

Leaf filters, 330-333 
Kelly press, 331-332 
Moore, 332 
Sweetland, 333-334 
Leather board {see Heelboard) 

Lc Chatelier, principle of, 173 
Lillie evaporator, 395 
Liquefaction of gases, 424 
Liquids, boiling points of {see Boiling 
point) 

cooling of, 109-133 
distillation of (see Distillation) 
drying of, 524, 614-615 
evaporation of {see Evaporation) 
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Liquid, film {see name of process) 
flow of (see Flow of fluids) 
flow of heat through (see Flow of 
heat) 

fuels, firing of, 201 
heat capacities of, 1 1 
heat flow through (see Flow of 
heat) 

heating of, 109-133 
measurement of (see Flow of 
fluids) 

mechanical separation of, 315-316 
thermal conductivities of, 697 
-vapor composition curves, 524- 
530 

vapor pressures of (see Vapor 
pressure) 

viscosity of, 687-690 
in evaporation, 380-381 
Lixiviation, apparatus, 470-472 
channeling in, 466 
charging in, 406, 471 
conveyors in, 472 
Dorr classifier, 310, 472 
Dorr thickener, 320-321 
equilibria, 436-440, 457 
grain size, 471 
mechanism, 457 
process, 458 
rate of, 456-458 
sedimentation in, 472 
Shank’s system, 470 
sliming in, 471 
stepwise countercurrent, 470 
(See also Adsorption filtration) 
Tjoads, on boilers, 172 

internal combustion engines, 172 
steam engines, 172 
Loft driers, 623 

Logarithmic mean in absorption, 
485-486 

liOgarithmic mean area, 102-104 
Logarithmic mean temperature dif- 
ference, 119 

derivation of equation for, 119 
Ix)garithmic scale, use of, 15 
Long flame combustion, 195-196 
Loss of pressure (see Flow of fluids) 


Lubricating oils, viscosity of, 687- 
690 

Lumber, drying of, 624-626 
M 

Machinery (see name of process) 
Magnesia, most economical thick- 
ness of, for pipe covering, 161 
Magnetic separation of solids, 312 
Manometers, 49-51 
Mass velocity (def.), 41, 94, 110, 
114 

Material balance, use of, 17-20 
Maximum boiling point, mixtures 
with, 529 

Mean, arithmetic, 102-104 
area of heating surface, 104 
logarithmic, 102-104 
logarithmic, in absorption, 485- 
486 

temperature difference, 118-120 
Mechanical meters, 71-74 
Mechanical separation, 289-322 
of gases from gases, 317-318 
of liquids from gases, 316-317 
of liquids, from liquids, 315- 
316 

of solids, from gases, 313-315 
from liquids, 318-322 
from solids, 289-313 
work in evaporation, 392 

(See also Extraction; Filtra- 
tion; Stiparation) 

Mechanism (see name of process) 
Membranes (see Permeable mem- 
branes) 

Metals, heat capacities of, 11-12 
thermal conductivities of, 694 
Meters for gases, 71-73 
for liquids, 52-71, 73 
integrating, 73 
mechanical, for gases, 71-73 
Thomas flow-, 72 
Venturi-, 68-70 
water, 52-71, 74 

(See also Flow of fluids) 
Methods of calculation, 23-25 
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Metric vs. English units, 1 
Meyer Impact Pulverizer, 286 
Micronizer, 285 
Mikro-Pulverizer, 284 
Mineral oils, critical velocity of, in 
pipes, 82-84 

thermal conductivity of, 697 
viscosity of, 687-690 
Minimum boiling point, mixtures 
with, 529 

Miscibility, limits of, 522-524 
effect on vapor pressure, 522-524 
Miscible liquids, distillation of, 
524-576 

Mixtures of gases and vapors, den- 
sity of, 4 

explosive limits of, 185 
humidity of, 557-579 
Models, experiments on, 31-33 
Moisture, effect of, on crushing, 257 
equilibnuni (def.), 620, 642 
free, 642 
in air, 557 -593 
calculation of, 579 
charts for, 579, 588 
determination of, 582-589 
total, 642 
Mol (def.), 2-3 
per cent of gases, 3 
Molal heat capacities, 8-12 
heat of vaporization, 12-15 
unit (def.), 2-3 
utility of, 2-8 
volume, 4 

Molecular diffusion in gases, 443- 
447 

Molecular vtdocity, 370 
Molecular weight, 4 
of air, 4 

Moore leaf filter, 332 
Motion, Bernoulli's theorem for 
fluids. 46 

eddy {see Motion, turbulent) 
sinuous {see Motion, turbulent) 
steady, 75 

straight line {see Motion, viscous), 
stream line {see Motion, viscous), 
turbulent, 79, 429, 447 
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Motion, turbulent, friction factors 
for, 78 

viscous, 79, 429, 447 
Muffle furnaces, 193-195 
Multicomponent distillation, 571- 
575 

absorption, 495 

Multiple-effect evaporation (def.), 
388 

apparatus for, 388, 393-399 
boiling point raising in, 411-415 
characteristics of, 403-411 
(iffect of feed temperature on 
steam consumption in, 419 
equations for design of, 418 
heat balance in, 418 
illustrative problems in, 409, 416- 
417, 419-423 

number of effects for, 408-409 
principles of, 388-393 
self -evaporation in, 419 
steam economy in, 390-392, 408 
{See also Evaporation; Evap- 
orators) 

Multiple use of steam through me- 
chanical work, 392 

N 

Napier’'’, equation for steam flow 
through an orifice, 68 
Nip, angle of, 270 
Nitric acid, concentration of, 550 
Nitrogen, as basis in flue gas calcu- 
lations, 26, 238 
content, of air, 4 
of coal, 169 

of producer gas, 182, 236 
Nomenclature table, for absorption, 
512 

dehumidification, 600 
drying, 682 
evaporation, 417 
filtration, 364 
flow, of fluids, 97 
of heat, 143, 165 
humidification, 600 
humidity and wet-and-dry bulb 
thermometry, 592 
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Nomenclature table, rectification, 
555 

water cooling, 600 
Normal temperature and pressure, 4 

O 

Oils, absorption of hydrocarbons 
by, 425, 434, 462, 478, 496, 508 
combustion of, 26-27, 185 
condensation of, 134, 551 
cooling of, 120-130 
critical velocity of, in pipes, 82-83 
distillation of, 524-532 
film coefficient of heat transfer of 
{see Film) 

flow of, in pipes, 77-86 
fuel, 201 

combustion of, 26-27, 185 
fusel, 531 

heat interchanger for, design of, 
120-130 

heating of, 120-130 
light, 496-499 

separation of, from water by cen- 
trifugal force, 316 
vs. charcoal, in benzene recovery, 
507-508 

viscosity of, 687-690 
{See also Petroleum) 

Oliver rotary filter, 334-335 
Open-hearth furnace, 216 
Optimum velocity in heat ex- 
changers, 142-143 
Ores, crushing of, 251-273 
grinding of, 273-287 
sampling of, 20 

separation of mineral from ganguc, 
302-313 

{See also Separation) 

Orifices, chambers for, 60-63 

derivations of equations for, 58-68 
discharge coefficients for, 60-63 
flow of air through, 65-68 
of gas through, 65-68 
of oil through, 57-65 
of steam through, 68 
of water through, 57-65 


Orifices, head lost in, 63-64 
high pressure, 66 
in thick plate, 57 
in thin plate, 57 
low pressure, drop, 65 
rounded, 57 
sharp-edged, 57 
types of, 57 

vs. Venturi meter, 63-64 
Orsat analysis, 204-207 
effect of water vapor in, 22, 205 
errors in, 205-207 
Ovens, by product coke-, 199 
drying, 624 
Dutch, 191, 193 
{See also Furnaces) 

Overall coefficient of heat transfer 
(def.), 115 

vs. film coefficients, 115-117 
{See also Flow of heat) 

Overflow (in rectification), 553-575 
equations for, constant molal, 
553-569 

unequal molal, 569-570 
minimum, 564-566 
pipes for, 548 

Overload capacity of steam vs. 

internal-combustion engine, 172 
Oxyacetylene flame, combustion in, 
174 

Oxygen, absorption of, by water, 
' 433, 453 

excess of, in flue gases, 26 
in blast furnaces, 219 
solubility of, in water, 433 

P 

Pans, evaporating, 382 
strike, 397, 400 
vacuum, 382, 400 

{See also Evaporation) 

Paper, drying of, 623, 628 
Parallel plates, critical velocity of 
flow between, 93-94 
flow of fluids between, 94 
friction factors for, 78 
hydraulic radius of, 94 



INDEX 


741 


Partial condensation (def.), 518 
differential, 533-534 
equations for, 534 
errors in vapor analysis due to, 527 
objects of, 518, 561 
simple (equilibrium), 533-534 
Partial condensers, 551 

(See also Partial condensation) 
Partial pressure, 27, 367 
gradient in a fluid film, 37-38, 445 
in binary liquid mixtures, 519-524 
(See also Vapor pressure) 
rate of drying controlled by, 019 
Partly miscible liquids, distillation 
of, 522-524, 537 

mechanical separation of, 315-316 
Peak loads, 172, 201, 410 • 

Percolation filtration (see Adsorp- 
tion filtration) 

Permanent diatomic gases, molal 
heat capacities of, 9, 10 
Permeable membranes, diffusion of 
gases through, 317 
filtration through, 324-338 
granular, 324 
rigid, 338 
woven, 325 

Petroleum, condenser for, 551 
critical velocity of, in pipes, 82-83 
distillation of, 524-532 
heat of vaporization of, 12-15 
heat transmission, condensing, 134 
cooling, 120-130 
warming, 120-130 
pumping of, 77-86 
viscosity of, 687-690 
(See also Oil) 

Phenol-water, equilibrium data for, 
522 

Phvsical units, system of, 27 
Piezometer ring, 49 
Pipes, bends, equivalent frictional 
length of, 85-86 

carrying capacity (see Flow of 
fluids) 

copper, heat transfer through, 379 
coV'^ring, flow of heat through, 
161-162 


Pipe, critical velocity of fluids in, 
82-83 

fittings, equivalent frictional 
lengths of, 85-86 

flow of fluids through (see Flow of 
fluids) 

friction factors for, 78 
heat transmission through (see 
Flow of heat) 

loss of head in (see Flow of fluids) 
steel, actual vs. nominal diameters, 
692 

thermal conductivities of, 694 
valves, equivalent frictional 
length of, 86 
weight of, 693 

wrought-iron, diameters, 692 
Pitot tube, 52-56 
construction of, 52-53 
equation for, 52 
for measuring gases, 55 
for measuring oil, 52-55 
for measuring water, 52-65 
use of, 53-55 
Plates, bubbling, 548-549 
columns, 548-551 
capacity of, 573-575 
design of, 553-576 
vapor velocity in, 573-575 
efficiency in rectification, 566 
filter-press, 327-330 
flush, 327 
recessed, 327-330 
perforated, 546 
Plots (see Charts) 

Poise, 688 
Poiseuille's law, 81 
Porion evaporator, 374 
Porter^s method for interpolation of 
curves viscosity vs. temperature, 
688 

Potential head (def.), 104 
concept of flow of heat, 104 
application of, 105 
Pound atom, 3 
calorie, 7 

centigrade unit (P.C.U.)i 7 



742 


PRINCIPLES OF CHEMICAL ENGINEERING 


Pound, mol, 3, 4 
molecular volume, 4 
Power, 168-172 
cost of, 171 
electrical, 171 
generation of, 170 
mechanical, 170 
readiness to serve, 171 
Powdered coal, 199-201, 211-213 
Preheaters {see Flow of heat) 
Preheating air for furnaces, 215-219 
Preheating furnace, heat balance on, 
219-223 

Press, filter {see Filter press) 
Pressure, absolute, 6 
barometric, 6 
decomposition, 681 
drop, relation to rate of flo\v, 51 
fluid, 48 
gauges, 49 
head (def.), 48 
impact, 49 

partial {see Partial pressure) 
saturation, 367 
static, 48 
taps, 62 

vapor {see Vapor pressure) 
velocity, 49 

{See also Flow of fluids) 

Proctor drier, 627 
Proctor and Schwartz drier, 628 
Producer gas, 181-185 
heating value of, 228 
{See also Gas producers) 
Pseudo-azeotrope, 529 
Psychrometers, 583 
chart for, 579-588 
equations for, 586-587, 590 
sling, 585, 
use of, 585 

Psychrometry, technique of, 585 
errors in, 586 
Pulverizers, 273-285 
ball mills, 273-278 
centrifugal, roll mills, 280 
Burr mills, 284 
Fuller-Lehigh mill, 281 
Raymond mill, 281-283 


Pulverizers, centrifugal, Sturtevant 
ring-roll mill, 280 
tube mills, 278-281 
Pumping, power required for, 45, 47, 
84, 91-93 

Pumps, choice of, for filter presses, 
340 

in evaporation, 383-384, 403 
Pyrometers, errors of, due to radia- 
tion, 163 

thermoelectric, for skin tempera- 
tures, 659 

Q 

Quadruple-effect evaporator, 409 
calculations for, 419-422 

R 

Radiation of heat (def.), 145 
black body (def.), 146 
black body coefficients (table), 149 
constants, 149 
effect of gas upon, 164 
errors in pyrometry, 163 
general ecpiation for, 150-153 
in furnaces and kilns, 153-159, 
191, 196, 203, 212 
net, equation for, 153-159 
simplified equations for, 159-160 
Stefan-Boltzmann, law of, 149 
Radius, moan hydraulic {see Hy- 
draulic radius) 

Rankine temperature unit, 5 
Raoiilt^s law, 412, 434, 476, 515, 
519-520, 521, 527, 533 
Rapid circulation evaporator, 398 
Rate, of combustion reactions, 175- 
177, 180-181, 183-185 
of flow of fluids {see Flow of 
fluids) 

of heat transfer {see Flow of heat) 
Ratio, of mean to maximum velocity 
in circular pipes, 54-55 
of specific heat of gases at con- 
stant pressure aiid at con- 
stant volume (table), 694 
Rayleigh equation, 532-533 
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Raymond mill, 281-283 
Raymond separator, 283 
Reactions, velocities of gas-, 175- 
177, 180-181, 183-185 
Recorders, for gas analysis, 205 
Recovery of waste heat from fur- 
naces, 207-219 
Rectification (def.), 547-548 
calculations for, 553-576 
columns for, 548-551 

{See also Rectifying columns) 
equations for, 556, 561, 563, 569- 
570 

intersection of operating lines, 563 
minimum overflow in, 564-565, 
567 

of multicomponent mixtures, 571— 
575 

plate efficiency in, 566 
principles of, 545-547 
under pressure, 529 
under vacuum, 551 
vapor v(il()city in, 573-575 
{See also Distillation) 

Rectifying columns, 548-551 
admission of feed to, 562 
capacity of, 573-575 
under pressure, 573-574 
design of, 553-576 
feed-plate lo(!ation, 562 
packed, 489, 490, 553-576 
plate, 548-549 
bubbling, 548-549 
perforated, 546 
tower, 550 

distribution of reflux in, 550- 
551 

use of, under vacuum, 551 
vapor velocity in, 573-575 
{See also Rectification) 
Recuperative system of heat recov- 
ery, 214 

Reflux, distribution of, 550 
in rectifying columns, 550-551 
pipes for, 548 

V8, number of plates, 564-566, 
567-568 

{See also Overflow) 


Refrigeration, drying by, 614 
in dehumidifiers, 598 
Regain, 620, 642 
of textiles, 620 

{See also Equilibrium water) 
Regenerative system of heat recov- 
ery, 215-219 
construction of, 216-217 
design of checkerwork for, 217- 
219 

in the iron-blast furnace, 216 
in the open-hearth furnace, 216 
Relative volatility (def.), 521 
Repose, angle of, 291-293 
Resistance to flow, concept, in 
absorption, 447 
in filtration, 343 
in heat transfer, 109 
press-, 343 

{See also Flow of fluids; Flow of 
heat) 

Retorts, 193, 195, 199 
Reverberatory furnaces, 196 
Revolving screens, 292 
Revolving filters, 334-335 
Reynolds number, 60-97, 112-136, 
297-300, 504, 607 
Ricks, 374 
Riffles, 307 

Ring furnace, 209-213 
Rittinger’s law, 254 
Rock, breakers, 260 
crushers, 261-273 
screening of, 289-296 
Rolls, crushing, 268-271 
Fuller-Lehigh, 281 
jaw-crusher, 264 
mills, 280-284 
pan, 272 

Raymond, 281-283 
Sturtevant ring, 280 
Rotameter, 74 
Rotary, crushers, 264 
driers, 630-634 

calculations for, 662-666 
counterflow, 631 
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Rotary, driers, design of, 662-666 
parallel flow, 631 
reversed current, 632 
Ruggles-Coles, 632 
filters, 334-335 

furnace for evaporating waste 
liquor, 376 

kiln, 199-200, 211-213 
ore cooler, 663-666 
screens, 292 
Rotating {see Rotary) 

Rotex vibrating screen, 295 
Ruggles-Coles drier, 632 

S 

Safety, factor of {see Factor of 
safety) 

Salt catch, 399 
Salt evaporators, 398 
Salt grainers, 377 

Salt solutions, concentration of, 374- 
375, 377 

Salting-out evaporator, 399 
Salts, applied to distillation, 575 
l)oiling-point raising, due to dis- 
solved, 391, 411 

vapor-pressure lowering, due to 
dissolved, 367-368, 575 
Sampling, 20-21 

Sand, drying of, 630-634, 662- 
666 

Saturated vapor, properties of {see 
Heat of vaporization; Heat 
capacity; Vapor pressure) 
volume of air (def.), 578-580 
Saturation pressure, 367 
Scale, effect of, on heat transmission, 
138, 415-416 

removal of, from evaporators, 
397-398 
Scalper, 293 

Screening, separation by, 289-296 
Screens, grizzly, 291 
rotating, 292 
standard, 290 
vibrating, 293-296 


Screw press, 339, 616 
feed, to grinders, 281 
Scrubbers {see Towers) 

Secondary combustion, 1 80- 1 81 , 
192-199 

Sedimentation, of mixed precipitates 
during filtration, 347 
separation by, 318-322 
Selective absorption, 318, 424-513, 
615 

Selective adsorption, 318, 424-513, 
615 

Selective condensation, 318 
Selective diffusion, 317 
Selective vaporization, 318 
Semicontinuous operation, 15 
Sensible heat content of gases, 8-11 
Sensitive materials, distillation of, 
538-540, 551 

drying of, 613-614, 623, 629, 635, 
666-681 

evaporation of, 376, 382, 399, 400 
sublimation of, 543 
Separation, 289-322 
of gases from gases, 317-318, 424- 
513 

by absorption, 318, 424-513, 
613 

by adsorption, 318, 424-513 
by chemical means, 615 
by dehumidification, 597-598 
by diffusion, 317 
by fractional condensation, 318 
by liquefaction and rectifica- 
tion, 424 

of liquids from gases, 316-317 
by chemical means, 317, 615 
of liquids from liquids, 315-316, 
426, 465 

by centrifugal force, 316 
by decantation, 315, 426 
by distillation {see Distillation) 
of solids from gases, 313-315 
by centrifugal force, 314 
by electrical precipitation, 315 
by impact on water, 314 
in bag filters, 314 
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Separation, of solids from liquids, 
318-322 

{See also Drying; Evapora- 
tion; Filtration) 
by sedimentation, 318-322 
of solids from solids, 28^313 
by flotation, 310, 322 
by screening, 289-296 
by settling, 296-302 
by sublimation, 543 
due to difference in specific 
gravity, 302-307 
due to magnetism, 312 
electrostatic, 312 
principles of, 289 

Separators, in evaporators, 386, 394- 
399 

Raymond, 283 

Series flow, in heat transmission, 
104, 116 

Settling chambers, 313 
Settling free, 296-304, 319 
Settling hindered, 304 
Settling separation by, 296^3 10, 313, 
315, 318-322 

Shear, grinding by, 254, 259, 272, 
280, 284 

Sieves and screens, 289-296 
grizzly, 291 
rotating, 292 
Tyler, standard, 290 
vibrating, 293-295 
Siliiial gel, 438 

Simple distillation (def.), 516 
equation for, 532-534 
Single-effect evaporators, 399-403 
continuous, operation of, 401-403 
intermittent, 399 

Sinuous motion {see Turbulent mo- 
tion) 

Sling psychrometer, 585 
Slip, angle of, 293 
Smoke, prevention of, 177, 189 
production of, 177, 189 
Sodium hydroxide solution, boiling 
points of, 414 
Solar evaporation, 374 


Solids, heat capacity of, 11-12 
separation of {see Separation) 
thermal conductivity of, 695-696 
Soot, in flue gas, formation of, 177 
Sorel, 553 

Specific gravity, separation due to 
difference in, 302 
temporary change of, in flotation, 
310 

Specific heats, 8-12 
Specific volume, of dry air, 579, 580 
of gases, 4-5 

{See also Heat capacities) 
Spitzkasten, 309 
Spray driers, 634r-635 
evaporators, 212, 375, 635 
towers, 503 

Stacks, as latent heat, 222 
as potential heat, 222 
as sensible heat, 195, 204, 207, 222 
due to unburiied gases, 195, 222 
heat loss from, 222-223 
Stamp mill, 272 
Standard conditions, 4 
Standard sieves, 290 
Static pnissure, 48 
Steam, condensation, 133-140 
dropwise, 138 
effect of air on, 139 
film, 133 

distillation, 472-505, 537-544 
calculations for, 472-505, 540^ 
542 

in vacuum, 539 
of aniline, 539 
of glycerin, 540 
of steariii acid, 540-542 
principles of, 537-544 
superheated steam, use of, in, 
540 

driers heated by, 623-630, 634, 640 
design of, 659 
drum, 629 
loft, 623 
rotary, 633 
tray, 623-624 

economy in distillation, 539, 568^ 
574 
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Steam, economy in drying, 621, 636, 
637 

in evaporation, 390, 391, 408- 
411, 422 

films (condensed), effect of air on, 
139 

heat transfer through, 133-140 
heat capacity of, 9-10 
latent heat of, 579, 588 
pipes, heat loss from, 160-162 
lagging for, 160-162 
power, 171 

vs. electrical and water, 170-171 
separators, 386-387 
thermal conductivity of, 696 
Stearic acid, distillation of, 540-542 
Steel pipe (see Pipe, steel) 
Stcfan-Boltzmann law (radiation), 
149 

Stills, 537-553 
for simple distillation, 516 
stripping, 538 

(See also Distillation; Rectifica- 
tion) 

Stoichiometry, 1-33 
Stokers, mechanical, 189-191 
Stoves, blast furnace, 216-219 
Streamline flow (def.), 79 
average velocity in, 80 
equation for, 81 
vs. turbulent flow, 79 
Stripping of liquids, apparatus for, 
462-465, 500-501, 547-551 
equations for, 472-505 
mechanism of, 442-456 
process of, 426 
rate of, 429, 442-456 

(See also Steam distillation; 
Towers) 

Stripping of solids, apparatus for, 
469-470 

mechanism of, 456-458 
process of, 427-428 
rate of, 506-512 

(See also Adsorption) 
Sturtevant, ring roll mill, 280 
rotary crusher, 271 
Sturtevant crushing rolls, 267 
Sublimation, 543 


Sugar, crystallization of, 391-401 
evaporation of solutions of, 397- 
401 

Sulfate liquor concentrating, 375 
incinerating, 375, 634 
Sulfur gases, absorption of, 428, 500, 
503 

adsorption of, 438 
Sulfuric acid, concentration of, 377 
removal of water vapor by, 441, 
474-484 

Superheated steam, distillation with, 
540 

vapor, drying by, 635 
Surface, increase of, due to crushing, 
253-255 

Surface combustion, 176, 185-186 
furnace, 203 

Surface condensers, 383-384 
calculations for, 133-140 
disadvantages of, in sublimation, 
543-544 

Surface evaporation (see Drying by 
air) 

Sweetland filter press, 333, 334 
Swenson evaporator, 394, 397 
Swinging screens, 295 
Symbols, meaning of (see Nomen- 
clature) 

Symons cone crusher, 266 
Symons disk crusher, 267 

T 

Table, Wilfley, 307 

humidity-temperature, equilibria 
of Na 2 HP 04 . 12 H 20 , 681 
of equivalent frictional lengths, 86 
of pipe diameters and weights, 
692, 693 

ratio of specific heats of gases, at 
constant pressure and con- 
stant volume, 694 
thermal conductivity, coefficients 
of, 694r-697 

Tanks, decantation, 315-316 
for separating liquids, 315-316 
settling, 315, 318-322 
Tar, removal of, from producer gas 
232 
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Tap, removal of, from pyroligneous 
acid, 325 

Tees, equivalent frictional lengths 
of, 86 

Temperature, absolute (def.), 5 
automatic control of, in drying, 
636-637 

control of, in furnaces, 195-199, 
204 

difference, arithmetic mean, 120 
logarithmic mean, 118-120, 121, 
122 

effect of, on coefficient of heat 
transfer, 106-108, 111. 117, 
119, 126, 141, 380-381 
on diffusion of matter, 370, 430- 
431, 446, 455, 502, 653 
on equilibrium constants of gas 
reactions, 173-175 
on gas-producer capacity, 227- 
250 

on rat(' of heat transfer, 106- 
142, 694-697 

on vapor presssure, 14, 15 
on vapor-liquid composition dia- 
grams, 522, 526-530 
on viscosity, 688 
units, centigrade, 7 
Fahrenheit absolute, 5 
Kelvin, 8, 9 
Raiikinc*, 5 

Terminal condilions in (*vaporation, 
391, 408 

Tests data, choice of, 19-21 
period, duration of, 18 -20 
Thermal conductivity (def.), 101 
conversion factors for, 27-33 
of gases (table), 696 
of heating surface, effect of, on 
evaporation, 379 
of liquids (table), 697 
of solids (table), 695 
variation of, with temperatuie, 695 
Thermometer errors due to radia- 
tion, 163-164, 584-585 
wet-and-dry bulb, 582-592 
Thermostat, in drying, 637 
Thomas flowmeter, 72 
Throat taps, 56, 61-62 


Throttling, in condenser, 401 
Tiemann dry kiln, 624, 626 
Timber, drying of, 624, 626 
Towers, Bartlett-Hayward, 463 
bubble-plate, 462, 548-549 
Coco-spray, 463 
centrifugal-spray, 463 
coke-packed, 501 
cooling, 598-599 
Fels, 463 

fillings, 462, 501, 502, 550-551 
Glover, 375 
rectifying, 548-551 
slat-packed, 462, 500 
wetted-wall, 504-505 
Transfer coefficients, for diffusion, 
447 

overall, 451 
Transfer unit, 490 
Transmission of heat (see Flow of 
heat) 

Tray driers, 624 
Trommels, 292 
Trouton's rule, 14 

Tubes, arrangement of, in evapor- 
ators, 393-399 

flow of fluids in capillary, 80 
mills, 278 

(Ser also Pipes) 

Tunnel dri(*rs, 626, 074-677 
kiln, 213- 215 
Turbulent motion, 79 
friction factors for, 78 
Tyler standard screen, 290 

U 

Units, English vs. metric., 2-8 
heat, 7-8 
viscosity, 98, 145 

Unsteady state conduction of heat, 
164* 

U-tube, differential, 49-51 
gaug(', 50 
multiplying, 50-51 

V 

Vacuum, air removal from vacuum 
evaporators, 383, 384 
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Vacuum, distillation, 529-530, 533- 
540, 550, 551 
dr5dTig, 625-626 

effect of, on boiling temperature, 
388-390 

evaporation, 382-383, 399-400 
maintenance of, 383, 408-409 
steam distillation in, 538-540 
Valves, equivalent frictional length 
of, 85-86 
reducing, 401 
safety, 401 
Vanner, 307 

Vapor, vapors, composition, 524-532 
calculation of, 519-528 
determination of, 527 
diagrams of, 519, 521, 522, 525, 
526, 528, 529 

vs. liquid composition (.src 
Vapor-composition diagrams) 
compression system of evapora- 
tion, 392-393 

diffusion of, 35-39, 443-449 
rate of, 442 
enrichment, 517-518 

(See also Rijctification) 
flow of (see Flow of fluids) 
pressure (def.), 366-368 

diagrams, 14, 519, 521, 522, 525, 
526 

estimation of, by Di'ihring’s 
rule, 412-415 
-lowering, 368-369 
of liquids, 15 
relative, 412 

removal, from evaporators, 373. 
403 

superheated, drying by, 635 
velocity in distillation, 573-575 
in humidifiers, 598 
water (see Steam) 

(See also Gas) 

Vaporization, 

drying by, 616-681 
equilibrium temperature of (see 
Boiling point; Wet-bulb tem- 
perature) 

factors controlling, 370-372 


Vaporization, latent heat of, 369-370 
estimation of, 12-15, 415 
mechanism of, 366-370 
processes, basic principles of, 365- 
372 

terminology of, 365-366 
rate of, 370-372 

Velocity, allowable in packed towers, 
492 

average, in straight line flow, 80 
in turbulent flow, 54-55, 82 
vs. maximum velocity in circular 
pipes, 54-55 

distribution, 34—37, 79-82 
head (def.), 52-53 
mass (def.), 41, 94, 110, 114 
measurements of, by anemom- 
eter, 73 

by flowmeter, 68-74 
by orifice, 56-68 
by Pitot tube, 52-56 
by Rotometer, 74 
by Venturi meter, 68-70 
by Weirs, 70-71 
of gas reactions, 175-176 
vapor, in rectifying columns, 573- 
575 

Venturi nutter, 68-70 
equations for, 70 
loss of head in, 69 
vs. orifice, 68-69 
Vibrating screens, 293-295 
Viscosimeters, 687 
Saybolt, 688 
Viscosity, a})Solute, 687 

effect of, on evaporator capacity, 
380-381 

on critical velocity in pipes, 82 
kinematic, 688 
of gases, 687 
of liquids, 687 

(See also Fluidity) 

Porter’s method of estimating 
change of, with temperature, 
688 

relative, 688 

Saybolt, 687 ‘ ^ 

units of, 600 



INDEX 


749 


Viscosity, units of, conversion of, 
690 

Viscous motion, resistance in set- 
tling, 296-299 

{See also Motion, straight line) 
Volatility (clef.), 521 
relative, 521-522 

Volume, measurement of, per cent in 
gas analysis, 3 
{See also Flow of fluids) 

W 

Washers (see Towers) 

Washing, of gases {see Absorption) 
of filters {see Filtration) 

Waste heat recovery, 207-219 

in heat exchangers, 109-113, 121- 
130, 551 

in recuperators, 214 
in regenera tiors, 214-219 
Water, coolers for, 598-599 
coefficients for, 606-008 
design of, 610-61 1 
equations for, 605-606 
flow of {see Flow of fluids) 
gas, 182-185 

heat transfer {see Flow of heat) 
latent hcjat of, 579, 588 
measurement of {see h'low of 
fluids) 

power vs. steam, 170-171 
thermal conductivity of, 697 
vapor {see Steam) 
vapor pressure of, vs. temperature, 
14 

viscosity of, vs. temperature, 691 
Water-al(!ohol mixtures, properties 
of, 526 


Weber equation for thermal con- 
ductivity of liquids, 180 
Weight, atomic, 3 
combining, 3. 
molecular, 3 

Weight per cent, solids, 3 
Weir, equation for flow over, 70-71 
Wet-and-dry bulb thermometry. 
577-594 

{See also Psychrometry) 
Wet-bulb temperature, vs. e(piilib- 
rium temperature of adiabatic 
cooling, 586-592 

Wet-bulb thermometers, 582-592 
Wetted-wall towers, for absorption, 
503 

Wilfley table, 307 

Wires, cooling of, by insulating 
{small wires), 162 
heat loss from, 112, 115, 162 
Wood, checking of, 618 
chips, crushing of, 268 
combustion of, 191, 196-197 
drying of, 623-626 
schedule for, 625 
shrinkage of, 618 
Wrought-iron pipe {see Pipes) 

X 

X vs. Y curves, 475, 526 -529 
Y 

Yaryan evaporator, 395-396 
Z 

Zones, in gas producer, 179, 246-248 







